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HYPOTENSION AND FLYING 
By A. F. Rook, 0.B.E., M.R.C.P., D.P.H. 


. GROUP CAPTAIN, ROYAL AIR FORCE; AND 


D. J. Dawson, M.R.C.S. 
FLIGHT LIEUTENANT, ROYAL AIR FORCE 


Tue problems presented to the pioneers of aviation 
medicine have altered little during the passage of 
some twenty years ; nervous stability and respiratory 
and cardiovascular efficiency are now, as then, the 
legs of the tripod which sustain the service pilot. 
The importance of these legs, however, has altered 
with the increasing power of aircraft. Of the three 
the psychological aspect is unquestionably the most 
important and the most difficult problem in the 
selection of candidates for service aviation. Improve- 
ments in the supply of oxygen during high flying 
have, temporarily at any rate, relegated the respiratory 
factor to the background, whereas increasing speeds, 
likely in some circumstances to evoke vast forces into 
action on the bodily mechanisms of the pilot, have 
brought the necessity of cardiovascular efficiency 
into greater prominence. As Marshall (1933) has 
pointed out, the forward speed that a pilot can endure 
without discomfort is far in excess of the speed that 
any aeroplane is capable of at present. It is only 
change of direction, acceleration, or deceleration 
that brings centrifugal forces into play. During these 
periods, usually lasting for only a few seconds at most, 
the pilot’s body while in the usual position is subjected 
to these forces which, experiment has shown (Fischer 
1937), drain the blood from the upper parts of the 
bod 


Apart from this factor, strain is thrown in other 
ways on the circulatory system during flying. Flack 
and Bowdler (1920) stated ‘‘ that from a consideration 
of blood-pressure records the conclusion is foréed 
upon us that stress of service or high flying almost 
invariably produces a low diastolic pressure and a 
big pulse pressure due probably to lessening of 
vaso-constrictor tone of the arterioles.” 

It is largely for these reasons that hypotension has 
always been regarded with disfavour in assessing 
candidates for service flying, although many instances 
can be given of pilots, regarded as hypotensive, who 
have successfully carried out their duties for many 
years. The present conception of the fit and the unfit 


* hypotensive is largely due to the work of Treadgold 


(1933), and although the hypothesis has been of 
value, for it allows that certain hypotensives at least 
are fit to fly, it has some drawbacks. Nature does 
not place people in convenient pigeon-holes at each 
end of a scale; hence the classification takes no 
notice of the moderately fit or moderately unfit 
hypotensives who form most of the group. 

The position is further obscured for a variety of 
reasons. First and foremost there is a considerable 
difference of opinion as to what constitutes hypo- 
tension. Secondly, in much of the work on its incidence 
little notice is taken of the fact that the blood pressure 
of a normal person may fluctuate widely from day 
to day and sometimes almost from moment to 
moment (Cassidy 1936). Another difficulty, and one 
which has probably influenced opinion as to the 
suitability of hypotensives for flying, is that, in the 
convalescent or latent stages of certain diseases, 
faintness or actual fainting in association with a low 
6018 


blood pressure is fairly common. Whether these 
syncopal attacks are directly due to a lowering of 
pressure or are simply a manifestation of imperfect 
vasomotor control is a moot point. The association 
of tuberculosis and hypotension is usually considered 
common. Tice (1924) states that as a general rule 
hypotension exists in all stages of tuberculosis, and 
Beaven (1934) quotes the cases of fifteen American 
Air Force officers who developed tuberculosis, the 
average systolic pressure being 106 mm. Hg. Other 
observers have concluded that low blood pressure 
is not a reliable sign of tuberculosis. In many 
instances the fact that few, if any, pressure readings 
have been made before the onset of the disease tends 
to invalidate the figures. 


DEFINITION OF HYPOTENSION 


Before the results can be discussed, some standard 
must be laid down whereby cases may be judged, 
and the fallacies which may be met with in the 
estimation of the blood pressure must be indicated. 

As to what exactly constitutes hypotension there 
is much difference of opinion. Halls Dally (1938) 
regards a systolic pressure of 110 mm. Hg and a 
diastolic pressure of 66 mm. Hg as the low limit in 
males but says that there is some variation. The 
limits given by MacWilliam (1925) are a systolic 
pressure below 100 mm. Hg and a diastolic below 
60 mm. Hg, and Miller (1936) gives 105 mm. Hg 
and 60 mm. Hg respectively for the lowest normal 
levels. In the United States army flying standards 
a systolic pressure of less than 105 mm. Hg is stated 
by Snell (1936) to disqualify for flying in all cases, 
but later regulations give the figure as 100 mm. Hg. 
The standard which has been in use in the R.A.F. 
for some considerable period is to regard any systolic 
pressure below 110 mm. Hg and any diastolic pressure 
below 70 mm. Hg as evidence of hypotension. It is 
this standard that is taken as constituting the lower 
limits of normality in the remainder of this paper. 

Certain points in the technique of the use of the 
sphygmomanometer must be observed (Air Publica- 
tion 130, 1938) if accurate results are to be obtained. 
The exact level of the systolic pressure is usually easy 
to obtain. Owing, however, to the variations that 
may be produced by emotional or other causes in 
young adults, the estimation of this pressure is not 
usually considered as valuable as that of the diastolic 
pressure. The value of the diastolic pressure has been 
accepted for some considerable period, but the 
difficulties in its correct estimation have not always 
been fully appreciated. Kilgore et al. (1915) con- 
sidered that, although the auscultatory method was 
the best available, in a number of instances it was 
impossible to define it accurately, a number which 
Parkinson (1938) puts at more than 10 per cent. 
The difficulty is, moreover, greatest in the type of 
case that is of extreme importance in aviation 
medicine—the person with a low diastolic pressure. 

To minimise fallacies the figures given subsequently, 
unless otherwise stated, are all from results obtained 
at the Central Medical Establishment, Royal Air 
Force, where if abnormal figures have been recorded 
they have nearly always been checked by an inde- 
pendent observer. If there has been any discrepancy, 
the figures which most nearly approached normality 
have been accepted as the true readings. 


INCIDENCE OF HYPOTENSION 


In view of the difficulties already mentioned an 
attempt must be made to estimate the incidence of 
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hypotension in the healthy male adult of the age and 
class applying for commissions as pilots. 

Many factors are known to influence the blood 
pressure, of which age and physique (Treadgold 1933) 
are probably of most importance. Examination of 
the records of blood pressure in adults taken over a 
number of years shows that low pressures tend to 
occur at the younger ages and usually disappear in 
subsequent examinations. It is thus to be expected 
that the incidence of hypotension will be higher in 
candidates for commissions whose age ranges from 
17} to 25, and from whom the eases to be described 
are chiefly drawn, than in a group of adults taken 
as a whole. Treadgold’s (1933) figure of 3 per cent. 
hypotensives among fit pilots serving in the R.A.F. 
from 1927 to 1931 inclusive agrees with most estimates ; 
Friedlander (1927) for instance, quoting from various 
observers, gives it as 2-2—4-5 per cent. in over 9000 
young adults. Higher percentages have been given 
among groups of young men. Thus Melvin and Murray 
(1914) in 59 medical students found 5 with systolic 
pressures below 100 mm. Hg and 40 with diastolic 
pressures below 70 mm. Hg; 47 of the 59 (80 per 
cent.) were hypotensives according to R.A.F. stan- 
dards. Chamberlain (1930) reported that in 60 medical 
students and doctors there were 15 with a systolic 
pressure below 110 mm. Hg; in 4 of these the dia- 
stolic pressure was below 70 mm. Hg. In addition 2 
others had a low diastolic with a normal systolic 
pressure ; hence 17 (28 per cent.) of the 60 cases 
were hypotensives. Bramwell and Ellis (1931) 
examined the circulatory systems of Marathon runners 
and found that the diastolic pressure was below 70 
in 4 out of 28 runners. One man with a systolic 
pressure of 105 and a diastolic of 70 was third in the 
race. It will thus be seen that there are considerable 
discrepancies in the figures purporting to show the 
incidence of hypotension. 


TABLE I—INCIDENCE OF LOW BLOOD PRESSURE DURING 
THE FIRST EXAMINATION OF 1000 CANDIDATES FOR 
SHORT-SERVICE COMMISSIONS AND OF 870 PILOTS 


} Both 


Systolic Diastolic Total 
pressure pressure pressures hypo- 
No. and below below below tensions 
Group type of 110mm. 70mm. | normal on first 
‘case He | Hg level exam. 
| 
| Number and percentage 
| | 
1 772 fit 8 (1) 84 (11) 7 (0-9) 92 (11-0) 
| candidates 
228 unfit 2 (0-9) | 31 (13) 2 (0-9) 33 (14-4) 
candidates 
Total of 1000/10 (1) (115 (11-5) 9 (0-9) 125 (12-5) 
| candidates 
2 870 pilots (27 (3) 7 (0-8) 


45 (5) 72 (8-3) 


To obtain some idea of the incidence of hypotension 
the blood-pressure records of 1000 consecutive 
candidates for short-service commissions (772 passed 
as fit and 228 as unfit) have been examined. These 
candidates when examined were between the ages 
of 17} and 25 years, the majority being from 18 to 
22 years of age. Hypotension was found at the first 
examination in 125 (12-5 per cent.). Of these hypo- 
tensives, 73 were re-examined, usually a month after 
the original examination, but in only 22 was hypo- 
tension again found. In most instances hypotension 


resulted from a low diastolic pressure, 124 out of 
125; in only 10 instances was the systolic pressure below 
110 mm. Hg (see Table I, Group 1). It appears from 
these figures that, with the standards given above, 
hypotension is comparatively common (12-5 per cent.) 


in this age-group of apparently healthy young adults, 
but that it persisted in less than half the hypotensives 
who were re-examined once. 

It is thus pertinent to ask how often hypotension 
is a persistent finding in any case. To obtain some 
data on this question the blood pressures of 870 pilots 
with permanent commissions, who were examined 
for various reasons at the Central Medical Establish- 
ment during 1931 to 1936 and the early months of 
1937, have been analysed. In all 3988 records of 
blood pressure of this group were available for study. 
In 286 instances the blood pressures were examined 
on less than three occasions, and these cases have 
been omitted when the question of persistence of 
hypotension is being considered. The number of 
examinations in the remaining 584 cases averaged 
six, with a minimum of three and a maximum of 
twenty examinations. Before studying the persistence 
of hypotension in these cases, the findings in the group 
of 870 pilots (Table I, Group 2) are of interest for com- 
parison with the group of 1000 candidates (Group 1) 
already noted. It must be pointed out, however, that 
the figures are not strictly comparable, even though in 
most instances records of the original examination 
at entry are available for the pilots in Group 2. In 
the case of war-time pilots no records have been kept 
of the first examination. As a consequence the age- 
grouping at the first Central Medical Establishment 
examination of Group 2 pilots is later than the age- 
grouping of the 1000 candidates given above. Owing 
to the tendency of blood pressure to rise with 
advancing years with a decrease in lability of the 
vasomotor system it is only to be expected that the 
incidence of hypotension should be less than in 
the young age-group. Another difference between the 
groups is that Group 1 consists of consecutive entrants, 
fit and unfit, whereas Group 2 consists only of 
accepted candidates. It may confidently be asserted 
that the rejected candidates, whose inclusion would 
be necessary to make the groups comparable, contained 
a fairly high percentage of hypotensives, especially 
since in the years immediately after the war less 
latitude was permitted in regard to hypotension 
than is now allowed. 

In the 3988 examinations of blood pressure in 
Group 2 pilots the diastolic pressure was below 
70 mm. Hg on 286 occasions (7 per cent.) in 182 of 
the 870 pilots. On the occasion of the first examina- 
tion at the Central Medical Establishment—i.e., 
the examination in which the age-grouping most 
nearly approximates to that of Group 1—the diastolic 
pressure was below 70 mm. Hg in 45 instances and 
the systolic pressure below 110 in 27 instances. In 
7 cases both pressures were below the normal levels 
at the first examination. A comparison of the blood 
pressures in the two groups is given in Table I. In 
60 of the 870 pilots the diastolic pressure was below 
70 mm. Hg on more than one occasion. Of those 
—584 in all—who were examined at least three times 
with an average of over five examinations, only 5, 
or less than 1 per cent., showed hypotension in 
75 per cent. of their examinations ; similarly, a low 
diastolic pressure was found in over 50 per cent. of 
the estimations in 9 pilots, or 1-5 per cent. Thus in 
only 9 of the pilots in this group can a more or less 
persistent hypotension be said to exist. All these 9 
were under observation for common medical or surgical 
complaints ; not one complained of syncope, dizzi- 
ness, or similar conditions, and all but one have 
returned to full flying duties. 

The incidence of hypotension in the young male 
adult according to Royal Air Force standards appears 
from these figures to be higher than is usually 
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imagined. A distinction must, however, be made 
between the occasional finding of a low pressure and 
its presence on repeated examination over a period 
of some months at least. Occasional hypotension is 
common. In the age- and sex-group under considera- 
tion it is present on first examination in about 1 
out of 10 persons. If the examinations are repeated, 
this incidence rises with the number of examinations 
made. As a very rough estimate it may be said that, 
if five examinations are made at intervals, hypo- 
tension will be found in at least 1 of every 4 young 
adult males. Persistent hypotension is less common. 
For present purposes it is considered to exist 
when a low blood pressure is found in half of three 
or more examinations done at intervals of not less 
than a month. This is obviously an arbitrary and 
unsatisfactory standard, but it serves as a basis for 
the differentiation of the common from the more 
unusual type. In the 870 pilots the blood pressures 
of 584 were estimated on three or more occasions, 
and 9 instances of persistent hypotension were found, 
or about 1 in 70 persons. 


HYPOTENSION AND TUBERCULOSIS 


Before leaving this part of the inquiry, the question 
of hypotension and tuberculosis is worthy of study 
in view of the considerations already detailed. 


The records of blood pressures in thirty unselected 
cases of tuberculosis in officers during recent years 
have been available for examination, The figures 
have been abstracted from the results of the yearly 
examination of officers made at their respective 
stations and not at the Central Medical Establishment. 
In almost every case at least one record of blood 
pressure has been made during each year of service 
and in some instances more than one. In every case 
the blood pressure was estimated a few months 
before the actual diagnosis of the disease. In some 
of these patients conditions such as mild unexplained 
febrile attacks or attacks of “ bronchitis,’ which 
may be regarded as possible early manifestations of 
tuberculosis, have preceded the actual diagnosis by 
months or years. In no case have these possibly 
prodromal conditions been accepted as evidence of 
tuberculosis. The only exception to this rule has 
been the case of sterile pleural effusions which have 
been accepted as evidence of tuberculous infec- 
tion. A total of 264 blood-pressure examinations 
were made at roughly yearly intervals over a 
period which, for each officer, averaged 6} years 
(maximum 16 years, minimum 4} year) before 
the date of admission to hospital, when the 
diagnosis of tuberculosis was made. Hypotension 
was found in only 22 instances or 8 per cent. of the 
total number of examinations. If this finding is 
compared with the results of 3988 estimations in 870 
pilots, when hypotension was found on 286 occasions 
or 7 per cent., the increase is insignificant. It is of 
interest that in 7 instances hypotension was found 
during the period the officer was in hospital for 
investigation or immediately after the diagnosis 
had been made. In 4 of the 7, hypotension had not 
previously been found. 


These cases are too few from which to draw 
conclusions, but they appear to support the view 
that hypotension, when associated with tuberculosis, 
is intimately related to the active stage of the 
disease. 


ESSENTIAL HYPOTENSION 


In the study of hypotension in relation to flying 
an examination of those pathological cases of vaso- 
motor instability called “essential hypotension,” in 
which syncopal symptoms are caused by change of 
posture, appears to be helpful. The condition is rare ; 
Croll and Duthie (1935) could only find records of 


18 cases, but further cases have since been reported 
(Alvarez and Roth 1935, Chew, Allen, and Barker 
1936, Davis and Davis 1937, Korns and Randall 1937, 
Langston 1936, and Weis 1935). The normal reaction 
of the blood pressure to change of posture has been 
the subject of much research, and the findings have 
been summed up by MacWilliam (1935), who wrote : 
‘** In normal individuals compensation for the hydro- 
static effects of gravity on the vascular system is so 
good that, as generally agreed, the systolic pressure 
shows no constant or substantial variation, while the 
diastolic pressure is appreciably raised, in the erect 
posture.” 

Patients with essential hypotension usually complain 
of giddiness on assuming an erect posture, and 
examination has shown that the blood pressure, 
both systolic and diastolic, falls to very low levels 
on standing. A point which appears to be of impor- 
tance is that in some of the cases the blood pressure 
taken in the usual sitting position is within normal 
limits. 

It appears reasonable to imagine that between the 
frank case of essential hypotension and the normal 
there lies the person whose vasomotor control, 
although sufficient to prevent symptoms under 
ordinary conditions, may break down particularly 
under stress (Williamson et al. 1938). Such conditions 
of stress are likely to arise in pilots as a result of 
lowered oxygen tension, fatigue, and especially 
centrifugal force while flying. The persons most 
likely to suffer from these effects are those with the 
minor manifestations of essential hypotension—those, 
in fact, whose vasomotor systems do not react to 
stress in the same pronounced way as in the normal 
person. 

The problem of detecting these people, who may 
by ordinary standards appear physically efficient, 
can be attacked from various angles. Here two 
methods have been tried: (1) a study of the blood 
pressures of those pilots who have reported symptoms 
of giddiness or actual syncope while flying or while 
on the ground, and (2) a flying test which subjected 
persons who appeared likely to be affected to the 
stresses of centrifugal force. 


BLOOD PRESSURE IN SEVERE GIDDINESS OR IN SYNCOPE 
IN PILOTS 


The records have been collected of 58 pilots who 
have complained of symptoms of giddiness or of 
syncope during a period of some years. All cases 
for which complete records have been obtained are 
included, and no attempt has been made in this 
analysis to classify the various cases according to 
the different causes of fainting. Of the 58 pilots 3 
showed persistent hypotension according to the 
standards previously given. In a further 13 pilots in 
this group the blood pressure was low at one or 
more examinations. The diastolic blood pressures in 
the whole group of 58 pilots with symptoms of syncope 
(Group A) have in Table II been compared with those 
obtained in a group of 584 pilots forming Group B. 
This latter group consists of those pilots from the 
group of 870 pilots, already discussed, who have had 
their blood pressure examined on three or more 
occasions, forming the most nearly comparable group 
it has been possible to obtain. 

Each person in both groups has had an average 
of six examinations made at intervals over a period 
of years, the number of pilots in both groups always 
showing a normal diastolic pressure being roughly 
the same. There is a tendency in the syncopal group 
(Group A), in those cases which have a low diastolic 


pressure, for these low readings to be more persistent 
than in the control group. 

These figures are too small to draw anything but 
very tentative conclusions, but it may be said that, 
when occasional hypotension is present, if it is only 
slight and if symptoms suggestive of postural giddiness 
are absent, there seems little justification for placing 
much emphasis on this finding alone. 


TABLE II—COMPARISON OF LOW DIASTOLIC BLOOD-PRESSURE 
FINDINGS IN 58 PILOTS (GROUP A) WHOSE PRINCIPAL 
SYMPTOM WAS SYNCOPE AND 584 PILOTS (GROUP B) 
EXAMINED FOR VARIOUS CONDITIONS 


Group A Group B 


Findings | 
Number and 
percentage 
Pilots examined ee oe oo | 584 
Total blood-pressure estimations 355 3541 
Average estimations in each case ne 6 6 
Pilots showing a normal diastolic 
pressure .. oe 41 (71) 444 (76) 
pilots showing a low diastolic pressure 
on one or more occasions .. ee 16 (28) 140 (24) 
Pilots showing a persistently low dia- } 
stolic pressure. . 2 (3-5) 9 (1-5) 
Pilots showing a low diastolic pressure | 
on one occasion only . . en +e 4 (7) 80 (13) 
Pilots showing a low diastolic pressure 
on more than one occasion, but 
excluding cases of persistently low ; 
diastolic pressure 4 ae My 10 (18) 51 (9) 


Persistent hypotension is not necessarily accom- 
panied by symptoms and in some cases is apparently 
a phase in the life of young adults, passing off after 
a longer or shorter period. Instances can be given 
of pilots who, judging by Royal Air Force standards, 
have been hypotensive during most of their flying 
life but have carried out their pilot duties without 
symptoms of giddiness or syncope for many hundreds 
of hours. 

If the blood pressure is very low, such as a systolic 
pressure below 100 mm. Hg or a diastolic pressure 
below 60 mm. Hg, or if there is a real tendency to 
persistence of hypotension, great care and several 
examinations are necessary in assessing fitness for 
flying. Final assessment will depend to some extent 
on the degree and persistence of the finding in the 
person concerned but to a greater extent on the 
presence or absence of symptoms of hypotension. 


CENTRIFUGAL EFFECTS IN FLYING 

Certain stresses occur in flying, chiefly as a result 
of sudden changes of direction, which impose centri- 
fugal forces on the body of the pilot or passenger. 
These stresses occur especially on pulling sharply 
out of a dive or during a steep turn. The direction 
in which the force is applied naturally depends on 
the position of the body in relation to the centre 
round which the turn is effected. These forces! are 
usually measured in terms of g, the acceleration due 
to gravity. The force resulting from any given turn 
or similar manceuvre varies directly with the square 
of the speed of the machine and inversely with the 
radius of the circle through which the mancuvre is 
effected. For example, a machine doing a steep turn 
with a radius of rotation of 300 yards, at a speed of 
200 miles per hour, causes a force of about 3-2 g; 
at 300 m.p.h. with the same radius the force is more 
than doubled. If, however, the radius of the circle 
is increased to 800 yards with a speed of 300 m.p.h., 
the resultant centrifugal force is rather less than 3 g. 
This force is measured by means of an accelerometer 


2 The use of the word “ force ” in this connexion is not strictly 
correct ; what is meant is the mathematical entity known as 
* acceleration.’’ 
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calibrated in terms of g, which gives either an instan- 
taneous reading or a maximal reading as desired. 

In the test on each subject the pilot used a standard 
procedure consisting of six to eight manceuvres, in 
which an increasing intensity of centrifugal force 
was applied, beginning at about 4 g and increasing 
to 7 g or slightly over. 


The subject was in the normal sitting position in 
the rear cockpit of a Hart trainer aircraft, and 
centrifugal force was hence applied from the head 
down through the seat. In the earlier cases a series 
of dives ending in loops of increasing “ tightness ”’ 
was carried out at a height of 10,000 ft. The centri- 
fugal force applied to the subject was, in this way, 
increased gradually up to near the limits allowed by 
the aircraft. With this technique it was found that 
the centrifugal force could only be applied for short 
periods and, as Marshall (1933) pointed out, the 
period of time 
during which 
the force acts is 
of extreme im- 
portance in the 
causation of 
symptoms, 
Fairly high 
forces can be 
applied for a 
more prolonged 
period by end- 
ing the initial 
dive in a steep 
turn or a shallow 
diving spiral. 
With the former 
method forces 
up to 8 g could 
be applied for a 
short period in 
the loops ; with 
the latter tech- 
nique forces of 
4-6 g could be 
applied for 
much longer 
periods in the 
steep turns 
(Fig. 1). The 
later cases of 
the series were 
therefore all 
tested by this 
method, six 
steep turns, each 
starting with a 


A 


= 


o- nN We 
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20 30 40 50 60 
the. standard SECONDS 


ocedure. 
uring the test 
the subject was 
asked to count 
slowly into the 


Fic. 1—Graphs of centrifugal effects 
after different types of aerial 
manceuvre (after H. von Dirings- 
hofen 1934). a, dive and pull out ; 
B, tightened loop; oc, steep spiral 

mouth-piece of turn after dive. (Time marked 

the speaking- in 5-sec. intervals; speed about 
tube, beginning 200 m.p.h. in each case.) 

to count just 

before the start of the steep turn or loop. The time 

taken by a complete manceuvre was estimated with a 

stop-watch by the pilot, who had also, in the later 

cases, to watch the accelerometer readings continuously, 
the instrument being mounted in front of his eyes. 

In the earlier tests the instrument was switched on 

to “‘ maximal reading” and therefore recorded the 

highest acceleration applied in any given manceuvre. 


It is obvious that the many tasks required to be 
performed by the pilot—controlling the machine, 
watching the accelerometer reading, registering the 
duration of the stresses with the stop-watch, and 


listening to the subject counting—must mean that 
results can only be regarded as approximate. There 
is no doubt in our minds, however, that the degree 
of accuracy obtained was considerable. A recording 
accelerometer would have been a great advantage, 
but unfortunately one was not available. 


FLYING TESTS 

The pilots selected to undergo the flying tests were 
divided into three groups according to the results 
obtained at their examination on entry to the Royal 
Air Force. Most of them had roughly the same 
amount of flying experience, but a few, used as 
controls, had considerably more flying to their credit. 
The groups consisted of :— 

(1) Eleven controls, all with blood pressures within 
normal limits and giving satisfactory physical effi- 
ciency tests (Table III, Nos. 1-11). 


Original examination 
on entry 
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(2) Five pilots all with normal blood- -pressure 
readings at the original examination but showing poor 
results to the physical efficiency tests (Table III, 
Nos, 12-16). 

(3) Nine pilots with diastolic pressures below 
70 mm. Hg at the original examination (Table III, 
Nos, 17-25), including one pilot with persistent 
hypotension who is under medical observation because 

symptoms of postural giddiness (No. 25). 


Symptoms.—Before each test the subject was asked 
to take a careful note of his symptoms. At the con- 
clusion of the test he went to sick-quarters, where he 
wrote his sensations down immediately. No questions 
of any sort were asked until this had been done, and 
every attempt was made to prevent any form of 
suggestion ; when his report was finished, questions 
were asked in order to bring out any doubtful points. 
The pilot and certain of the subjects were affected 


Examination done immedi- 
ately before test 


Symptoms produced 


} al Lying» ing Sitting | 
GROUP 1—CONTROLS 
1 1912/68 131-13 | 66) 84)120) 78 60 1500) 64) 72/120)75 128, 92 | 7 1 Test pilot. Average of all tests. 
2 1909 74 185 +15 | 72, 84115/90 80 88 104.116 76 108) 82 76| 1/ 1 Nausea and light-headedness. 
3 1914 68 138 3 | 84 96 156 78 | 130) 72 88,138) 82 |140| 92 124 7|.. | Palpitation. Vision unaffected. 
4 1913.68 142,— 1 | 80) 70 50 | 72 80 128 7612580 114,76 7) 2 Distant vision impaired only. 
5 1913719152— 5 8444/82 70) 64 80130 80 |116) 72 | 5 | 2 Loss of hearing. Nausea. 
6 11912 143 — 3 | 84 961136) 78/50! 100 64 641135 78 146| 88 120/70} 7} 1) 
7 1917.70 148 78, 90 126 82 90. 72| 96 135) 72 136 80 .. | 1 
8 | 72. 84/124 70 500) 72, 96|115| 70 ine) 75 | 115) 721 6 | 2 | No effect when belt worn. 
9 1915/67 |158|+20 | 78) 84/138) 82 70 66) 120/112 134) 86 1152) 85 138) 8217) .. | 8| 2 | Electric shocks thighs. 
10 5 | 78) 90 126 72 63 | 94 72112128) 78 128 82 116 3| 4 1 | Dreamy state. 
11 — 9 | 70, 881135) 85 |128\95 128185! 6! 1... 
GROUP 2——TACHYCARDIAS At 
12 1916/64 |119\— 6 /102/108)125) 96 | 40) 120) 72) 80130) 88 128/88 128/86) 8) 2) 3) 1 | Found he was crying on recover- 
13 1915 73 | 84108125 75 | 105, 104 120 126 68 | 78 6 3 
14 1917/64 136) +12 95 (60 | 280) 96,104 132/82 1138 3) 2 
15 11 '108/120 80 90 80 96 122) 78 94 120 
16 (19171714170 +14 102 108140! 75 [52 | 84/100 120168 had ea 4! .. | Tingling of upper part of body. 
GROUP 3—HYPOTENSIVES 
17 | [127|— 5 | 72) 72124) 60 | 50 150) $0 80/125) 78 130)85 6) 3) .. | .. | Tunnel vision. 
18 | 3 | 72| 66 240) 64 80/110| 60 112) 68 1) 4) Dreamy state. 
19 | ~20 | 66 50 | 120, 88) 96)120| 68 |122| 76 112 64| 6|..| 3 | 
20 1914 66 138 + 5 | 66) 72/130|65 |50| 150) 88 881142) 76 132 7| 1|.. | Pressure on stomach. 
21 1917\72 146 6 84) 84120 60 70 | 430) 96 120 148 75 142/68 145|74 | Distant vision impaired. 
22 132) -9 | 60) 72115) 65 | 110 88 120 135) 76 |120 85 |115 72 | 6) 3 | .. | Numbness of legs and tingling. 
23 |190669 136 —17 | 72 66 40] 64) 80/114 68 112\66| 8}... | 2/|.. | Pain in occiput. Tingling. 
24 60 123|- 6 | 66, 72 126 6270! 70) 60) | es 108) 76 | 95 58 | 3 3 .. | Loss of hearing. Tingling in 
25 |1915)70 —23 | | 150 64 80, 98 58 100/66 7] 2] Intermittent ‘‘black-out’ with 
| pe belt. Fatigue, pain in neck. 
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hardly at all, even by the highest possible stresses- 
The commonest symptom (apart from “a feeling of 
being pressed into the seat,” which is experienced 
by everyone during these manoeuvres) was the visual 
one usually known as “ blacking out.” This varied 
from a dimming or greying of the whole field of vision 
to complete blindness, often without any effect on 
any of the other systems of the body. In one case 
distant vision remained clear, whereas close objects, 


Fic. 2—Diagram showing latent period in “ blacking out.” 
A, period of greatest stress ; B, start of visual 
symptoms; A-B, latent period before symptoms begin ; 
c, start of recovery. 


such as the instruments, were blurred. In several cases 
the reverse was described, distant objects becoming 
blurred. One subject clearly experienced a central 
scotoma, and one described loss of only the peripheral 
field. In most cases the onset of the loss of vision 
was gradual and even throughout the field. Two 
described the effects as similar to the drawing of a 
blind over the field of vision, and one compared the 
loss to the closing of the diaphragm of a camera. 
Other symptoms included a partial or total loss of 
hearing. In occasional instances various somatic 
symptoms were noted, such as tingling in the limbs, 
pains in the head or abdomen, and nausea. Those 
most severely affected lost consciousness completely, 
the loss in some cases being associated with vivid 
dreams. 

The description given by one pilot may be taken 
as fairly typical of the more severe symptoms : 


“* Next we did another steep turn. What exactly 
took place I am not too certain about, as I was feeling 
a little sick, but I do remember the speedometer 
registering 210—220 m.p.h. and also feeling very tired. 
. . . The pilot’s voice in my ear-phones brought me 
back to my senses from what seemed to me like a 
long sleep. I still felt very tired and sick. I informed 
the pilot of my condition, and a few minutes later 
we landed.” 


One fact, noted on several occasions, was that there 
was a distinct latent period between the point of 
onset of maximal stress and the occurrence of symp- 
toms (Fig. 2). This was seen especially during looping, 
the maximal g stress occurring at the point of pulling 
up from the dive but symptoms not starting until 
the machine was almost on its back, when g stresses 
are slight. It is usually accepted that the symptoms 
are due to draining of the blood from the upper part 


of the body as a result of the centrifugal force 
(von Diringshofen 1934, Brouwer 1935), an explana- 
tion which appears to account for the symptoms more 
satisfactorily than any other, but one which is not 
universally accepted. Of other hypotheses the 
commonest postulate forcing of the brain on to 
the base of the skull or pressure effects in the 
cerebro-spinal fluid. In any case, more experimental 
work into the exact mechanism by which symptoms 
are produced appears to be necessary. It was 
found while doing the tests that symptoms were 
always worse if the tests were carried out after a 
heavy meal, and numerous pilots have stated that 
**blacking out,’ so far as they were concerned, was 
increased after taking alcohol, both of which condi- 
tions tend to produce engorgement of the abdominal 
vessels. 

It might be imagined that the hypotensive starts 
at a disadvantage compared with a person with a 
normal pressure. That this is not necessarily so is 
suggested by the fact that, during these flying tests, 
of 8 cases of fainting, 3 occurred among the hypo- 
tensives and 5 among those with normal blood 
pressures. Hypotension and poor vasomotor control 
are not synonymous conditions, although they may 
occur together. It is tentatively put forward that 
in pilots who are early affected by centrifugal force 
it is poor vasomotor control that in many cases is 
the basis of the condition, a lack of control similar 
in character to, though different in degree from, that 
found in essential hypotension. 

- The importance in pilots of a firm abdominal 
musculature. was repeatedly emphasised by Flack, 
but unfortunately it is difficult to detect minor 
degrees of loss of tone, and it has not been 
possible to show any alteration in tone in the 
abdominal muscle of hypotensives who have been 
recently examined. Moreover, if it is justifiable 
to compare these cases with the published cases 
of essential hypotension, it appears that splanchnic 
pooling is not necessarily the only factor involved. 
In most of the essential hypotensives there 
is a fali of both the blood-pressure levels on 
changing from the supine to the sitting position 
and a further fall on changing from the sitting 
to the standing position. Besides, in Croll and 
Duthie’s (1935) case a firm abdominal binder had only 
a comparatively small effect in preventing fall in blood 
pressure. MacWilliam (1935) commenting on this 
case says :— 

“ The greater fall seen in the standing posture as 

compared with the sitting is an indication of the part 
played by the lower limbs. Clearly the greater fall in 
standing is not simply due to gravitation directly 
affecting the capacious splanchnic area. For while a 
pressure may fall much lower in standing than in 
sitting the incidence of gravity is similar in these 
postures, the trunk being vertical in both and the 
main difference being in the position of the lower 
limbs.” 
Mateeff and Schwarz (1935), working in a pressure 
chamber, found at 15,000 ft. that most subjects 
after standing 15-20 minutes showed a fall of blood 
pressure with subsequent collapse. When the legs 
were compressed, the fall in blood pressure could 
be avoided only to recur when the compression 
ceased. 

These findings suggest that prevention of symptoms 
by an abdominal belt is unlikely to be completely 
successful. Actually, however, in the two cases in 
which a belt designed by Flight Lieut. J. B. Wallace, 
M.B., was tried there was a considerable measure of 
success. Both cases had fainted when doing the tests 


{ 
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in the usual manner; with the belt the effects were 
less severe and syncope did not occur. 


RESULTS OF INDIVIDUAL TESTS 


A summary of blood-pressure findings, age, and 
other details of the individuals is contained in 
Table III. Symptoms caused by the test have been 
graded under three headings: (1) “greying”’ or 
dimming of vision without actual blindness; (2) 
“blacking out,” when actual loss of sight was 
complained of; and (3) syncope. The Table also 
shows the number of tests done on each pilot and 
the number of times symptoms were reported. The 
classification of the symptoms depended on each 
subject’s description and his notes made during the 
test flight. Syncopal symptoms could be confirmed 
by the pilot. 


Incidence of symptoms,—One pilot, a control, stated 
that he was completely unaffected, but he was 
among the earlier cases and would doubtless have 
been affected to some slight extent by the methods 
used in the later series. Three pilots—two controls 
and one hypotensive—reported dimming of vision 
only. All the remainder “ blacked out’ during one 
or more of the tests. Eight pilots lost consciousness 
for short periods during one or more of the tests. 
Some passed into a dreamy state in which they 
were probably subconscious only ; one was so deeply 
unconscious as to hit his head on the control column, 
causing a slight bruise; and another complained of 
soreness of the neck due to the involuntary swinging 
of the head while he was unconscious. 


Age and symptoms.—The older pilots unquestionably 
were less affected than the younger, but the position 
is complicated by the facts that the differences in 
age are comparatively slight and that the older pilots 
had more flying experience. Flying experience, 
however, was insufficient in itself to prevent the more 
severe symptoms, for one pilot with over 500 hours’ 
flying was rendered unconscious. Owing to these 
factors no attempt can be made to correlate age and 
the severity of the symptoms. ' 


Body-build and symptoms.—Although von Diring- 
shofen (1934) considers that theoretically a small man 
can withstand centrifugal force during flight better 
than a big man, in this series of tests no connexion 
could be found as regards either height, weight, or 
body-build and the severity of the symptoms, Of 
6 persons over 5 ft. 10 in. tall, 1 ‘‘ blacked out” 
once, 1 twice, 1 three times, 1 four times, and 2 
fainted during the tests. Of 5 pilots who were 
5 ft. 6 in. tall or under 1 had dimming of vision only, 
1 “ blacked out ”’ once, 1 twice, 1 three times, and 
1 fainted. 

With regard to body-build, the greatest overweight 
{+20 lb.) and the greatest underweight (—23 Ib.) 
both complained of syncopal symptoms. The 6 
remaining pilots who fainted were all underweight ; 
but, since 19 of the 25 pilots tested were underweight 
and there was no correlation between the degrees of 
underweight and the severity of the symptoms, this 
was not considered to be of any significance. 


Pulse-rate and sympioms.—Five pilots forming 
Group 2 (Table III, Nos. 12-16) were chosen for test 
because of poor physical efficiency responses at the 
original examination. These pilots were possibly 
affected earlier than the controls, but the difference 
was not great. One of the control cases who fainted 
(Table III, No. 9) had a fast pulse-rate immediately 
before the test. This pilot was soon afterwards with- 
drawn from flying training as psychologically unsuited, 
and the tachycardia was probably emotional in origin. 
The average pulse-rates (lying and standing, taken 
immediately before the tests) in 8 cases showing 
Syncopal symptoms were 77 and 92 per minute 
respectively. The corresponding figures for the 17 
remaining pilots were 73 and 87 and for the 11 controls 
75 and 90 per minute. The number of syncopal cases 


is so small that the figures were unduly influenced by 
one case showing severe tachycardia. All that can 
be said is that there was a tendency for the pulse-rate 
to be faster and the increase on standing to be a little 
greater in the pilots showing syncopal symptoms 
than in the other cases. 

Blood pressure and symptoms.—The blood-pressure 
findings at the original medical examination taken 
in the sitting position and the records taken in the 
lying, sitting, and standing positions are given in 
Table III. The second groups of readings were taken 
immediately before the flying test in most instances, 
except in one or two pilots in the control group, in 
whom the estimations were made some days after 
the test was done, All these records of blood pressure 
were made by the auscultatory method and checked 
by an oscillogram (Plesch). 

The systolic pressure varied considerably from slight 
and obscure causes, and it was difficult to detect any 
relationship between the changes and the results of 
the flying tests. 

In the examination on entry 6 candidates had a 
systolic pressure above 130 mm. Hg. Of these | felt 
no effects from the test, 1 ‘‘ blacked out” once, 1 
twice, 1 four times, and 2 fainted. At the same 
examination 5 candidates had a systolic pressure 
below 120 mm. Hg; 1 complained of dimming of 
vision only, 1 ‘‘ blacked out” once, 1 three times, 
and 2 fainted. The remaining 14 candidates had 
systolic pressures between 120 and 130 mm. Hg. Of 
these 2 complained of dimming of vision only, 3 
“ blacked out ’”’ once only, 2 “‘ blacked out” twice, 
3 “ blacked out ”’ on three occasions, and 4 fainted. 

In 13 instances the systolic blood pressure showed 
a rise in the standing position as compared with the 
lying position, in 11 it showed a fall, and in 1 was 
unchanged. In these examinations at least two 
minutes were allowed to elapse before taking the 
pressure in either position, so that the levels might 
settle down after movement. A rise of 5mm. Hg or 
more on changing position was shown by 6 pilots; of 
these 1 complained of dimming of vision only, 2 
“blacked out ”’ once, 1 twice, 1 three times, and 1 
fainted. In 8 of the 11 pilots whose systolic pressure 
fell the fall was 5 mm, Hg or more on changing 
position. Of these 1 complained of dimming of vision 
only, 2 ‘‘ blacked out ”’ once, 1 twice, 2 three times, 
1 four times, and 1 fainted. Of the 8 who fainted 
while under test 6 showed only slight differences in 
level in the two postures—less than 4 mm, Hg. 
Similar slight differences in systolic levels on 
changing ition were found in 5 other pilots: 1 was 
unaffec by the flying tests, 1 noted dimming 
of vision only, 1 ‘“‘ blacked out’ once, 1 twice, and 
1 three times. 

The average systolic pressures lying and standing 
in 17 pilots who did not faint during the test were 
128 and 127 mm. Hg respectively, whereas for the 
8 who fainted the corresponding figures were 121 and 
122 mm. Hg. 

A diastolic pressure above 90 mm. Hg at the first 
examination which fell to within normal limits at 
subsequent examinations was found in 2 pilots. 
Diastolic pressures below 70 mm, Hg were found in 
9 pilots; 7 of these have been kept under special 
medical observation during their training, and in all 
cases the low diastolic pressure has been found at 
one or more of the subsequent examinations. Thirty- 
two blood-pressure examinations were made on these 
7 cases at intervals of not less than a month during 
the training period, hypotension being found on 
twenty-one occasions. In 3 of the pilots the diastolic 
pressure in one of these examinations was below 
60mm. Hg. A low diastolic pressure was again found 
in 6 of the 9 cases at the examination made before 
the flying tests. These 9 hypotensive cases form the 
last 9 cases in Table III, where it will be seen that 
the reactions to the flying tests differ very little from 
those obtained in the 11 control cases, f the 6 
pilots who showed hypotension at both the original 
examination and the examination before the test 
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3 had syncopal symptoms. One of these is the 
case of persistent hypotension with symptoms of 
——— giddiness noted above. Taking the sitting 

iastolic pressures as the standard, it is difficult te 
conclude that hypotension of moderate degree has 
any very direct relationship to the symptoms, It must 
again be emphasised that each of the 9 hypotensive 
pilots had shown a low diastolic pressure at more 
than one examination and the majority several times 
in four to six examinations made at monthly intervals. 
According to the standards given above, the ane L 
during a period of roughly a year, were persistently 
hypotensive. 

Change of posture from lying to standing produced 
in 23 of the 25 cases a rise in the diastolic pressure. 
In 2 cases the pressure was unchanged. The average 
rise in 11 control cases was just over 7 mm, Hg and 
in 9 hypotensives over 11 mm, Hg. The average 
diastolic pressures lying and standing in 17 pilots 
who did not faint during the tests were 75 and 
86 mm. Hg respectively, thus showing an average 
rise of 11 mm, Hg on change of posture. The 
corresponding figures for the 8 pilots who fainted 
were 72 and 77 mm, Hg for lying and standing 
respectively, an average rise of 5 mm, Hg. The rise 
in the diastolic pressure was fairly consistent in the 
17 pilots, the lowest increase being 4 mm. Hg and 
the greatest 20 mm, Hg. Of the 8 pilots who fainted 
under test in 2 there was no change in pressure, in 
larise of 4 mm, Hg, in 1 a rise of 5 mm, Hg, and 
7 4 a rise of 8 mm, Hg. In 2 instances the rise 

though of fair size did not asker the standing diastolic 

pressure above 70 mm, Hg. 


It is fully realised that the number of cases tested 
is too small to draw any but the most tentative 
conclusions, In these few instances it appears that 
hypotension per se, unless marked, is no criterion of 
the severity of symptoms likely to be caused by 
centrifugal force. If hypotension is present, an 
inability to increase the diastolic pressure to above 
70 mm. Hg on standing is an unfavourable sign. 
Whether hypotensién is present or not, a fall or a 
rise of only a few millimetres of mercury on changing 
from the lying to the standing position is a sign of 
cardiovascular instability, which calls for care in 
selecting a pilot for certain types of flying. The results 
obtained in these tests suggest that a study of the 
lying and standing blood pressures may assist a 
decision in any given case, when the physical stamina 
to withstand high centrifugal stresses is in question. 
Further research on this subject appears desirable. 

There can be no doubt that the psychological 
fitness of a candidate is more important than physical 
fitness as‘ regards his eventual success or failure as 
a service pilot. Those who, although temperamentally 
suitable, are of substandard physical efficiency need 
not always be rejected; but, if accepted, must be 
protected in the early stages of their flying career 
from any undue physical strain. The question of 
the medical grading of pilots on entry therefore 
requires further study and consideration. In any 
case of doubt in the grading of a pilot it is suggested 
that estimation of the lying and standing blood 
pressures should form part of the examination. It 
is not to be expected that examination of any one 
factor can supply an answer to the problem of cardio- 
vascular efficiency in flying. The combinations that 
may result from the many variable factors which 
build up an efficient cardiovascular system are so 
many that all available evidence must be taken into 
account. It is not suggested that the diastolic pres- 
sures, lying and standing, aré more than one link in 
the chain of evidence, probably for use only in 
special cases, but they form an additional factor that 
may give some help in solving an extremely intricate 
problem, 


SUMMARY 


(1) Hypotension may be said to be present when the 
systolic blood pressure is below 110 mm. Hg or the 
diastolic below 70 mm. Hg. Moderate grades of 
hypotension are considered to be present if the 
systolic level is between 110 and 100 mm. Hg or 
the diastolic between 70 and 60 mm. Hg; severe 
grades when the systolic pressure is below 100 mm. Hg 
or the diastolic below 60 mm. Hg. 

(2) Hypotension is sometimes accompanied by 
symptoms, such as postural giddiness, and, when so 
associated, is an absolute bar to all flying. An 
isolated finding of a severe grade of hypotension is 
compatible with good health but always calls for 
considerable caution when assessing for flying duties. 

(3) Hypotensive persons may be divided into two 
ill-defined groups: (a) occasional hypotensives, and 
(6) persistent hypotensives. (a) Occasional hypoten- 
tion is not uncommon and is found in a large propor- 
tion of young adults when repeated examinations 
are made. As an isolated finding moderate grades 
are of little importance so far as flying is concerned. 
(b) Persistent hypotension is comparatively rare. 
It is not necessarily, or even usually, permanent 
but lasts only for a variable period. It may be 
associated with symptoms of hypotension or with 
some underlying disease, in which case it is a bar to 
flying. It is, however, compatible with good health, 
and then piloting duties may be permitted. 

(4) It is probable that the ability of the cardio- 
vascular system to withstand centrifugal effects 
during flight depends largely on its power to react 
rapidly to stress. This power is as necessary for the 
person with normal blood pressure as for the 
hypotensive. 


We wish to thank our colleagues of the Central 
Medical Establishment of the Royal Air Force for 
their assistance in the ——— of this paper, 
especially pet 4 Captain H. L. Burton, who origina 
the work and has given much help throughout, and 
Group Captain G. S. Marshall for helpful criticism 
of the’ final ae. Our thanks are also due to Wing 
Commander K. Goode, officer commanding No. oy 
Squadron, for his ungrudging help over the flying 
sont and to the pilot, Flight Lieut. H. G. Lee, whose 
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ROLLING DISEASE 
NEW SYNDROME IN MICE ASSOCIATED WITH A 
PLEUROPNEUMONIA-LIKE ORGANISM 
By G. M. Frypiay, C.B.E., M.D., D.Se. Edin. 
Emmy KLIeNEBERGER, Ph.D. Frankfurt 


F. 0. MacCatium, M.D., B.Se. Toronto 
AND 
R. D. Mackenzirz, M.B. Edin., F.R.C.P.E. 


(From the Wellcome Bureau of Scientific Research, 
and the Lister Institute, London) 


In September, 1933, during the course of routine 
passage of the neurotropic yellow fever virus in the 
brains of mice it was noted that some mice were 
developing nervous symptoms within 48 hours of 
inoculation instead of in 4-5 days as is the case with 
the neurotropic strain of yellow fever. Apart from 
the shorter incubation period, the nervous symptoms 
differed from those caused by the neurotropic yellow 
fever virus in that some of the mice would roll over 
and over sideways, much in the way that a barrel 
is rolled along the ground—hence the name “ rolling 
disease.” Although the brains of rolling mice showed 
no bacterial growth when cultured both aerobically 
and anaerobically on the more commonly employed 
bacteriological media, smears from the brains of 
affected mice revealed many polymorphonuclear 
leucocytes and, when stained with Giemsa, certain 
minute pleomorphic granules, slightly larger than 
those of the vaccinia virus. Attempts to filter these 
granules through Seitz filters failed, but separation 
from the yellow fever virus was finally obtained by 
three successive intracerebral passages of infected 
mouse brain to which had been added immune yellow 
fever serum. 

After being passaged in mouse brains for nearly 
eight months the passage strain of the agent was 
destroyed by bacterial contamination, and on going 
back to material which had been frozen and dried for 
six weeks its activity was found to have completely 
disappeared. The responsible agent was thus 
unfortunately lost. 

In September, 1937, investigation of several strains 
of the virus of lymphocytic choriomeningitis showed 
that mice injected intracerebrally with one strain 
(S) of this virus were dying 2-3 days after inoculation 
instead of in 4 days; further, some of the mice 
began to exhibit the same rolling that had been noted 
in 1933-34. Histologically, material from the brains 
of mice with rolling disease showed an infiltration 
with polymorphonuclear leucocytes, and smears from 
these brains exhibited a small number of minute 
pleomorphic granules which could not be grown on 
the usual bacteriological media. 

Although it is unfortunately impossible to compare 
serologically the earlier and later strains of the agent 
of rolling disease and thus definitely to confirm their 
identity, the similarity in the symptoms and patho- 
logical lesions leaves little doubt that the two con- 
ditions observed in 1937 and 1937 are identical. 

The following preliminary observations are published 
in view of the description by Sabin (1938), in America, 
of a somewhat similar syndrome in mice; further, 
the experiments carried out on the etiology of the 
condition raise certain points of considerable interest 
to pathologists. 


CLINICAL SYMPTOMS 


The symptoms presented by the mice after 
intracerebral inoculation of 0-03 c.cm. of a 20 per 
cent. suspension of infected mouse brain in physio- 
logical saline are very characteristic. Forty-eight 
hours after inoculation the fur is roughened, many 
of the mice are irritable, and others may turn in 
circles with their tails as a fixed axis. Some, usually 
about 10 per cent., exhibit the rolling after which 
the disease is named. The first indication that the 
mouse is about to roll is shown by slow rotation of 
the head, followed by raising of the foreleg from the 
ground, when with a jerk the animal rolls over, the 
whole process taking about 5 seconds (a cinematograph 
film of the rolling has been made and exhibited, 
ef. Findlay and Mackenzie 1934). The rolling may be 
initiated by some stimulus or may arise apparently 
spontaneously. Once it has begun, fifty or more 
consecutive revolutions may be made, or the mouse 
may cease rolling after a dozen turns, as if tired out. 
Mice which have begun to roll in one direction—e.g., 
from left to right—rarely reverse, but on one or two 
occasions mice have been noted which rolled both 
clock- and anticlock-wise. The direction in which they 
roll does not depend on the side of brain inoculated. 
Mice exhibiting the rolling, which may in some 
instances be delayed for as long as 16 days after 
inoculation, usually die within 24 hours, and in fact 
approximately 75 per cent. of the inoculated mice, 
whether rolling or not, die in 2-7 days. Of the 25 
per cent. of mice which live longer than a week about 
a half develop acute hydrocephalus. The frontal 
bones are raised, and the skull bulges forward. Acute 
hydrocephalus has been observed 8 days after 
inoculation, but more commonly it does not occur 
till a fortnight or three weeks after injection. In 
mice with hydrocephalus death follows usually in a 
week or ten days after the onset of this sign. 

One hundred and ten intracerebral passages in 
mice have now been carried out, and little or no 
change has been noted in the effects produced, 
although there is perhaps a tendency for the number 
of mice actually rolling to’ decrease in the latter 
passages, while the number of mice dying in 3-7 days 
increases. Although no attempt was made to separate 
the agent of rolling disease from the virus of lympho- 
cytic choriomeningitis, it was noticeable that when 
mice had survived an intracerebral injection of mouse 
brain infected with rolling disease they no longer 
died from lymphocytic choriomeningitis. It was at 
first thought that the virus of lymphocytic chorio- 
meningitis had entirely disappeared, but later 
observations showed that it had merely been 
suppressed. Brains from mice dying of rolling disease 
were placed in 50 per cent. glycerin saline and kept 
3-6 months in the ice-chest at +4° C. On inoculating 
these glycerinated brains into mice it was found 
that the mice died, not with signs of rolling disease 
but 4 days after injection with the signs typical 
of lymphocytic choriomeningitis. This particular 
strain of lymphocytic choriomeningitis, which will 
be described more fully in a further paper, differs 
from the other strains of lymphocytic choriomeningitis 
previously isolated. Preservation in glycerin saline 
thus apparently destroys the agent of rolling disease 
but unmasks again the virus of lymphocytic chorio- 
meningitis. 

PATHOLOGICAL LESIONS 

The pathological changes produced in rolling 
disease were studied by killing mice at various 
intervals after injection, removing the head, and, 
after detachment of the lower jaws, placing it in 


1512 THE LANCET] 


DR, FINDLAY AND OTHERS: ROLLING DISEASE 


31, 1938 


5 per cent. formalin containing 12-5 per cent. nitric 
acid for twenty-four hours. By this means the skull 
is sufficiently decalcified to allow the whole skull and 
brain to be embedded and serially sectioned by the 
ordinary paraffin technique. 

Serial sections showed no lesions in the middle ear 
to account for the rolling symptoms, but there was 
an intense inflammatory reaction in the brain. This 
reaction, which was almost entirely a polymorpho- 
nuclear leucocytosis with a very few large mononuclear 
leucocytes, began round the point of insertion of the 
needle. Polymorphonuclear leucocytes were also seen 
infiltrating the floor of the lateral ventricles and the 
choroid plexus, and small masses of polymorpho- 
nuclear leucocytes were present in the meninges. In 
the fully developed condition enormous masses of 
polymorphonuclear leucocytes were seen forming a 
lesion which closely resembled an acute abscess. This 
lesion extended from the frontal lobes, broke into the 
lateral ventricles, and extended down into the third 
and fourth ventricles. In mice which developed acute 
hydrocephalus the lateral ventricles were equally and 
intensely dilated, the cerebral cortex being reduced 
to a thin layer. In the meninges were small collections 
of leucocytes, but the number of polymorphonuclear 
leucocytes was now reduced and was as a rule equalled 
by the number of small lymphocytes and large 
mononuclear cells. A few cells were present in the 
ventricles, and serial sections showed masses of 
cells completely blocking the fourth ventricle. 

Sections and smears from the brains of mice during 
the acute stage did not show any bacteria, but smears 
stained by Giemsa’s method showed small granules, 
approximately twice the size of the vaccinia virus, the 
majority extracellular but others within the poly- 
morphonuclear and large mononuclear leucocytes. A 
few slightly larger spherical bodies were also seen. 


ZTIOLOGY 


The absence of bacteria in smears from infected 
brains and the failure to observe any obvious growth 
on ordinary media suggested that the cause of the 
disease was a virus. This suggestion was strengthened 
by the discovery of the small granules previously 
described. On the other hand, the intense polymorpho- 
nuclear reaction was unlike that characteristic of 
viruses, the wtiological agent was not preserved in 
50 per cent. glycerin in saline for more than 30 
days, and it did not filter readily. Efforts to filter a 
20 per cent. suspension of infected mouse brains in 
broth through Berkefeld V filters at first appeared 
to be entirely unsuccessful, but on passing the 
mouse brains injected with the filtrates into the 
brains of other mice symptoms began to develop. 
The agent had thus passed Berkefeld V_ filters 
in amounts insufficient to cause symptoms. 

In the uncertainty about the wtiological agent an 
effort was made, at the suggestion of Sir John 
Ledingham, to determine whether a pleuropneumonia- 
like organism might not be the cause. One of us 
(E. K.) therefore made cultures of infected mouse 
brains on the special medium evolved (Klieneberger 
1938) for the isolation of these organisms. The mouse 
brains infected with rolling disease were supplied 
under numbers, accompanied by normal mouse brains 
and by brains infected either with other strains of 
the virus of lymphocytic choriomeningitis or with 
the viruses of lymphogranuloma inguinale or the 
neurotropic strain of yellow féver. From the brains 
of mice inoculated with rolling disease, but not from 
the other brains, a pleuropneumonia-like organism, 
designated L,, was invariably isolated. The presence 
of L, in the brains of infected mice did not at once 


clear up the zxtiology of rolling disease; for, when 
fluid broth cultures of L, were injected intracerebrally 
into mice, the animals remained in good health and 
showed no symptoms, though L, could be grown 
from the brains for at least 21 days after inoculation. 

When mice were injected with a mixture composed 
of equal parts of a culture of L, and a 20 per cent. 
suspension of the mouse brain infected with the § 
strain of lymphocytic choriomeningitis virus, the mice 
at once began to develop nervous symptoms 48 
hours after inoculation, the symptoms being indis- 
tinguishable from those characteristic of rolling 
disease. The next step was to determine whether 
the virus played a specific or non-specific part in the 
genesis of rolling disease. Cultures of L, were therefore 
mixed with mouse brains infected with two other 
strains of lymphocytic choriomeningitis virus, with 
the neurotropic strain of yellow fever virus and with 
the virus of climatic bubo. Signs of rolling disease 
developed in the mice injected with all these viruses 
mixed with L,, thus suggesting that no particular 
virus played a specific part in the production of the 
signs. Certain non-virus agents can also initiate the 
syndrome. Although, as previously mentioned, the 
intracerebral injection of a broth culture of L, did 
not produce symptoms in mice, the intracerebral 
injection of a suspension in saline of a serum-agar 
plate on which L, was growing did suffice to produce 
symptoms. Similarly a suspension of an uninoculated 
agar plate added to an equal amount of a broth 
culture of L, induced symptoms. The addition of 
either a 2 per cent. starch suspension in saline or a 
20 per cent. suspension of normal mouse brain to an 
equal quantity of a broth culture of L, did not, 
however, cause symptoms. 

To determine whether the réle of L, was specific, 
cultures of pleuropneumonia itself and of other 
pleuropneumonia-like organisms, designated as L,, 
L;, and L, (cf. Klieneberger 1938) were mixed with 
brains of mice infected with the S$ strain of lymphocytic 
choriomeningitis virus. These mice all remained in 
good health, thus suggesting that the rdle of L, 
was specific. Since it had been shown that the 
etiological agent of rolling disease might remain 
quiescent when inoculated in very small quantities, 
an effort was made to determine the effect of rapid 
mouse-brain passage on the pathogenicity of L,. The 
brain of a mouse inoculated with 0-03 c.cm. of a broth 
culture of L, was therefore removed 48 hours after 
inoculation and injected into other mice, which in 
their turn were killed 48 hours later and had their 
brains removed. The third passage mice began to 
develop symptoms 48 hours after inoculation, some 
of them showing the typical rolling syndrome. 

Cultures of these mouse brains yielded pure cultures 
of Ls, which on rapid passage in mouse brains again pro- 
duced typical symptoms. Histologically, mouse brains 
inoculated with the primary cultures of L, in broth 
showed only small collections of polymorphonuclear 
leucocytes, but the brains of mice injected with 
subsequent passages showed progressive lesions, which 
finally became indistinguishable from the lesions 
produced by the naturally occurring rolling disease 
or by the inoculation of the primary culture of L, 
mixed with the § strain of lymphocytic chorio- 
meningitis. 

Mice which had survived an intracerebral injection 
of Ls were subsequently found to be immune to 
intracerebral injection of rolling disease and vice versa. 
Mice which had survived an intracerebral injection 
either of L, or of rolling disease were not, however, 
subsequently immune to an intracerebral injection 
of the § strain of lymphocytic choriomeningitis. 
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L, and the agent of rolling disease retained their 
activity for 14 days in 50 per cent. glycerin in saline 
when kept in the ice-chest at +4° C. but were 
inactive after 30 days. 

The evidence thus strongly supports the view that 
the cause of rolling disease is the pleuropneumonia-like 
organism Ly. 

ROLLING DISEASE IN AMERICA 


During the course of the investigations outlined 
above Sabin (1938), in America, described a very 
similar disease, which was isolated from mouse brains 
infected with a toxoplasma that had been transferred 
intracerebrally for fifty passages. The symptoms, 
the pathological lesions, and the failure to isolate any 
organism on ordinary media suggested that the 
disease described in America was very similar to, if 
not identical with, the condition observed in this 
country. Through the kindness of Dr. Sabin two 
strains of the American agent were obtained, contained 
in dried mouse-brain material. 

From Dr. Sabin’s material and from the brains 
of mice inoculated intracerebrally with these two 
American strains pleuropneumonia-like organisms 
were isolated. These organisms are closely related to, 
if not absolutely identical with, the L, pleuro- 
pneumonia-like organism obtained from our mice. 
The close relation between the English and the 
American strains is shown by the following facts :— 


(1) Mice which have been inoculated intracerebrally 
with English rolling disease and have not shown 
symptoms are immune when reinoculated with L,, the 
American agent, or mouse brains infected with this 
agent. Similarly, mice that have not shown signs after 
inoculation with cultures of L,, with the American 
agent in mouse brains, or with cultures of the 
American agent are immune to English rolling disease. 

(2) The pathological lesions produced by intra- 
cerebral injection of L,, the English rolling disease, 
and the American agent are identical in mouse brains, 
and so are the growth characteristics of organisms 
isolated from these mouse brains. 

(3) The agents in mouse brains are all filtrable 
through a collodion membrane with pores of 720 mu 
but not through a membrane with pores of 620 mu: 
in broth cultures, however, the agents are retained by 
membranes of 490 mu but pass those of 560 mu. 

(4) The agents are all inactivated by exposure to 
a temperature of from 40—45° C, for 30 minutes. 

(5) With the exception of the field vole, Microtus 
agrestis, mice are the only susceptible animals, 


The only differences so far noted are the greater 
virulence of the American brain-material, which 
invariably kills mice on intracerebral inoculation of 
0-03 c.cm. in a dilution of 10—4 or 10-5, The English 
strain in mouse brains is virulent intracerebrally only 
in a dilution of 10-1 or 10-2, and the same is true of 
cultures of L, the virulence of which has been raised 
by repeated intracerebral passage. The first English 
strain of rolling disease isolated in 1933 was virulent, 
however, on intracerebral inoculation of 0-03 c.cm. 
of dilutions of 10-3 or 10-4. Correlated with this 
difference on intracerebral inoculation is a difference 
after intraperitoneal or intrathoracic injection. The 
American strains, when 0°5 c.cm. of a 20 per cent. 
suspension of infected mouse brain is injected into mice 
intraperitoneally or intrathoracically, invariably kill 
the animals. The first English strain, when similarly 
injected intraperitoneally, killed about 10 per cent. 
of mice, and the agent could be demonstrated thirty 
days later in the liver or spleens of the mice. The 
present English strain does not kill mice when 
injected intraperitoneally or intrathoracically, and 
the agent cannot be recovered from either the liver 
or spleen 3 days after inoculation. The agent 


does, however, survive in association with the growing 
cells of a carcinoma implanted subcutaneously in 
mice.* 
SUMMARY 

A new pleuropneumonia-like organism, L,, dis- 
tinguished by its specific growth and serological 
affinities, has been isolated from the brains of mice 
suffering from a nervous disease that has been noted 
in London and New York. This disease is charac- 
terised by lateral rolling movements and pathologically 
by an intense polymorphonuclear leucocyte reaction 
in the brain, by neurolysis, and in some cases by acute 
hydrocephalus. The pleuropneumonia-like organism 
when grown in vitro in a fluid medium is incapable 
of initiating symptoms in mice when injected intra- 
cerebrally alone, but mixed either with a neurotropic 
virus or with agar or after rapid intracerebral passage 
its virulence is raised and typical symptoms result. 
Differences in virulence are noted between the English 
and American strains of the organism. 
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DETECTION OF HORSE-SERUM 
(MENINGOCOCCUS ANTITOXIN) 
IN BLOOD AND CEREBRO-SPINAL FLUID 


By J. M. L. Burtensuaw, M.A., B.M. Oxon., D.P.H. 
ASSISTANT PATHOLOGIST, LONDON COUNTY COUNCIL 


THE treatment of meningococcal meningitis by 
injection of therapeutic serum along the intravenous 
or other parenteral routes as recently described by 
Banks (1938) raises in a special form the general 
problem of the ‘“ blood-brain barrier.” 

It is generally accepted that colloids pass from 
blood to cerebro-spinal fluid (C.S.F.) across healthy 
meninges only in minute amount, if at all, though 
they may do so more freely when these membranes 
are diseased (Katzenellenbogen 1935). According 
to the early work of Widal and Sicard (1887) typhoid 
antibodies failed to enter the C.S.F. during human 
typhoid fever. Hektoen and Carlson (1910) found 
that in dogs passively or actively immunised to 
various organisms and foreign red blood-cells only 
traces of hemolysins and no agglutinins traversed 
the meningeal barrier. Ponomarew and Kanarevskaja 
(1936) injected egg-white and horse-serum into healthy 
rabbits and dogs and found that the specific antibodies 
appearing in the blood did not reach the C.S.F. 

On the other hand, according to Freund (1930) 
typhoid antibodies in passively immunised rabbits 
could be detected in the C.S.F. at 0-1 to 0-4 per cent. 
of the concentration prevailing in the blood. Also, 
the passage of iso-hemagglutinins into the C.S.F. 
has been proved in 21 out of 156 human subjects by 
Parr and Goodale (1934), but positive results were 
not commoner among cases of tuberculous and 
influenzal meningitis than among cases with normal 
meninges, Similarly, Friedemann and Elkeles (1934) 
showed in healthy rabbits that certain toxins— 
e.g., cobra venom—can pass the blood-brain barrier, 
whereas others—e.g., diphtheria antitoxin—cannot. 


° Dr. Sabin, who was informed of our results, has now written 


from the Rockefeller Institute, New York, that he too has 
isolated a pleuropneumonia- -like organism from the brains of 
mice showing symptoms of rolling disease. In broth cultures 
Dr. Sabin has obtained evidence that the organism produces an 
exotoxin which injected intravenously in doses of 0°5 c.cm. in 
three-weeks-old — causes all the nervous symptoms set up by 
the organism itself. 
pp2 
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Yet in with anterior 
Shaughnessy, Grubb, and Harmon (1937) showed that 
diphtheria antitoxin alone out of a large range of 
antibodies passed the blood-brain barrier. Lemaire 
and Debré (1911) found that subeutaneous morphine 
increased the permeability of dogs’ meninges to 
intravenously injected tetanus antitoxin. Also, 
Flexner and Amos (1918), after inducing sterile 
meningitis in monkeys by intrathecal administration 
of horse-serum, observed the passage of poliomyelitis 
antibodies into the C.S.F. Again, Le Févre de Arric 
and Millet (1926) increased the permeability of rabbits’ 
meninges to the virus of herpetic encephalitis by 
intrathecal injection of urotropine, sodium salicylate, 
and bile salts. But according to Vio (1936) “‘ sensitis- 
ing substances,’ such as horse-serum, urea, and 
theophyllin, administered intrathecally to animals 
immunised against Bact. typhosum, do not enable 
typhoid antibodies to cross the meningeal barrier. 
In view of these discrepancies in previous work it 
was clearly desirable to discover what proportion, 
if any, of therapeutic serum, administered parenterally 
to patients suffering from meningococcal meningitis, 
reached the C.S.F. Since there is no simple method 
of assaying meningococcal antitoxin, it was thought 
that a test for the presence of the antitoxin-containing 
horse-serum in the body-fluids of subjects injected 
with the serum would furnish at least an indication 
of the presence of antitoxin. Such a test was provided 
by the following adaptation of the precipitin reaction. 


TECHNIQUE 


Two rabbits were given, twice weekly, intravenous 
injections of the antitoxic serum in use at the Park 
Hospital (Parke, Davis and Co. Meningococcus Anti- 
toxin, hereinafter called A.S.) in doses ranging from 
0-2 to 3-5 c.cm. over a period of six weeks. At the 
end of this time, since the rabbits’ sera gave per- 
ceptible precipitin formation by the technique below 
described against dilutions of 1/225,000 and 1/270,000 
of A.S., the animals were killed and their combined 
serum preserved by the addition of 1 per cent. boric 
acid. The pooled serum gave just perceptible 
precipitation with a 1/240,000 dilution of A.S. ; it is 
hereinafter referred to as P.S. (precipitating serum). 

In testing for horse-serum in specimens of body- 
fluids, such as C.S.F. and blood-serum, the following 
procedure was adopted. 

Dilutions of the body-fluid, proceeding by 50 per 
cent. differences of O.S.F., by 100 per cent. differences 
of blood-serum, were set up in a series of scrupulously 
cleaned test-tubes (3 by 5/16 in,). A negative 
control tube containing a human serum or C.S.F. 
definitely free from horse-serum was always included 
in the series. 0°2 c.cm. of a 1/12 dilution of P.S. 
was then pipetted to the bottom of each tube and the 
tube-rack placed in the 38°4° C. incubator for one hour, 
after which results were read in a dark-room in front 
of a bright lamp fitted with a ground-glass screen. 
A positive test was indicated by all degrees of precipitin 
formation from a milkiness pervading the whole 
liquid to a hazy ring at the junction of diluted body- 
fluid and rabbit serum. The last tube with a per- 
ceptible reaction was noted. If the dilution of body- 
fluid in this tube was, for example, 1/400, then, since 
P.S. gave a just perceptible reaction with A.S. diluted 
to 1/240,000, the dilution of A.S. in the raw body- 
fluid was 400/240,000 = 1/600. The accuracy of the 
above method was checked by using it to estimate 
known amounts of A.S. added to healthy human 
serum and to healthy and abnormal C.S.F. Calculated 
and known amounts agreed within the limitations of 
the technique. In the Table and Charts the figures 


for horse-serum concentrations are calculated as 
parts per 100,000 of C.S.F. or serum; but, in view 
of the difficulty of exactly gauging the end-point of 
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the pronhpttie test ond “the rapid steps in dilution 
of the body-fluids (50 per cent. differences for C.S.F., 
100 per cent. differences for serum), the figures have 
been non-committally called “‘ units” to avoid the 
implication of exact quantitative measurement. 


In only one specimen of C.S.F. from a recent 
recipient of A.S. was the ‘‘zone phenomenon” 
observed at a very low dilution of the fluid, which 
contained but a trace of A.S, protein. The phenomenon 


TABLE GIVING DETAILS OF SERUM TREATMENT WITH 
RESULTANT SERUM CONCENTRATION IN C.8.F. OF 23 CASES 
OF MENINGOCOCCAL MENINGITIS 


Number of case and sex. (b) = Age. 
Days after admission on which serum was given. 


(d) Dose of A.T.S. (c.cm.). 
(e) Number of serum estimations on C.S.F 
(f) = Highest concn. of serum in C.S.F. tonite). 
(9) = Ratio Serum time of highest concen. in C.S.F. 
C.8.F. serum 
(b) | & @) (e), (| 
1M) 5mos. ist | 9iv | 2 240 Died 3rd day ; 
2nd | 9iv | | yellow exudate 
over brain 
9mos. 2nd| 9ip* 4 12-3 Recovered 
3M 11 mos. Ist | 9ip 3 106) — Recovered 
2nd | 90ip | } 
| 3rd | 90 ip 
lyr. | Ist — Recovered 
| 7 mos. | 
lyr. 6th 120iv/ 5! 70) — Recovered 
11 mos.| } 
6M| 2 yrs. | Ist | 9ip | 47| — | Died 3rd day; 
6 mos. } | | Pm. showed very 
| little meningitis 
7 M 2 yre.| lst | Wiv | 5| 47) — | Recovered 
8 mos. 2nd | 60 iv | 
8F| 4yrs.| Ist | 9iv 3 163) — Recovered 
9iv| | | 
4 , | Ist | 4 7-3 |568-1 | Recovered 
| | | | 
10F 4 » | Ist | 9iv 4/10-7 |154-3 Recovered 
| | 
4 , | Ist | 90iv — | Recovered 
| 3rd | 60iv | 
| | | — Recovered 
13F| 6 , | Ist | 3| 83 — Recovered: Staph. 
|} 2nd) | } | albus in C.S.F. 
14M 8 ,, | Ist | 120ivt! 5 10-6 | 518-7 Recovered 
| 
15M\15 , | Ist |120iv 320-0) 53:3) Recovered 
2nd| | 
16M\18 , |.1st |120iv 0-7 |625-0| Recovered 
17M/28 , | Ist |120iv 7-0 ‘Recovered 
18M|29 , | Ist |120iv 1 | 20/8000 Recovered 
| 
19M)29 , | Ist |120iv | 2) 10/1042 | Recovered 
2nd 90 iv 
| 
20M\38 , | Ist |120iv 4 43 395 Died 44th day 
2nd | 120 iv | | internal hydro- 
3rd | 120 iv | cephalus 
21F 38 , | Ist |120iv 2 Recovered 
22F 47 | Ist | 120iv| 4/108 | 77-9, Recovered 
2nd | 
23F/55 | Ist |120iv| 4 400 Recovered 
2nd | 90 iv } 
| 
24F/61 , | Ist | | 7-0 |238-0 | Recovered 
2nd 120 | | 


* 10 c.cm. se: given intramuscularly on admission 
+ 120c.cm. A.T. intravenously on day before admission . 
t Observations till day when serum was given 
intrathecally (see Curve E, F: 
iv = intravenous. ip = intraperitoneal. 
A.T.S. = Parke, and Co.’s 
pe 


antitoxin. 
Serum = th 


tho 


(a) = 
(c) = 
7 unknown origin. 
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also occurred in low dilutions of a C.S.F. from a 
patient not yet injected with A.S. but who was later 
found to have received horse-serum in the form of 
diphtheria antitoxin two months previously. 


COMMENT ON TECHNIQUE 


It was realised that the P.S. must contain precipitins 
in unknown proportions to all the proteins of horse- 
serum. Now, by analogy with other antitoxins, 
meningococcus antitoxin is probably associated with 
the pseudoglobulin moiety of horse-serum. It was 
therefore important to discover whether the precipitin 
test indicated the presence of pseudoglobulins, or 
at any rate of globulins, as opposed to the other 
protein constituents of the A.S. This problem was 
attacked by three separate methods :— 


(1) The albumins and globulins of a sample of the 
A.S. were separated by salting out, and each group 
of proteins was redissolved in normal saline in the 
concentration in which it was present in the original 
serum. Dilutions of the albumin and globulin solu- 
tions were titrated against the P.S. The albumin 
solution gave a visible reaction only up to a dilution 
of 1/30,000, the globulin solution up to a dilution of 
1/195,000. It therefore appears that this P.S. 
is far richer in precipitins for globulin than for albumin. 

(2) Dr. Hewitt of the L.C.C. Antitoxin Laboratory, 
Sutton, using a technique of selective precipitation, 
finds that there is in our P.S. ten times as much 
precipitin to horse pseudoglobulin A as to horse 
erystalbumin. Though the proportion between these 
two precipitins is not necessarily that between the 
total precipitin for horse globulin and the total 
precipitin for horse albumin, this finding supports 
our own described in method (1). 

(3) Again, Dr. Hewitt has found horse pseudo- 
globulin A and horse crystalbumin present in the 
C.S.F. and serum of four patients injected with 
A.S. The figures given by the precipitin test for 
total horse protein in these fluids tally with those 
given by him for pseudoglobulin A, but not at all with 
those for crystalbumin. This observation further 
confirms that the precipitin test is a better indicator 
of horse globulin than of horse albumin and can be 


CS.F. 
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Fic. 1—Curves showing the concentration of horse-serum 
in the cerebro-spinal fluid and serum of four patients 
with meningococcal meningitis after intravenous injec- 
tion. The doses were as follows :— 


Curve A (Patient No. 14 in the Table).—Male aged 8. 


On admission: 120 c.cm. at 11 p.m. First day: 
90 c.cm, at noon. 
Curve B (Patient No. 10).—Female aged 4. First day : 


90 c.cm, at 6 P.M. 

Curve C (Patient No. 22),—Female aged 47. First day: 
120 c.cm. at 5 p.m. Second day: 90 c.cm, at noon. 
First day : 
Second day: 120 c.cm. at noon. 


Curve D (Patient No. 9).—Female aged 4. 
120 c.cm,. at 10 P.M. 


4000 


| 
: 
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DAYS 


Fic. 2—Curves showing the concentration of horse-serum 
in the cerebro-spinal fluid and serum of five patients 
who received horse-serum (meningococcus antitoxin) 
intrathecally, as well as by other parenteral routes. 


Curve A,—Female aged 15. Day before admission 
20 c.cm. intrathecally. First day: 105 c.cm. intra- 
venously. Second day: 90 c¢.cm. intravenously. 
Fourth and fifth days: 150 c.cm. intravenously. 


Eighth day: 10 ¢.cm. by intraventricular injection. 
Curve B.—Male aged 22. Two days before admission : 
25 c.cm. intrathecally. Day before admission : 125 ¢.cm. 
intrathecally. First day : 120 c.cm. intravenously. 
Curve C.—Male aged 15. Day before admission : 120 c.cm. 
intrathecally and 20 c.cm. intramuscularly. First day : 
120 c.cm. intravenously. 
Curve D,—Male aged 17. Two days before admission : 
9 c.cm., intrathecally and 51 c.cm. intravenously. 
Curve E (Patient No. 5 in Table).—Male aged 1 yr. 11 mos. 
Seventh day: 120 c.cm. by intraperitoneal injection. 
Twelfth day: 70 c.cm. intravenously and 20 ¢.cm. 
intrathecally. 


trusted to assess approximately antitoxin linked to 
horse globulin. 


DISCUSSION OF RESULTS 


In the accompanying Table are set out the results 
of the foregoing technique in 23 cases of meningococcal 
meningitis and in one case (No. 13), from which a 
strain of staphylococcus was alone isolated. All 
these patients received meningococcus antitoxin 
(Parke, Davis and Co.) only by parenteral, usually 
intravenous, injection. In every one horse-serum 
protein was detected in the C.S.F.,though its concentra- 
tion varied greatly from case to case and was always 
very small compared with the simultaneous concentra- 
tion in the blood. The values of the ratio 


Horse-serum in blood 

Horse-serum in C.S.F. 
agree well with the already quoted findings of Freund 
for typhoid antibodies. 

Allott (1938) in a large series of cases, including the 
24 of this investigation, finds similar variations of 
sulphanilamide content in the C.S.F. in spite of 
equivalent dosage, but in contrast with the behaviour 
of horse-serum the sulphanilamide concentration in 
the 0.S.F, rapidly approximates during the first twelve 
hours after administration to that in the circulating 
blood. 

There is no apparent correlation between age and 
the permeability of the blood-brain barrier to horse- 
serum, though this barrier may have varied with the 
intensity of the meningitis. For example, Nos. 16, 18, 
and 21, clinically mild cases, yielded very low amounts 
of serum in their C.S.F. All these patients were 
receiving sulphanilamide as well as therapeutic serum, 
and this drug may act as a “sensitising substance” 
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and modify in various degrees the blood- brain barrier. 
Fig. 1, showing graphically the relative concentration 
of horse-serum in C.S.F. and blood of four cases taken 
from the Table, well illustrates the unpredictable rela- 
tions between horse-serum dosage and its concentra- 
tion in blood and C.8.F. No. 9 (Curve D) received 
240 c.cm, of serum, and there was a distinct increase 
of serum concentration in the blood ; yet the C.S.F. 
concentration attained was the lowest in the group. 
No. 10 (Curve B) received only 90 ¢.cm. of serum, 
and the serum concentration in the blood remained 
low; yet the C.S.F. concentration attained was the 
highest in the group. No. 14 (Curve A), after doses 
totalling 210 ¢.cm., registered a very high horse- 
serum level in the blood but only a moderate and 
delayed rise of content in the C.S.F. 

The long persistence of traces of foreign protein 
both in the blood and in the C.S.F. is well shown by 
Curve A (Fig. 1) and Curves A and E (Fig. 2). 

Fig. 2 shows graphically the horse-serum concentra- 
tions in the C.8.F. and blood of five subjects who 
received intrameningeal as well as parenteral injections 
of serum. The enormous advantage of the former 
route in ensuring the immediate presence of large 
amounts of antibody at the site of infection is very 
obvious from these curves; yet equally striking is 
the steepness of the drop in serum concentration 
from the heights reached by intrameningeal dosage. 
Within one or two days, however large the dose, the 
C.S.F. serum content has fallen to the low levels 
attainable by parenteral administration alone. 

Also shown in Fig. 2 is a curve depicting the highest 
serum concentration in the C.S.F. reached in this 
series of observations as the result of parenteral 
administration alone. The curve (A), after falling 
nearly to the base line on the fourth day, rises 
to a level of over 70 units on the seventh; but 
about 500 c.cm. of intravenous serum were needed to 
achieve this result. 


SUMMARY 


(1) A precipitin test is described for detecting and 
approximately estimating horse-serum in the blood 
and cerebro-spinal fluid of patients injected with 
meningococcus antitoxin. (2) Reasons are advanced 
for regarding this test as a better indicator of globulins, 
with which antibodies are usually associated, than 
of other proteins in the horse-serum. (3) In every 
one of 24 patients receiving therapeutic serum by 
routes other than the intrathecal the cerebro-spinal 
fluid contained horse-serum protein, but only in 
very small and variable amounts, whose local thera- 
peutic effects must have been correspondingly slight. 


My especial thanks are due to Dr. J. E. McCartney, 
director of research and pathological services, London 
County Council, for suggesting this research; to 
Dr. H. S. Banks, medical superintendent of the 
Park (L.C.C.) Hospital, for providing clinical samples 
and facilities; and to Mr. L. F. Hewitt, Ph.D., 
of the Belmont Antitoxin Laboratories, Sutton, for 
carrying out several laborious protein estimations. 


The London County Council are in no way 
responsible for any statements or views expressed in 
this article. 
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MILES’S ABDOMINO-PERINEAL 
OPERATION 
TREATMENT BEFORE AND AFTER 


By Stantey O. Aytert, B.Se., M.B. Lond., 
F.R.C.S. 


RESIDENT SURGICAL OFFICER, GORDON HOSPITAL FOR DISEASES. 
OF THE RECTUM AND COLON, LONDON 


Tue successful treatment of cancer of the rectum 
by abdomino-perineal resection of the affected area 
and its lymphatic drainage, as devised by Miles in 
1908, depends not only on the technique of the 
operation, but also on pre- and post-operative care. 
Neglect of this care is so often responsible for an 


unhappy fatality that a detailed account of it may 
be useful. 


PRE-OPERATIVE TREATMENT 


Patients with a minimal amount of obstruction, 
as shown by periodic constipation and diarrhea 
and perhaps some slight abdominal distension, 
are admitted at least ten days before the date of 
operation. Those with more obstruction have longer 
preliminary treatment, and in over 90 per cent. 
of cases a first-stage cacostomy can be avoided. 

On the morning of admission the patient is given 
1 oz. of mist. alba, followed by hourly } oz. doses 
for five hours. A further 4 oz. of the mixture is 
given on each succeeding day until forty-eight hours 
before the operation. Each morning and evening 
the patient is given a rectal wash-out with about 
1} pints of plain water, the last treatment being 
on the morning before the day of operation. In 
giving the rectal wash-out it is often impossible, 
because of the obstruction caused by the growth, 
to run in more than a few ounces at a time. 

During this period the patient is fed on a normal 
diet with the addition of plenty of fluids and glucose. 
On the day before the operation a light diet is 
instituted, and on the following morning a glass of 
glucose and barley water is given. Thus no purgatives 
or wash-outs are administered for fully twenty- 
four hours before the operation, and during this 
period the bowel is kept at rest as much as possible. 
Except for the last four or five days the patients are 
allowed up in the usual way and are permitted to leave 
hospital for gentle exercise. During the latter part 
of the preliminary pre-operative treatment, however, 
they are allowed up only to wash and bathe. An 
intestinal antiseptic, such as Dimol or salol 5 grains 
twice daily, is usually given, and on the night 
before the operation sleep is assured by giving 
10 grains each of Medinal and aspirin. 

Various tests are carried out on the patient. The 
hemoglobin and blood count are estimated; if 
they are low, intramuscular injections of Campolon 
are given and ferrous sulphate tablets, 2 t.d.s., 
administered by mouth. In severe cases of anemia 
1 or 2 pre-operative transfusions are of benefit in 
making the patient safe for operation. The urea 
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concentration and the blood-urea are determined. 
In cases in which the results are above the border- 
line of safety an extended period of preliminary 
treatment helps to bring these values nearer to normal, 
and especially the blood-urea is lowered by the 
relief of the intestinal obstruction. In all cases a 
Wassermann test is carried out and the urine 
examined. 

A useful index of the safety of the operation is 
the cardiac index, which is the quotient obtained by 
dividing the pulse pressure by the diastolic pressure 
and multiplying the result by 100. A patient with 
an index of less than 25 is a very severe risk, the 
operation usually being fatal, and the mortality is 
increased when the quotient is above 75. 

In cases admitted with acute obstruction, or in 
which it develops during the preliminary treatment 
of cleaning the bowel, a cecostomy must be performed 
at once; and, after the bowel has been drained for 
several days, wash-outs can be carried out through 
this opening as well as through the rectum. 

An hour before the operation a hypodermic 
injection of Omnopon gr. } and scopolamine gr. 1/150 
is given, and shortly afterwards a catheter is passed 
and is retained. This is essential so that the bladder 
may be completely emptied when the patient is on 
the table, for any distension whatsoever materially 
hinders the manipulations'deep down in the pelvis 
at the operation. The patient is anesthetised in bed 
with Pentothal sodium; intravenous anesthesia 
and spinal anesthesia are given in the theatre with a 
1 in 1500 solution of Percaine, the Etherington Wilson 
technique being used. After this, pressure is made 
with the fist on the suprapubic region and the 
catheter is slowly withdrawn. It is necessary to 
maintain pressure until the withdrawal is complete, 
for, if this is not done, air is sucked into the bladder, 
and the hindrance produced by this is the same 
as if the organ were filled with urine. 


POST-OPERATIVE TREATMENT 


At the end of the operation the perineal wound is 
packed with roller gauze, a large square of oiled silk 
first being invaginated into the cavity. This latter 
is a semi-permeable membrane which allows the 
blood-stained exudate to be absorbed by the gauze, 
and, as it prevents the latter from adhering to the 
raw walls of the cavity, pain is eliminated when the 
packing is withdrawn. Before the patient leaves the 
theatre, the terminal colostomy is opened after the 
laparotomy wound has been sealed off with oiled 
silk and Elastoplast to prevent any fecal contamina- 
tion. The patient is transferred to his bed (a Fowler- 
position bed with divided mattresses helps nursing) 
in the theatre, and, if shock is severe, he is put up 
on blocks on return to the ward. These, however, 
are removed as soon as possible, and the patient is 
encouraged to sit up. A firm mattress is the most 
satisfactory—far more so than an air-containing one 
—and fracture-boards may be used if necessary. 

All patients are immediately given a blood trans- 
fusion of 1 pint. However high the blood count 
was before the operation, and however little blood 
has been lost, the post-operative shock is more easily 
controlled by this transfusion than by the administra- 
tion of a similar quantity of saline. The blood is 
run in at the rate of about twenty drips to the minute ; 
and, when this has run through, a continuous saline 
and glucose transfusion is instituted. At this hos- 
pital the Baxter Vacoliter is used, because of the 
ease with which it may be set up and the complete 
absence of any reaction. 
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In most cases it is unnecessary to cut down on 
the vein if a Jubé’s trocar and cannula are used, and 
to aid nursing this is inserted into one of the leg 
veins, usually the internal saphenous. This con- 
tinuous drip is maintained for forty-eight hours, 
during which some 7-8 litres of fluid are run in, 
and over this period the patient is allowed nothing 
whatsoever by mouth. The reaction of the bowel 
after manipulation at any operation is towards an 
immediate post-operative ileus, which subsides 
towards the end of forty-eight hours. If this is 
disturbed in any way, even by the administration 
of fluid by mouth during this period, the ileus of the 
bowel is not diminished but is increased and tends to 
persist. The natural inactivity of the bowel is 
further aided by soothing the restlessness and pain 
of the patient by injections of omnopon. Throughout 
this first forty-eight hours frequent mouth-washes 
are given and the patient is comforted by rinsing 
with such fluids as lemon and warm tea. He is also 
allowed to chew lumps of raw pineapple and chewing- 
gum, but it must be emphasised to him that nothing 
must be swallowed. 


There are two points in the nursing that need 
mention. The patient should on no account be 
allowed to remain on his back for more than six 
hours, and at the end of this time he must be nursed 
for a period on his side. If this period is exceeded, 
even in patients with apparently normal arteries 
there is a tendency for the perineal wound to become 
gangrenous and to slough round the area that is 
sewn up after the operation. Secondly, when the 
patients are lifted they must be raised by arms placed 
behind the knees and round the chest, for the perineal 
wound is readily torn if any drag is placed on the 
upper part of the thighs or buttocks. 

The question of attention to the bladder arises 
after about eight hours. At the operation the pre- 
sacral nerve is divided with the object of interrupting 
the sympathetic supply to that organ and thus 
avoiding any post-operative spasm of the sphincter. 
It must be admitted, however, that this is by no means 
always successful. The patient should be encouraged 
to micturate some eight hours after the operation, 
because, if the bladder is allowed to become too full, 
there is a danger of the newly formed pelvic floor 
being stretched or even torn. Moreover, the normal 
tone of the bladder is lost for some days if it is 
allowed to become abnormally distended at any time. 
Subcutaneous injections of Esmodil are administered 
to encourage micturition, but if these fail the patient 
should be catheterised. This must be done with all 
normal aseptic precautions, and it is well to wash the 
bladder after each catheterisation with a 1 in 10,000 
solution of oxycyanide of mercury. The catheterisa- 
tion must be repeated if necessary every eight hours, 
but this is very seldom required for more than a day 
or 80. 

During this early post-operative period digoxin is 
administered intravenously in 5 mg. doses if the 
patient’s pulse is excessively rapid or irregular, and 
Coramine is given as required. The patient is 
encouraged from the first to carry out deep-breathing 
exercises. 

At the end of forty-eight hours the patient starts 
to take fluids by mouth. At first sterile water in 


2-oz. doses is given hourly for eight hours, and for 
the succeeding similar period 4-oz. drinks are allowed. 
At the end of this time the amount is gradually 
increased and varied with milk, beef-tea, and glucose- 
lemonade, and about the fourth day a light diet is 
instituted and gradually increased. 
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During the first forty-eight hours the superficial 
perineal dressings may need replacing, the packing 
being removed in three portions, a third being taken 
out at the end of 48 hours, a third at the end of 
60 hours, and the remainder at the end of 72 hours, 
after which no packing whatsoever is placed in the 
cavity. With the final third the oiled silk also is 
removed, and irrigations of the large cavity are 
started. Three pints of fluid run in from a douche- 
can held at a height of about 2 ft. are used. First, 
a pint of hydrogen peroxide is used, and this is 
followed by a pint of a 1 in 500 solution of perchloride 
of mercury, the excess being washed away with a 
pint of normal saline. It is essential that the 
irrigating catheter be introduced high up into the 
cavity, especially into the potential space formed 
between the new pelvic floor and the hollow of the 
sacrum, for here exudate is apt to loculate and 
become infected, with resulting spread of infection 
behind the peritoneum and eventually infection of 
the whole peritoneal space. 

At the end of the first week an iodine solution, 
consisting of 2 drachms of tincture of iodine dissolved 
in a pint of water, is substituted for the perchloride, 
and finally, from the third week onwards, wash- 
outs are continued with a mixture of half this strength, 
the peroxide and saline being omitted. 

The colostomy usually works spontaneously about 
the second day, but in any case on the fourth night 
after operation an aperient consisting of confection 
of senna (pulv. senn. folia, pulv. rad. jalap., sulph 
sub., a4 gr. 3 theriace nig. ad Ji) is given, and on 
the next morning colostomy wash-outs begin. During 
the first fortnight or so, until the bowel begins to 
work regularly, a pint of soft-soap solution is used, 
but this is subsequently replaced by normal saline. 
It is unnecessary to give any aperients with these 
wash-outs. In an attempt to control the action of 
the bowel by purgatives no regularity can be assured, 
and the patient may have several actions during the 
day. But, if the colostomy be washed out regularly 
in the morning, the bowel can be completely emptied 
and, except for a very rare irregularity, is clear 
until the following day. 

If Michel’s clips are used for the abdominal incision, 
alternate ones are removed twenty-four hours after 
the operation, and the rest in forty-eight hours, 
the deep sutures remaining until the eleventh day. 
If a “cracker” dressing is used, this is removed 
on the fifth day, and the skin sutures are taken out 
on the eleventh. 

About the tenth day the colostomy is trimmed. 
By this time close adhesions have formed between the 
bowel wall and the abdominal musculature, and then 
there is no danger of the colostomy, when cut off 
almost flush with the skin surface, falling back into 
the peritoneal cavity. Subsequently fomentations 
are applied to the colostomy for a few days to clear 
up the surrounding inflammation that is usually 
present. No anesthetic is needed for trimming the 
colostomy, but care must be taken not to drag on 
the bowel and cut through at a level which will 
subsequently retract into the abdominal cavity. 

From the twelfth day onwards a finger is passed 
into the colostomy each day to prevent any oblitera- 
tion of the lumen by contraction of the surrounding 
structures. 

About this time the patient is allowed up, and the 
perineal cavity rapidly grows small. Any tendency 
to epithelialisation of the cavity by ingrowth from the 
surface is controlled with silver nitrate, and in 7-8 
weeks the wound has healed. Unless the patient is 
instructed on his discharge to refrain from sitting 
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in a plumb position equally on both buttocks, the 
wound, while still delicate, will often split. 

The patient before his discharge is measured and 
fitted with a colostomy belt, one with a very shallow 
cup being chosen. In addition, for ease in washing 
his colostomy, he is provided with a Miles’s modifica- 
tion of a Nitch horn. 


COMPLICATIONS 


It is unnecessary to detail all the post-operative 
complications, for many of these are those of any 
abdominal operation; but a few need mention. 
The dangerous period for these patients is between the 
third and fifth days. During this time the intestines 
and stomach often become distended and the patient 
may vomit. Acetylcholine is immediately admini- 
stered two-hourly, all fluids by mouth are stopped, 
and the intravenous drip is set up again. Severe 
vomiting necessitates the stomach being washed out, 
and a small tube may be left in, so that any fluid 
that reaccumulates can easily be withdrawn. Sedatives 
are administered to combat the restlessness, and most 
patients respond to this treatment. Intravenous 
injection of Pituitrin has not yet been tried. 

A reactionary hemorrhage sometimes starts in the 
perineal wound. The bleeding point must be liga- 
tured, and any oozing responds to swabbing with 
adrenaline. A second ‘blood transfusion should 
be given if necessary. 

In patients with arterial degeneration sloughing 
of the colostomy sometimes occurs. This necessitates 
the immediate trimming of the colostomy proximal 
to the area of gangrene in an endeavour to stop the 
spread. Usually it is successful. Sometimes the 
gangrene progresses, and the result is perforation of 
the bowel with either general peritonitis or a localised 
abscess. Peritonitis will be fatal, but an abscess 
may be drained and the patient may recover. 

Sloughing of the perineal wound responds to 
treatment with hot fomentations, followed by spirit 
dressings, and a clean granulating area results, with 
rapid healing. 

By closely following this routine treatment it is 
possible in expert hands to reduce the mortality of 
this very successful operation to about 10 per cent. 


MACROCYTIC ANZMIA OF THE 
ACHRESTIC TYPE 


A CASE DESCRIBED 


By G. M. Waucuopg, B.Se. St. And., M.D. Lond., 
M.R.C.P. 
TO THE NEW SUSSEX HOSPITAL, BRIGHTON ; 
M. Lestre-Smitu, M.B. Lond. 
PATHOLOGIST TO THE HOSPITAL 


PHYSICIAN AND 


THE experience of Sir James Paget, who said 
that whenever he heard of a new disease he looked 
in his case-books and found it there, is shared some- 
times by less distinguished observers. We here 
record a case which in retrospect seems to possess 
the characteristics of achrestic anzemia. 

Achrestic anwmia as defined by Wilkinson and 
Israéls (1936) is “‘a severe hyperchromic, megalocytic 
anemia due to lack of utilisation or mobilisation 
from the storage depéts in the body of the anti- 
pernicious an#mia principle as found in the liver.” 
The chief characteristic is a poor response, and 
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finally no response, to liver therapy. In most 
cases free hydrochloric acid is present in the gastric 
juice and the central nervous system is not involved ; 
sore tongue, gastro-intestinal disturbance, and pyrexia 
are absent and there is little tendency to bleed or 
evidence of hzmolysis. The van den Bergh reaction 
is negative or gives an indirect or delayed direct 
response. There are no spontaneous remissions as 
in pernicious anemia, and the course is slowly 
progressive. The morbid anatomy resembles that of 
pernicious anwmia with megaloblastic hyperplasia 
of the bone-marrow ; adequate anti-anemic principle 
is present in the liver. 

This condition was distinguished from other forms 
of megalocytic anwmia by Wilkinson and Israéls, 
who described and named it in 1935 with reports of 
seven cases, one of which came to autopsy. In 
1936 they discussed it in greater detail and reported 
one new case and the further history and autopsy 
findings of three cases from their previous paper. 
They reviewed seven possible cases collected from the 
literature and concluded that only one, described by 
Kennedy (1931), could be diagnosed retrospectively 
as achrestic anemia. In these first reports all the 
cases showed the presence of free gastric hydro- 
chloric acid and absence of involvement of the central 
nervous system, but in 1938 Wilkinson and Israéls 
included in the group cases with achlorbydria in 
which the central nervous system was affected, 
reporting one as “ achrestic-type anemia,”’ Achrestic 
anzmia appears to be a clinical entity with definite 
diagnostic criteria and pathology, but few examples 
have been reported since it was first described. 
Abrahamson and Thompson (1937) reported one case, 
Dameshek and Valentine (1937) two of “ achrestic 
type,” and Davidson and Fullerton (1938) one 
possible case. The condition is rare, but will no 
doubt be recognised more often in future. 

The case described below was under observation 
for 1 year 9} months, and came to autopsy. It 
showed the diagnostic characteristics laid down by 
Wilkinson and Israéls except that unfortunately 
the presence of the anti-anwmic principle in the liver 
was not ascertained, 


PATIENT’S FIRST STAY IN HOSPITAL 


The patient, a woman of 65, first attended the out- 
patient department of the New Sussex Hospital on 
April 2nd, 1931, and was admitted under the care 
of one of us (G. M. W:) on April 10th. She complained 
of breathlessness, weakness and attacks of precordial 
pain radiating to the left shoulder. For many years 
she had been breathless on exertion and 9 months 
| nba (July, 1930) had been obliged to give up 

er work as a teacher. The symptoms had become 
worse during the past 6 months, and in the last 
few weeks she had suffered from sudden loss of vision, 
giddiness, vomiting, and attacks of pain in the 
chest and left arm. Her past medical history included 
rheumatic fever at 22, hysterectomy at 30 for “‘ flood- 
ing” caused by fibroids, and recurrent bronchitis, 
She had had pins-and-needles in her feet for some 
months, and pernicious anemia had been diagnosed 
in Paris more than ten years previously. 

She was a small woman with considerable sub- 
cutaneous fat, weighing 7 st. 9 lb., pale, flabby, and 
dyspnoeeic at rest. The skin was a light brownish- 

ellow, the tongue was pale and lightly furred and 
never been sore. The heart was enlarged beyond 

the right sternal margin and almost to the left anterior 
axillary line; a hemic murmur was heard at all 
areas ; the pulse-rate was 112 per min., blood pressure 
132/70 mm, Hg, respiration-rate 32 per min. The 
chest was emphysematous, and rhonchi were heard 
at the roots and bases of both lungs. The spleen 
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and liver were not palpable. Examination of the 
central nervous system was negative. The urine 
was acid, with a specific gravity of 1016 and a trace 
of albumin. A fractional test-meal showed normal 
gastric acidity: free HCl. 10 fasting and 25, 35, 
40, 20, 15, 15 units; total acidity 20 fasting, 35, 45. 
50, 30, 25, 25 units at successive thirty-minute 
samples. The van den Bergh reaction was negative. 
The blood count the day after admission was :— 


Red cells - 807,200 
Heemoglobin 

Colour-index 

White cells .. 


Polymorphs .. 

Eosinophils .. 

Small lymphocytes .. 

Large lymphocytes .. 
Hyalines ? 
Numerous thrombocytes present, including giant forms. 


Anisocytosis, poikilocytosis, and polychromatophilia marked ; 
megaloblasts present. 


The diagnosis at this time was atypical pernicious 
anemia. The course of the case in relation to treat- 
ment is shown in the accompanying Chart. Lightly 
cooked fresh liver and liver extract were given 
orally, making together 4+ lb. daily. Marmite was 
added in May, also iron and arsenic, and the liver was 
increased to ? lb. a day in June. At first there was 
a small reticulocyte response to a maximum of 5-5 per 
cent, shown in the chart as a peak; the red cells 
slowly and steadily increased, dropping only once 
when the patient had a sore-throat and adenitis, 
and after 12 weeks had reached three millions. 
During her first three weeks in hospital there was 
irregular pyrexia up to 100° F., during the second 
three weeks the temperature was more often normal 
and only reached 99° F., and after this it was normal 
or subnormal. It is possible that this slight fever 
was due to subacute bronchitis. 

The patient left hospital on July 7th. Her general 
condition was much improved, and her red cell count 
was 3,008,000 per c.mm., with haemoglobin 50 per cent. 
and colour-index 0°83. She continued to take liver 
extract, cooked liver, and iron as an out-patient for 
three weeks, and then omitted the liver extract from 
July 31st till Sept. Ist, taking only cooked liver. In 
September she took both, but there was little or no 
improvement. On Oct. 3rd her red cell count was 
1,760,000, Hb, 26 per cent., C.I. 0-74, and she was 
readmitted. 


SECOND STAY IN HOSPITAL 


At first the patient responded well to oral admini- 
stration of liver extract and raw liver in sandwiches 
together with iron. The blood count on Oct, 24th 
was: red cells 2,592,000, Hb. 40 per cent., C.I, 0-78. 
She then contracted a cold and for a week could not be 
persuaded to take the liver extract. On Nov. 9th 
and 10th she had severe attacks of epistaxis and the 
count on Nov. 12th was: red cells 1,164,000, Hb. 
26 per cent., C.I. 1:16. A blood transfusion of 
550 c.cm, was given on Nov, 13th, which raised the 
red cells to just over two million. This improve- 
ment was not maintained, although the oral admini- 
stration of liver extract was resumed and six daily 
subcutaneous injections of 1-1 c.cm, of a liver extract 
were given. In December the feces were examined 
for parasites, with negative results. 

On Dec. 9th the blood count had fallen to: red 
cells 796,000, Hb. 20 per cent., C.I. 1-2.* Another 
blood transfusion of 600 c.cm. followed by an intra- 
venous injection of 5 c.cm, of Hepatex improved it 
to: red cells 1,664,000, Hb. 25 per cent., C.I. 0-75 on 
Dec. 15th. Seven intramuscular injections of 5 c.cm, 
of hepatex were given between Dec. 17th and 30th 
(total 35 e.cm.) and on the 31st the blood count was : 
red cells 1,544,000, Hb, 28 per cent., C.I. 0-93. The 
hepatex was then given daily until Jan. 2nd (20 c.cm.) 
with no improvement, but after a further 130 c.cm., 
given in 5 c.cm, injections every two or three days 
from Jan. 4th to Feb. 21st, the red cells numbered 
2,784,000, Hb. 45 per cent., C.I. 0°81. Two c.cm, 
of Campolon were given every day until March 2nd 
(16 c.cm.), but as there was a slight fall in the blood 
count the 5 c.cm. doses of hepatex were resumed and 
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a 


TREATMENT 


SUSPENDED 


AUG. oct. 


PERIOD TREATMENT 


1. Lightly cooked liver and liver extract, equivalent 
to $ lb. daily. Iron and arsenic. Marmite added 
at A. Liver increased to } Ib. daily at B. 

. Cooked liver and liver extract only. 

. Cooked liver only. 

. Cooked liver and liver extract. 

Raw liver and extract with iron. 

. Raw liver only. 

. Liver extract. 


wr 


Blood transfusion of 500 c.cm. at C. 


Six daily injections of liver extract given from D. 
Blood transfusion of 600 c¢c.cm, at E. At F 5c.cm. 
hepatex given intravenously, 


given almost every day for six weeks till April 16th 
(190 ec.em.). The blood picture had now reached 
its maximum point—red cells 3,026,000, Hb. 49 per 
cent., C.I, 0-80—and the patient left hospital. 

The resistance to parenteral liver therapy was 
disconcerting, and during her time in hospital a focus 
of infection was sought in vain in throat, teeth, and 
sinuses ; there was mild irregular pyrexia, occasionally 
reaching 100° F. during the first two months, 
associated with rhonchi in the lungs. There was an 
attack of vomiting of two days’ duration in January. 
In February the tip of the spleen was palpable for 
the first time and the edge of the liver was also felt. 


FURTHER COURSE 


After her discharge the patient again went down- 
hill, although she took fresh liver, liver extract, and 
hog’s stomach, and had an intramuscular injection 
of hepatex every three weeks. In August she left 
off the fresh liver and was readmitted on the 17th. 


Third admission.—The blood count on admission 
was: red cells 1,680,000, Hb. 35 per cent., C.1. 1-06. 
She had two injections of 5 c.cm, of hepatex and large 
amounts of liver and liver extract by mouth, and 
when she was discharged on August 3lst her red 
cells numbered 2,050,000, Hb: 40 per cent., C.I. 0-9. 
Liver therapy was again continued at home, but the 
anemia gradually increased and the red cells had 
fallen by Nov. 18th to 1,008,000. At the patient’s 
urgent request all treatment was now suspended, 
and the red cells continued to diminish gradually. 


Fourth admission.—On Jan. 2nd, 1933, she was 
admitted to hospital for the last time complaining 
of weakness, breathlessness, pain in the back and 
stomach, and retching after food. She showed an 
extreme yellowish pallor of the skin and severe 
dyspnea at rest ; the tongue was red, the lips cracked, 
the heart was not obviously enlarged, the pulse- 
rate 120 per min., the blood pressure 90/50 mm. Hg. 
The liver and spleen were palpable below the costal 
margin; the central nervous system showed no 
abnormality, the urine was acid, specific gravity 


Changes of treatment are indicated by the numbers at the top of the chart, as follows :— 


At X reticulocytes were 2°7 per cent. 


APR JUNE AUG. oct. 


PERIOD TREATMENT 
8. Seven intramuscular injections of hepatex 5 c.cm. 
9. Hepatex 5 c.cm. intramuscularly daily. 


10. Hepatex 5 c.cm. intramuscularly every two or 
three days. Total 130 c.cm. 


11. Campolon 2 c.cm, daily. 
12. Hepatex intramuscularly. Total 190 c.cm. 
13. Fresh liver and extract of hog’s stomach. 


14. Two injections of hepatex 5 c.cm. plus liver and liver 
extract by mouth. 


15. Liver by mouth. 


1010, and contained albumin. The blood count 
three days after admission was: red cells 872,000, 
Hb. 16 per cent., C.I. 0-91, and on Jan. 25th, the day 
before death: red cells 664,000, Hb. 10 per cent., 
C.1. 0-75. 


POST-MORTEM EXAMINATION (M, L.-S.) 


The bone-marrow of the femur was dark red 
throughout and sections showed a marked megalo- 
blastic reaction. The stomach was atrophic with a 
few petechial hemorrhages. The liver was dark 
brown and greasy, the spleen slightly enlarged, 
flabby and dark red in colour. The kidneys were 
pale, the pancreas of a striking reddish-brown tint. 
The heart was slightly enlarged with but little fatty 
degeneration (‘‘ tigering ’’ was not seen). The reaction 
for free iron was positive in the following organs, 
being particularly intense in the pancreas: liver, 
pancreas, kidneys, spleen, lung, heart muscle, skeletal 
muscle, suprarenal cortex and bone-marrow, 


THE DIFFERENTIAL DIAGNOSIS 


The diagnosis presented great difficulties during 
life, and it was thought that autopsy might reveal 
a hidden carcinoma or source of infection. The 
poor response to liver was against the diagnosis of 
those conditions in which adequate parenteral liver 
therapy restores the blood picture and produces a 
high reticulocytosis, and there were additional 
contra-indications to the diagnosis of each. Thus, in 
Addisonian pernicious anwmia there is always achlor- 
hydria. Megalocytic anemia associated with idio- 
pathic steatorrhwa responds to Marmite, which 
failed in our case, and there was no clinical evidence 
of steatorrhwa, Megalocytic anwmia associated with 
organic lesions of the gastro-intestinal tract was 
disproved at autopsy. Megalocytic anzmia associated 
with Bothriocephalus latus, tropical sprue, or pregnancy 
was negatived during life. On the other hand 
conditions which fail to respond to liver therapy did 
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not fit into the picture either, Hemolytic anzmias 
such as familial acholuric jaundice, sickle-cell anzmia, 
and the anwmias associated with chemical poisons 
or chronic malaria show an indirect positive van den 
Bergh reaction, a high reticulo¢ytosis and, in the 
case of lead, punctate basophilia; the stiological 
factors for these conditions were also absent. 

Applications of X ray or radium and the ingestion 
of radioactive substances may produce megalocytic 
anemia with a negative direct and indirect van den 
Bergh reaction ; but in our case none of these had 
been used. Chronic sepsis or nephritis may be 
associated with a similar anzemia, but were absent in 
our patient. Aplastic anemia and chronic myeloid 
leukemia were contra-indicated by repeated blood 
counts, and by the appearance of the bone-marrow 
at autopsy. 


COMMENTS 


The case was puzzling and disappointing at the time, 
but in retrospect clearly presents the clinical picture of 
achrestic anzwmia; there was some response to liver 
therapy, but it was never good and became worse 
as the case progressed. The maximum red cell 
count reached was three million, and this result was 
obtained twice—on the patient’s first admission to 
hospital after three months’ oral administration, while 
on the second occasion two blood transfusions and 
four months’ intensive parenteral liver therapy 
(400 c.cm.) were necessary. Each time the patient 
left hospital her condition deteriorated, partly because 
of her extreme aversion to all forms of liver and 
stomach substance, but it is noteworthy that even 
with no treatment at all (November, 1932—January, 
1933) the anwmia only progressed slowly and 
gradually, and showed no sudden fall (see Chart), 
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patient’s distress at ‘blood transfusions and 
their feeble effect deterred us from persisting with 
them. Continuous drip transfusion would probably 
be the treatment of choice now. Iron, arsenic, and 
marmite were given in an attempt to augment the 
liver. Although the gastric juice was perfectly normal 
our patient experienced nausea, retching, and attacks 
of vomiting. The anginal attacks were probably 
induced by the extreme ane#mia as were also the 
cardiac murmurs, the fainting, loss of vision, and 
breathlessness. These symptoms are common to 
all types of profound anzmia. 

The post-mortem appearances—hyperplasia of the 
bone-marrow and hemosiderosis of the liver, spleen, 
and kidneys—are common to pernicious anwmia and 
achrestic anemia, but combined with the poor response 
to liver therapy and normal free gastric hydrochloric 
acid support the diagnosis of achrestic anzmia, 


SUMMARY 


A woman of 65 with a slowly progressive hyper- 
chromic megalocytic anemia died after being kept 
under observation for 21 months. Her gastric 
acidity was normal, and her central nervous system 
was unaffected. The response to liver therapy was 
poor and the clinical course and post-mortem findings 
were those of an achrestic anemia. 
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CLINICAL AND LABORATORY NOTES 


TREATMENT OF SUBACUTE BACTERIAL 
ENDOCARDITIS WITH M. & B. 693 


By G. Ronavp Ettis, M.A., M.D. Camb., M.R.C.P. 


ASSISTANT PHYSICIAN, STANLEY HOSPITAL BRANCH OF 
ROYAL LIVERPOOL UNITED HOSPITAL 


SULPHONAMIDE-P, Soluseptasine, and M. & B. 693 
have been shown by Maegraith and Vollum (1938) 
to inhibit the growth of Streptococcus viridans in the 
presence of defibrinated blood, M. & B. 693 doing so 
in a much higher dilution than do the two other 
drugs. The drugs were ineffective in the absence of 


leucocytosis. Whitby (1938), in a recent article on 
this group of chemotherapeutic agents, mentions 
that he has used M. & B. 693 in three cases of sub- 
acute bacterial endocarditis with much temporary 
benefit and suggests that life may be prolonged by the 
drug. The following two cases are proved examples 
of subacute bacterial endocarditis in which M. & B. 693 
was tried. The disease is not especially common— 
hence the reason for putting on record two cases. 


CASE RECORDS 


CasE 1.—Male, aged 28, a commercial traveller, 
and known to have had rheumatic aortic regurgita- 
tion for many years. In May, 1938, he began to feel 
run down and ill and had to give up work. He was 
admitted to the Birkenhead General Hospital on 
August 6th, 1938. 

On admission he was pale and dyspncoeic, with a free 
aortic reflux and a swinging temperature rising to 
102° F, He had a bilateral pleural effusion, which 


at first was thought to cause his suuephemme, There 

were no obvious embolic phenomena, and the spleen 
was never palpated. The polymorphonuclear count 
was 25,000 per c.mm., with a secondary anemia. 
He was regarded at this time as a case of atypical 
pneumonia and was given Prontosil, 5 c.cm. intra- 
muscularly daily for two weeks. 

On Sept. 21st, while he was still on prontosil, 
a blood culture was taken, for active endocarditis 
was now suspected. After ten days’ incubation 
Str. viridans was grown. On Oct. 3rd M. & B. 693 
was given in large doses, and in three days he had 
taken 16 g. Not unexpectedly, it had then to be 
discontinued owing to persistent vomiting with intense 
nausea, While taking the drug the patient said 
that he felt stronger but was much bothered by the 
nausea, The temperature, which had never before 
been normal for twenty-four hours in hospital, fell 
to 97° F. within twelve hours of beginning treatment 
with the drug,; but within two days of discontinuing 
the drug the temperature began to rise again. It 
was then decided to try the effect of much smaller 
doses, and 1 g. daily was given for seven days without 
effect on the temperature ; 2 g. daily was next given, 
and the temperature slowly fell to 98° F. and remained 
at this level while treatment was continued. The 
patient soon objected again, and the preparation had 
to be discontinued. The temperature at once rose, 
and remained swinging to 101° F. until death three 
weeks later. A post-mortem examination was not 
obtained. On Oct. 24th, immediately after with- 
drawal of M. & B. 693, a second blood culture 
readily grew Str. viridans, 

CasE 2,—Female, aged 39, first seen in July, 1938, 
having been diagnosed elsewhere as subacute bacterial 
endocarditis. Repeated blood culture had always 
given a pure growth of Str. viridans, She had had 
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two attacks of acute rheumatism at the ages of 
8 and 20 and mitral disease had been detected after 
the first attack. She complained of lassitude and 
exhaustion following a septic abortion twelve months 
penny, She was admitted to the Stanley 
{ospital in October, 1938. 

She was an intelligent woman, with obvious mitral 
stenosis and aortic regurgitation. The spleen was 
just palpable, and she was running a constant swing- 
ing temperature up to 101° F. She had noticed 
cutaneous petechi# on many occasions and showed 


repeated crops of Osler’s nodes while under 
observation. 
Blood examination on Nov. 14th showed a 


leucocytosis of 12,000, with a moderate hypochromic 
anzemia, and culture grew a very heavy growth of 
Str. viridans, She was in the middle of a course of 
weekly injections of an autogenous streptococcal 
vaccine, and this was not interrupted. On Nov, 14th 
M. & B. 693 was started, 5 g. daily being given for 
ten days, followed by 1-5 g. daily for a further week. 
While she was taking the drug the temperature fell 
to 99° F,. and remained at this figure, and an Osler 
node developed, 

A further blood culture was taken on Nov, 24th 
and still grew Str. viridans. An unexpected finding 
was the isolation of hemolytic streptococci from the 
urine. She left hospital a fortnight later, very weak, 
but otherwise much the same. 
COMMENTS 

Both the above cases have been described in some 
detail to show their response to M. & B. 693. Both 
reacted in much the same manner. When adequate 
dosage was given the temperature and pulse invari- 
ably fell, and this effect could be repeated by a second 
administration of the drug. The dosage required to 
lower the temperature is probably less than that 
usually given, the pyrexia in the first case being 
controlled by 2 g. of M. & B. 693 in the twenty-four 
hours. The profound fall in temperature that can 
be produced by large doses, such as 4-6 g. in the 
twenty-four hours—in Case 1 the temperature remained 
at 97° F. for three days—makes one wonder whether 
some temperature-reducing mechanism may not be 
at work other than the mere destruction of organisms. 
The fall in temperature is at least in part presumably 
due to a sterilising of the blood stream, though there 
is as yet no certain proof of this. Obviously the 
ideal investigation which must be undertaken is daily 
blood cultures while the patient is apyrexial under the 
influence of the drug. As the dosage of M. & B. 693 
was reduced in the above cases, the temperature 
slowly rose, but it did not reach its former heights 
until the drug was practically stopped. It would 
be attractive to assume that there is partial sterilisa- 
tion of the blood, but not of the primary focus of 
infection, the endocardium. It is really asking too 
much even of such a powerful therapeutic agent as 
M. & B. 693 to expect it to reach the depths of the 
endocardial vegetations, and it does not seem probable 
that prolonged administration of the drug, even if 
tolerated, will be any more likely to effect a permanent 
eure. It seems that the mechanical problem of the 
locked up streptococci is still the stumbling-block 
of treatment. M. & B. 693 is none the less, as far 
as I am aware, the only drug which has ever been 
known definitely to reduce the temperature and 
temporarily to improve the clinical condition in 
subacute bacterial endocarditis. 

I am indebted to Dr. Leslie Cunningham, honorary 
physician to Birkenhead General Hospital, for 
permission to see and treat Case 1. 
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PERICARDITIS 
ASSOCIATED WITH R-T DEVIATION 
WITHOUT TAMPONADE 


By ANDREW Mortanp, M.D. Lond., M.R.C.P. 
ASSISTANT PHYSICIAN, UNIVERSITY COLLEGE HOSPITAL ; 
CONSULTING THORACIC PHYSICIAN, LONDON 
COUNTY COUNCIL; AND 
JOHN OsBoRNE, M.B. Sydney, M.R.C.P. 


ASSISTANT MEDICAL OFFICER, 8T. MARY ABBOTS HOSPITAL 


(From St. Mary Abbots Hospital, London County 
Council) 


THE electrocardiographic change characterised by 
R-T deviation is now well established. Smith (1918) 
first drew attention to it in experimental ligation 
of the coronary artery. Pardee (1925) in America, 
and Parkinson and Bedford (1928) in this country, 
drew attention to its clinical significance in cardiac 
infarction. Shortly afterwards attention was drawn 


to the same change associated with a rheumatic 
pericardial effusion by Porte and Pardee (1929). 


Fie. 1—Electrocardiogram 13 days after 
showing classical R-T deviation, including lead II. 


operation, 


Fic. 2—Electrocardiogram 17 days after operation, 
showing same curve with diminished voltage. 


Experimental work showed that very similar curves 
were produced by pericardial tamponade, the degree 
of deviation varying directly with the degree of 
intrapericardial pressure (Katz, Feil, and Scott 1929, 
Bay, Gordon, and Adams 1933, Katz and Wallace 
1931). Following this work Harvey and Scott (1932) 
published findings in a case of pericarditis with 
paracentesis and pericardiotomy, in which the curves 
behaved in the same way as in the experimental 
work—i.e., paracentesis diminished the R—T deviation. 

All this work tends to prove that in pericardial 
effusion the deviation depends on the increased intra- 
pericardial pressure. Recently attention has been 
drawn to the significance of the R—-T deviation in 
lead II in pericardial effusions and hemopericardium, 
suggesting again that a tamponade effect is responsible 
(Wood 1937). The following case seems to establish 
that the same tracings can be obtained without 
tamponade under clinical conditions. 


CASE RECORD 


A woman of 30 had a left pneumonectomy for 
infected unilateral congenital cystic disease of the 
lung. During the operation, while the adherent 
lung was being separated from the pericardium just 
in front of the root, the pericardium was opened for 
a distance of 14 in. This was oversewn with catgut. 

The post-operative condition was uneventful until 
the ninth day, when the patient suddenly collapsed 
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with tachycardia, shock, and cyanosis. On the 
thirteenth day a loud splashing sound was heard, 
synchronous with systole, indicating that a hydro- 
pneumopericardium was present. A tracing at this 
time (Fig. 1) showed the classical R-T deviation, 
including lead II, which has been described by other 
observers (Wood 1937). Tracings four days later 
(Fig. 2) showed the same curve with diminished 
voltage. 

On the fourteenth day pericardiotomy was per- 
formed. When the pericardium was opened, there 
was an offensive odour, the normal sheen of the 
visceral pericardium was lost, owing to a deposit 
of fibrin, and the myocardium was very soft. Direct 
swabs showed many organisms, and cultures grew 
hemolytic streptococci. Sections of the pericardium 
taken showed “inflammation and necrosis of con- 
nective tissue with an inflammatory exudate in 
which were large numbers of Gram-positive cocci 
(possibly pneumococci).”’ 


Four days later the patient died, and a post-mortem 


showed the typical bread-and-butter appearance of 
a suppurative pericarditis, The opening originally 
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At a meeting of this society in London on Dec. 19th 
a discussion on 


Sneezing 


was opened by Dr. GerorGe Rippocn. Sneezing, 
he said, was a form of reflex activity, the main purpose 
of which was to clear the nose of irritating substances. 
If not repeated too often the act was distinctly 
pleasurable and gave rise to a transient sense of 
well-being. Although the voluntary muscles were 
employed, the reflex nature of the act was shown 
by the fact that it was preserved in the decerebrate 
animal. The reflex was based on two mechanisms— 
the nasal and the respiratory. When one took a 
pinch of snuff the stimulation of the receptors of 
the nose invoked impulses which passed by the 
afferent nerves to the medulla. 

The immediate result of the sneeze reflex was either 
a single energetic inspiration or a jerky inspiration 
through the open mouth or dilated nostrils. The air 
was then actively expired through the nose and 
usually to some extent through the mouth. The 
noise was produced during the inspiration and by the 
forcing of air through the nose and throat on active 
expiration. The nose-clearing purpose of sneezing 
was less obvious when it was due to causes which 
did not affect the mucous membrane. Thus a 
draught of cold air applied to the body, especially 
the head, neck, or ankles, might cause sneezing. 
Cool air was probably the explanation of the morning 
sneeze when getting out of bed. A well-recognised 
group of people were especially liable to paroxysmal 
sneezing. This was a constitutional disorder and 
strongly inherited, and such people seemed less liable 
to serious illness. The mechanism by which the 
sneeze reflex was excited by extranasal forms of 
stimulation was not fully known. 

Mr. C. Hampien-THomas said that pressure on 
the columna, acting as a more powerful stimulus, 
might avert a sneeze, and cocainisation of the spheno- 
palatine ganglion would stop a sneezing attack. In 
a person who was not a chronic sufferer the mucous 
membrane of the middle turbinate was red and 
engorged, and bled easily when touched. A similar 


oversewn at t the oqusetion Was open and had been the 
source of entry of pyogenic organisms from the 
infected pleural cavity into the pericardium, 

There was very little fluid in the pericardium either 
at the time of the pericardiotomy or at the post- 
mortem, which suggested that there was no increased 
intrapericardial pressure, and that there was good 
free drainage between the pericardium and the 
thorax, 


We wish to thank Sir Frederick Menzies, 
officer of health for the County 
permission to publish this case. 


medical 
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state of the was ntly found, espec 
in the region of the tubercles. In the more chronic 
type the mucous membrane looked comparatively 
healthy, but the anterior ends of the middle turbinates 
were slightly edematous. Often the middle turbinate 
was enlarged and cellular, and was pressing against 
the septum, A later stage was accompanied by 
polypus formation without any general hypertrophy 
of the nasal mucosa, These types were usually 
infective in origin, with underlying disease, and 
removal of polypi was likely to be beneficial. In 
the hay-fever type the septal tubercles were 
particularly enlarged and covered with thickened 
mucous membrane, but except for removal of any 
mobile and obstructive polypi, extensive attack 
on them was useless and even harmful. Any con- 
current sinus suppuration should be treated by 
improving drainage with the minimum amount of 
surgical trauma. 

General treatment was as important as local, and 
the less surgical interference there was the better. 
Exercise and stimulating massage, especially of the 
neck muscles and abdomen, were helpful in the vaso- 
motor type. Intramuscular injections of calcium and 
diathermy to the sinuses were also useful. Drugs such 
as local anesthetics and ephedrine gave temporary 
relief but were harmful if continued. Cauterisation 
of the septal tubercles and ionisation, by diminishing 
the sensitivity of the area, acted well, and in hay- 
fever the effect often lasted the year, but the result 
was not permanent. 

Dr. Georeg, Bray described five groups of causes 
of sneezing. Inhalants included pollens, dusts, 
feathers and down, animal and insect emanations, 
orris root, and moulds and fungi and their spores. 
He mentioned the case of a girl who was affected 
by eating peppermint creams which were found to 
contain orris root, and said that tomato growers 
got terrific attacks of sneezing through the spores 
thrown off by fungi growing on the plants. Ingestant 
causes included certain foods, alcohol, and aspirin. 
Sneezing, running of the eyes, and asthma could 
result from reactions to serum, an overdose of 
desensitising solution or vaccine, and from insect 
bites and stings. Patients might be sensitive to 
certain bacteria but such sensitivity was not specific. 
In infections the patient had attacks because he 
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was put to bed more in contact with down and dust, 
and his resistance was lowered. Cold air, smells, 
and petrol and tobacco fumes could act as contact 
causes, 

Sir Joun Werr referred to emanations from horses, 
and mentioned the case of a woman who had no 
attack for ten years, but the condition recurred when 
she cut up an old riding habit. —Dr. ALIsTAIR 
McGreGor said that a man with a persistent hiccough, 
which nothing could stop, was cured when he sneezed 
= being given a pinch of snuff and “a dig in the 
ribs.” 


MEDICAL SOCIETY OF INDIVIDUAL 
PSYCHOLOGY 


At a meeting of this society held on Dec. 8th, with 
Dr. H. C. Squires in the chair, a paper on 


The Infectious Quality of Neurosis 


was read by Dr. Ernet Dvuxkes. In assessing the 
factors contributing to neurosis in childhood, she 
said, heredity and constitution must first be taken 
into account. Even where the material and personal 
environment appeared to be all that could humanly 
be expected ; where the marital relationships between 
the parents and their mutual management of the 
family were good ; and where the other children were 
normal in every way, it was sometimes found that 
one child was neurotic. Anyone who had had much 
experience of newly born infants was acutely aware 
of their differing individuality from the first moment 
of life and particularly their idiosyncrasies of behaviour 
on first being put to the breast. Character could 
almost be foretold by the knowledgeable, and mothers 
of large families would recall how differently each 
child reacted to the problems of feeding and nurture 
from its earliest days and onwards. The reception 
of all phenomena would be coloured or distorted by 
the interpretation the child made to himself of his 
early experiences. Conflicts then might arise and, 
however wise Authority might be, and however 


Cardiovascular Disease in General Practice 
By Terence East, D.M. Oxon., F.R.C.P., Physician 


in charge of Cardiological Department, King’s 
College Hospital. London: H. K. Lewis and Co. 
1938. Pp. 206. 10s. 6d. 


Ir is not by chance that we owe our most valuable 
eardiac drug to Withering and our present con- 
ceptions of heart disease to Mackenzie—both at one 
time general practitioners. For the care and treat- 
ment of cardiac disease is for the most part the 
concern of the practitioner, and in writing this book 
the author has tried to keep in mind and meet the 
difficulties commonly met with in general practice. 
Much of the recent work on the cardiovascular 
system has little of direct interest to the practitioner, 
for it is of more use to him to be able to assess the 
importance of a mitral systolic murmur than the 
importance of a notched Q RS in the fourth lead of 
the electrocardiogram. This point of view has been 
fairly met by Dr. East, but he has done more than 
that in basing his remarks on the newer and more 
physiological conceptions of heart disease. The 
scheme he suggests for the clinical examination of 
cardiac patients should be of real use if the doctor 
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stable the environment, unless the child could success- 
fully correlate his experiences and resolve his own 
emotional conflicts, he was bound to suffer. 

There were, on the other hand, children who 
appeared to have inherited such psychological 
tendencies to stability that nothing—not even the 
most unstable environment—seemed to upset their 
serenity. These children were not necessarily stupid 
or dull. Many, on the contrary, were gifted indi- 
viduals, often lively and possessed of a good sense 
of humour, besides the capacity for getting on well 
with others. 

Nevertheless the most important factor of the 
early normal development of childhood was a sense 
of security in the fundamental relationships of life. 
So often in cases of neurosis in children was it found 
that one or more of the parents or close attendants 
suffered from neurotic complaints that the illness 
of the child seemed almost like an infection. Some- 
times the symptoms were alike, but more often they 
differed, for a child’s reaction was different from 
that of an adult. This reaction was often uncon- 
sciously dramatised in play-therapy analysis. Hence 
the importance of family and environmental histories 
and the frequent necessity of treating some other 
member of the family as well as the child. 

In this earliest period of life the child, though a 
highly potentised individual, lived largely in the 
unconscious. Life for him was chiefly that of 
affectivity, and whatever happened in the unconscious 
as well as in the conscious mind of his parent was 
bound to have great influence on his emotional 
development, because of his close psychic connexion 
with the parent. Young children understood life 
chiefly through their sensations and their intuitions 
and they knew intuitively when the conduct of 
the nearest adults was based on fears, inhibitions, 
and repressions. They reacted not only to the 
adults’ words and actions but to their unconscious 
motivations. Children might be brought up in very 
restricted and poor conditions, yet if from their early 
days they intuited the unconscious “ goodness ” 
and emotional stability of their parents, all might 
be well with them also. 


is not content with labelling a patient’s disorder but 
wants to know how and why his heart is failing. 
The practical side of the book is also seen in the 
detailed diet charts and schemes of graduated exer- 
cises for the convalescent cardiac patient. The 
sections on examination for life assurance and that 
on the post-mortem findings in cases of sudden 
death deal with subjects not easy to find discussed 
elsewhere. In two instances Dr. East departs from 
eurrent teaching, when he differentiates between 
failure of the right and left ventricles, and advises 
the use of digitalis for failure with normal rhythm: 
These ideas were discarded years ago in the light of 
new knowledge and now with further knowledge are 
being reaccepted. 

With all its good points the book bears some 
evidence of hasty revision. The practitioner is 
unlikely to be concerned with the latent heart-block 
which may shift a presystolic murmur to mid- 
diastole (p. 13), and even his practised finger will 
have difficulty in recognising the combination of a 
collapsing and anacrotic pulse (p. 15), or the dicrotic 
pulse which indicates a poor tone of the arterioles 
(p. 16). The space devoted to lesions of the tricuspid 
valve might have been put to better use for some- 
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thing of more practical value. The author regards 
the measurement of the circulation time as a clinical 
method of measuring the degree of heart failure ; in 
other hands the ether method has given more know- 
ledge about the sensitiveness of the lining of the 
veins and the ease of producing thrombosis in them. 
All in all, however, the author has adequately met the 
need for a modern, practical, and inexpensive book 
on heart disease. 


Progressive Relaxation 
Second edition. By Epmunp Jacosson, M.D., 


Laboratory for Clinical Physiology, Chicago. 
London: Cambridge University Press. 1938. 
Pp. 494. 22s. 6d. 


AN increasing number of physicians and psycho- 
legists are becoming aware of the importance of 
educating patients who suffer from functional nervous 
disorders in methods of muscular relaxation. This 
may be merely an adjunct to psychological treat- 
ment, but it is often an essential part of the treatment 
of symptoms which originate in exaggerated tension 
either of striped or of unstriped muscles. A new 
edition of Dr. Jacobson’s book will therefore be 
welcome. As readers of the earlier edition know 
it is an attempt to place the technique of progressive 
muscular relaxation upon a sound physiological basis. 
Dr. Jacobson suggests that it is applicable not only 
to sufferers from the psychoneuroses but also to the 
victims of irritable colon, arterial hypertension, and 
similar conditions. While it is important that a 
method should not be discredited by claiming too 
much for it, the author presents convincing evidence 
that its methods can benefit both esophageal and 
colonic spasm. The Yogis have demonstrated that 
visceral function can be brought under conscious 
control to a much greater extent than the materially 
minded believe, a statement which is the obverse of 
the psycho-physiological platitude that a disordered 
mind leads to disordered visceral function. It is 
somewhat surprising that this potentially fertile field 
has been left so long to the attention of the mystic 
and the huckster. Dr. Jacobson’s book is not only a 
practical manual but areview of the theoretical aspects 
of the subject with a considerable number of references, 


Elementary Anatomy and Physiology 

By James Wai tis, M.D., M.S., F.R.C.S., University 

Reader in Anatomy, Guy’s Hospital Medical School ; 

late Lecturer in Anatomy in the University of 

Durham. London: J. and A. Churebill. 1938. 

Pp. 342. 12s. 6d. 

Tuts book was written with the object of introduc- 
ing the medical student at the outset of his career 
to the real significance of the anatomical facts which 
he must learn, and to the idea of the interdependence 
of structure and function. Several American authors 
have tried to help him to begin his work with the 
right perspective. It is a pleasure to greet a good 
English text-book ; Dr. Whillis covers the ground 
no more effectively but fits in better with our 
traditional methods of teaching. 

It should be noted that the physiology is introduced 
as an adjunct to the anatomy, and the book should 
be used accordingly. In an elementary text-book 
of physiology one would distribute the emphasis 
differently, and this book should not be regarded as 
an introduction to physiology except in so far as it 
makes the student familiar with certain general 
principles and functions. 

The anatomical sections of the book are lucidly 
written and the diagrams are clear and pick out the 
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main essentials for the student. In the physiological 
part compression involves something more than mere 
omission, but there is not much distortion, and when 
the student re-learns the subject in detail he will 
have little to forget. 


Gray’s Anatomy 


Twenty-seventh edition. Edited by T. B. 
JOHNSTON, M.D., Professor of Anatomy in the 
University of London at Guy’s Hospital Medical 
School; assisted by J. M.D., M.S., 
University Reader in Anatomy at the School. 
London: Longmans, Green and Co, 1938. 
Pp. 1536. 465s. 

THE new edition of this great book is worthy of 
its predecessors and the repute of the work. The 
changes introduced in the twenty-sixth edition, which 
we welcomed at the time, have evidently proved 
valuable, and are retained here. X ray photographs 
which appear now for the first time will be a welcome 
innovation to some readers but by no means all, 
for the genus student is conservative. The price of 
the volume has risen to 45s., but good value is given 
for the outlay. There can be no doubt that, if its 
present standard is maintained, ‘‘ Gray ’’ will stand 
at the head of English text-books of anatomy for 
many years to come. 


Modern Anesthetic Practice 

Edited by Sir Humpury Ro.tteston, Bart., 

G.C.V.0., K.C.B., M.D., F.R.C.P., and Aran A. 

Moncrierr, M.D., F.R.C.P. London: Eyre and 

Spottiswoode for the Practitioner. 1938. Pp. 231. 

10s. 6d. 

The third of the Practitioner handbooks fully 
maintains the standard set by its predecessors. 
Except that it does not deal with the elements of 
either the practice or the physiology of anesthesia 
it would make a first-rate text-book, for every 
chapter is written by an acknowledged authority. 
Prof. R. R. Macintosh lays down clearly what can 
and cannot be done with nitrous oxide anesthesia 
alone, and provides a concise description of secondary 
saturation and an exposition of the cause and 
significance of cyanosis. ‘*‘ Those who like to operate 
on a patient with completely relaxed abdomen,” he 
writes, ‘‘ will never do good work under the conditions 
afforded by nitrous oxide, but there are surgeons 
who are so impressed by the good condition of the 
patient after nitrous oxide anesthesia that they are 
willing to put up with difficulties, ...’’ In the chapter on 
the volatile anesthetics, which includes an admirable 
account of the use of ether, Dr. H. W. Featherstone 
alludes to the Vernon Harcourt inhaler as though 
it were still in use; we thought it was now only to 
be seen in collections. Dr. J. K. Hasler expresses 
the modern view that all patients who are operated 
on under spinal anesthesia should have adequate 
premedication. He recommends Omnopon and 
scopolamine an hour and a half and Nembutal an 
hour before operation. The advantage or otherwise 
of the Etherington Wilson technique is not dis- 
cussed, but as Dr. Hasler describes the method in 
giving an alternative technique for abdominal opera- 
tions we may assume that he does not disapprove 
of it. Dr. John Elam discusses anesthesia and 


analgesia in midwifery and sums up his recommenda- 
tions as ‘morphine early in labour, gas and air 
analgesia in the second stage, and gas and oxygen 
analgesia for the small percentage of patients who 
do not respond satisfactorily to gas and air.” 


Dr. 
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Frankis Evans deals with anzsthetics for the child 
and Dr. I. Magill with post-operative care. Local 
methods are discussed, it is suggestive to observe, 
by a surgeon, Mr. W. H. C. Romanis. Chapters on 
dental anesthetics and on the risks of explosion 
complete an interesting and informative book. 


British Mosquitoes 


By J. F. Marsuatr, C.B.E., M.A., F.R.E.S., 
Director, British Mosquito Control Institute, 
Hayling Island, Hants. London : Printed by order 
of the Trustees of the British Museum. 1938. 
Pp. 341.. 20s. 


Dr. W. D. Lang’s “ Handbook of British Mos- 
quitoes,” which was published in 1920, has been 
out of print for some time. Mr. Marshall, whose 
work on the mosquitoes of this country both in 
Hayling Island and elsewhere is justly famous, has 
produced a revision of Lang’s Handbook which 
incorporates so much new material that it is in effect 
a new book, which covers the subject completely. 
It begins with an elementary introduction which 
will enable the beginner to recognise a mosquito 
as such and to appreciate its mode of life at all stages 
of development; it then proceeds to a systematic 
account of the 29 species of mosquito that oceur in 
this country, elaborate and exhaustive enough to 
make possible their identification as adults, larvae, 
and in some cases as eggs and pup. From the stand- 
point of public health, mosquitoes may be important 
simply from the nuisance caused by their irritating 
bites, or as carriers of malaria. There are four 
species of anopheline mosquitoes in this country 
capable of transmitting malaria ; the most important 
of these is Anopheles maculipennis. During the 
past fifteen years it has been recognised that this 
species is made up of a number of races or varieties 
differing in their habits and so in their capacity to 
convey the disease in nature. The former distribution 
of malaria in this country, and the disappearance of 
indigenous malaria during the last sixty years, can 
be explained by the distribution of the varieties in 
question, and by the severing of contact between 
man and mosquito as the result of changed conditions 
of living. In dealing with troublesome culicine 
mosquitoes, which are of more practical importance 
at the present day, the first essential is identification. 
This will give an indication of their probable source 
and so make possible their eradication by eliminating 
their breeding places. All these matters, so far as 
they concern this country, are clearly set forth 
in this book, which is excellently illustrated both 
with technical drawings and coloured plates and 
photographs. 


Pharmaceutical Therapeutics 
With Pharmacology, Posology and 
Second edition. By Expim V. 
Professor of Chemistry, 
of Pharmacy, Boston. London: McGraw-Hill 
Publishing Co. 1938. Pp. 430. 24s. 


Tuis is a text-book of pharmacology and toxicology 
intended primarily for students of pharmacy. The 
author believes that the pharmacist should have a 
fairly complete knowledge of the uses to which drugs 
are put. The only way of limiting counter prescribing 
is either to teach the pharmacist nothing at all about 
the nature of disease or else to give him so full a 
knowledge that he will realise his limitations. The 
author prefers the latter method and his book contains 
much information about therapeutics. The pharma- 
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cist may on occasion have to provide first aid in cases 
of poisoning and toxicology, and this receives detailed 
attention. The book is accurate and up to date, 
and mentions a large number of drugs which are not 
in common use. Its value to pharmaceutical students 
in this country is limited by the fact that the doses 
given are those of the U.S. Pharmacopeia. The 
style of writing is mostly undistinguished and at 
times dreadful. But the volume is unique in its 
scope and makes an excellent book of reference for 
the pharmacist. 


Lehrbuch der Pharmakologie, Toxikologie 
und Arzneiverordnung 

By Dr. med. Emm STARKENSTEIN, Professor of 

Pharmacology and Pharmacognosy in the German 

University of Prague. Leipzig and Vienna: Franz 

Deuticke. 1938. Pp. 758. RM.20. 

In its general arrangement this book follows the 
usual German practice. There is an introductory 
section containing an interesting historical review of 
pharmacology, an especially good article on synergism, 
and ten fundamental therapeutic rules which are very 
sound. In the special part the chapters are arranged 
according to the system on which they mainly act. 
In consequence many drugs receive mention in more 
than one chapter and indeed the description of the 
central actions of atropine are described separately 
from its peripheral effects. This method, which has 
the advantage of emphasising the practical uses to 
which drugs may be put, inevitably entails a certain 
amount of repetition. A better index would have 
mitigated the drawback. The general descriptions of 
the actions and uses of the drugs, however, are full, 
accurate, and up to date, differing surprisingly little 
from the accounts in the best modern American and 
English text-books. In particular toxicology is very 
well done. The scope is wide and the pharmacology 
of the vitamins and ductless glands is briefly but well 
described. A conspicuous feature is the large number 
of chemical formule, rendering it a useful book of 
reference in which to look up the structure of sub- 
stances such as Uleron, Pantocain, and Germanin. 
An excellent diagram illustrates the difference 
between the old and the modern classifications of the 
autonomic nervous system. This is a book of solid 
merit. 


An Introduction to Clinical Perimetry 


Third edition. By H. M. Traquarr, M.D., 

F.R.C.S.E., Ophthalmic Surgeon, Royal Infirmary, 

Edinburgh ; Ophthalmic Surgeon, Chalmers Hos- 

pital, Edinburgh. London: Henry Kimpton. 

1938. Pp. 320. 30s. 

THE text of this book has been carefully revised, 
rearranged, and amplified. Nearly 50 new illustra- 
tions and over 60 new references have been added, 
and the results of recent anatomical researches on 
the visual pathways are outlined and discussed. 

Dr. Traquair keeps the practical aspects of peri- 
metry in the foreground, but does not neglect the 
scientific and academic principles on which it is based. 
He advocates the use of simple methods for the 
elucidation of clinical facts and avoids descriptions of 
elaborate apparatus. He emphasises the importance 
of quantitative perimetry and the significance of 
the changes revealed by this method of examination. 
His book is obviously the outcome of thorough and 
painstaking work in a branch of ophthalmology 
which may provide an essential clue to diagnosis in 
neurological medicine and surgery. We have nothing 
but praise for its style and production. 
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EXPEDIENT BUT UNLAWFUL 


At the Medico-Legal Society’s dinner, reported in 
our last issue, Lord Dawson made aneloquent appeal 
for greater freedom for the medical profession from 
the vague but deterrent shackles of the criminal 
law. Law, he said, has always had relations to the 
community ; medicine has only recently begun to 
have similar relations. He instanced the man 
who, himself perfectly well, is a carrier of typhoid 
fever. ‘The bacteria reside in his gall-bladder, and 
if he is persuaded to have his gall-bladder removed, 
he is submitting to an operation for the good of 
the community; yet the operation of removal 
may be unlawful wounding. Such examples might 
be multiplied. The uncertain implications of the 
law confuse the problems of sterilising the unfit. 
The line between legal and illegal abortion has 
been drawn with confident firmness by courts and 
text-book writers in the past. But it seemed in 


the Bourne case less definite, when the presiding 
judge gave a not unreasonable interpretation of 
what is permissible. Speaking after Lord Dawson 
on the same evening, Mr. Justice MacNaGHTEN 
insisted that the common law is unchangeable and 
unchanged except in so far as Parliament may see 


fit to alter it. If this means that the principles 
of law are never developed by judicial decisions, 
the statement is incompatible with the progressive 
series of judgments on the legal consequences of 
nervous shock noted in our medico-legal columns 
this week and last. 

In the interests of the patient and the public 
the conditions of medical or surgical treatment 
must often involve some surrender of personal 
rights. The report of a recent Royal Commission 
has suggested that, in Scotland at any rate, the 
progress of mental treatment is needlessly retarded 
by forensic ideas about the liberty of the subject. 
In the history of potential assault the old con- 
troversies over compulsory vaccination are familiar. 
To come to more modern aspects, Parliament is 
now being invited to authorise the taking of 
blood tests in paternity disputes. Examination of 
the blood of motorists charged with driving while 
under the influence of drink provides another 
analogy. Lately the Croydon litigation raised the 
issue whether men employed in well-sinking or 
similar work should not be tested in respect of their 
tendency to spread infection. Has not the time 
come for a general review of the legal restrictions 
upon the practice of preventive medicine and 
surgery ? 

The root of the trouble for surgeons, we suspect, 
is the paulo-post-diluvian law of mayhem. In 
feudal times when military tenure was a visible 
symptom of the duty of bearing arms in the 
following of overlord or king, a maim was naturally 
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a national crime. It meant any wound or corporeal 
hurt whereby a man lost the use of a member 
proper for his defence in fight—‘as if a man’s 
skull be broke or any bone broken in any other 
part of the body, a foot, hand, finger or joint of a 
foot or any member be cut off, if by any wound 
the sinews be made to shrink, or where anyone is 
castrated, or if an eye be put out or any foretooth 
broken.” The cutting off of ear or nose, or the 
knocking out of a back tooth, was not a maim 
but a mere disfigurement—a distinction which 
survives in Section 18 of the Offences against the 
Persons Act of 1861. Everyone, said Sir James 
FitzsJaAMES STEPHEN, has a right to consent to 
the infliction upon himself of bodily harm not 
amounting to a maim. Conversely consent can 
never, in legal theory, make lawful an operation 
which amounts to maiming. According to Coke’s 
Institutes a man who maims himself ‘“ that he 
may have the more colour to beg ”’ can be indicted 
and fined. Mutilation to avoid military service is 
plainly an offence which the State cannot overlook. 
The codes which govern the discipline of our 
armed forces make specific provision against it. 
But the oddities of the law of maiming, lurking in 
ancient dicta to which modern judges may still 
have to pay respect, have nowadays nothing but 
a nuisance value. The nice distinction between 
injury to front and back teeth, possibly still of 
importance when it was part of the common 
soldier’s drill to bite cartridges, is now merely 
farcical. It seems absurd, remarked STEPHEN, to 
say that, if A gets a dentist to pull out a front 
tooth because, though not diseased, it is unsightly, 
A and the dentist both commit a misdemeanour. 
The law may be left to wrangle over the difference 
between maiming and disfigurement. Some definite 
restrictions on the indiscriminate termination of 
pregnancies must doubtless still stand though even 
here the legal uncertainty is notorious. When 
full weight is given to these considerations it 
should now be made clear that whatever is done 
with the patient’s consent and in accordance with 
the proper standards of medical and surgical 
practice can no longer be a crime. 


IS LOBAR PNEUMONIA INFECTIOUS ? 


Most practitioners and hospital administrators 
would probably deny that lobar pneumonia is 
ever infectious, though some might admit the 
possibility of odd instances of contact-infection. 
Such instances may be and have been converted to 
practical certainties by proving the type-identity 
of the infecting pneumococcus in primary and 
secondary cases. Yet most attacks of lobar 
pneumonia seem to appear out of the blue with no 
apparent connexion with another case. The same, 
of course, is true of other undoubtedly infectious 
diseases—for example, poliomyelitis and cerebro- 
spinal fever—in which the contact carrier is 
blamed for the dissemination of infection. But in 
pneumonia the epidemiologist is again baulked, for 
it is rare to find carriers of the common infecting 
types of pneumococcus (I and IT) among samples 
of the general population. That both convalescent 
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and contact carriers of these “epidemic” types 
do exist has been clearly demonstrated by 
CRUICKSHANK, who in his Milroy lectures? has 
suggested that the epidemiology of lobar pneu- 
monia may prove to be similar to that of cerebro- 
spinal fever. 

The difficulty with pneumonia is that because it 
is an endemic infection with many types of infecting 
pneumococci its mode of spread in an urban 
community is almost impossible to trace. Several 
recent studies of outbreaks in institutions and 
isolated communities, however, have shed much 
light on its epidemiology. Smrmi1e? has recorded 
a localised epidemic of Type II pneumococcus 
pneumonia in a veterans’ hospital which began in 
March, died out in the summer months, and flared 
up again in the autumn. In an attempt to trace 
the possible sources of infection, nasopharyngeal 
swabs were taken from all the inmates and 
attendants in the ward where seven cases of 
pneumonia had occurred within two months, 
and, as a control, similar swabs were taken 
in an uninfected and quite separate ward. 
Random samples were taken from other wards. 
Among 83 persons examined in the infécted ward 
17 carriers of Type II pneumococcus were dis- 
covered, and 4 carriers were found in a contiguous 
ward which had no pneumonia cases, while the 
cultures from the control ward were all negative. 
Thus in a more or less closed community, where 
clinical cases of pneumonia due to the same type 
of pmeumococcus were cropping up, a carrier- 
incidence of 20 per cent. presented features similar 
to those in an outbreak of cerebro-spinal fever. 
The carrier-state was usually only temporary, but 
six men remained carriers for more than six 
months and were obviously responsible for the 
fresh outbreak in the autumn. SMILLIE also 
records isolated instances of a carrier directly 
infecting a patient or attendant. Another epidemic 
of pneumococcus infection, recently described by 
Gitman and Anperson,’ affected a village com- 
munity in the western part of Massachusetts. The 
infecting organism was the Type I pneumococcus, 
and the clinical cases, which were mostly school- 
children, included a high proportion of middle-ear 
infections either associated with or independent of 
lobar pneumonia. As a result of careful field 
investigations and the wholesale swabbing of 
throats, the authors concluded that the infection 
was being spread by adult carriers, all of whom 
were employed in a mill manufacturing cotton 
gauze. 

These investigations seem to establish the réle 
of the “healthy” carrier in the spread of lobar 
pneumonia and help to explain the apparently 
isolated cases which arise in a household or insti- 
tution. The failure of various workers to detect 
carriers of the epidemic pneumococcus types among 
the general community may be due to the selection 
of samples from occupations in which pneumonia 
is uncommon, for many years ago § SDaNOTROKER 


1 Cruickshank, R., Lancet, 1933, 1, 621 
* Smillie, W. G., "Amer. J. H 1936 24, 522. 


* Gilman, B. B., and Anderson, 6. W. , Ibid, November, 1938, 
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and Sutton found a carrier-rate of 12 per cent. 
of Types I and II pneumococci among the Bethlem 
steel workers, in whom pneumonia is more than 
ordinarily prevalent. These studies also illustrate 
that much may be learnt about the epidemiology 
of a disease from a thorough investigation of out- 
breaks in villages or institutions, where the variables 
are almost as few as those demanded by the 
experimental epidemiologist. 


CONTRASTS IN MORTALITY 


Ir is well known that relatively wide differences 
exist in the incidence of mortality in this country 
both upon persons of different social classes and 
of different areas of residence. Attention is 
repeatedly drawn to such facts in the annual 
reports and decennial supplements of the Registrar- 
General. For instance, to quote but one or two of 
the many examples scattered through his tables, 
the recently published supplement on occupational 
mortality * shows that in 1930-32 the mortality- 
rate of males of social class I (professional workers, 
&c.) was 2-88 per 1000 at ages 25-35, and of married 
women of the same class 2-22 per 1000. In social 
class V (unskilled workers) the rates were 3-74 
and 3-71, or 30 and 67 per cent. higher. At ages 
35-45 the corresponding rates were 4-39 and 3-32 
against 6-67 and 5-07, an excess of approximately 
50 per cent. for both men and married women of 
the lower social class. As an example of the 
experience of a particular occupational group may 
be cited the mortality of the infants of coal hewers 
and getters. In 1930-32 their infant mortality- 
rate was 82 per 1000 and their death-rate in the 
second year of life 22-6 per 1000. The correspond- 
ing rates in social class III, with which they may 
be appropriately compared, were only 58 and 12-6. 
Infant mortality shows similarly wide variations 
between different regions of the country. In 1936, 
for instance, there were 59 deaths per 1000 live 
births in England and Wales as a whole; in the 
South-East (excluding Greater London) the number 
was only 45, in Durham and Northumberland it 
was 74, and in Wales it was 62. The rate in the 
county boroughs was nearly 25 per cent. above the 
rate in the rural districts. The predominant causes 
of deaths determining these local variations are 
bronchitis and pneumonia, premature birth, and 
diarrhea. 

That equally wide differences exist within a 
more limited area is emphasised in the last report 
of the chief medical officer of the Ministry of 
Health in a section contributed by Braprorp Hii. 
and B. M. Rao of the London School of Hygiene 
and Tropical Medicine. Taking the county 
boroughs of four northern counties—Durham, 
Northumberland, Yorkshire, and Lancashire— 
they related the populations aged 1-2 and 2-5 
recorded at the census of 1931 to the annual 
average of the deaths occurring in the five years 
1929-33. At ages 1- 2 mortality ranged in the 


sydenstricker, Vv. P. W., and Sutton, A. C., Bull. 
Hopk. Hosp. 1917 28, Big. 
Lancet, Oct. 15th, 1938, 


* Annual Report of the C.M.O. of the Riinietry of Health for 
the Year 1937, pp. 23-29. 
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towns of Durham and Northumberland from 37 per 
1000 in the county borough of Sunderland to half 
that figure, 18-5 per 1000, in Darlington. In 
Yorkshire and Lancashire even more striking 
differences are noted; the rates of mortality in 
this second year of life range from 38 per 1000 in 
Middlesbrough to 11-12 in Doncaster and Hudders- 
field, and from 35-36 in Wigan and Liverpool to 
11-12 in Blackpool and Barrow and only 8 in 
Southport. In other words the towns with the 
worst records had rates at least three times as 
high as the rates in the towns with the best 
records. Differences of nearly the same order 
occur at ages 2-5. The boroughs with the worst 
experience have rates of 9-10 per 1000, while 
those with the best experience have rates of 4-5, 
or only half as high. These differences are closely 
associated with the proportion of the population 
living more than 2 per room, and the common 
infectious diseases, respiratory causes, and digestive 
diseases all react unfavourably as this proportion 
increases. It is impossible to believe, the authors 
conclude, that such great differences in the mor- 
tality of early childhood are not, at the very least 
in part, preventable through improvements in the 
general standards of life, and they quote with 
approval the similar conclusion of the Registrar- 
General that “it ought to be possible to reduce 
the death-rate from these causes at 1-5 years 
very substantially by continued attention to the 
more remediable factors such as housing and 
nutrition in the areas where the rate is at present 
excessive.” 

The same conclusions are drawn very much 
more forcibly, though sometimes on less unassailable 
statistical evidence, in a book recently published 
by Mr. RicHarp Titmuss to which Lord HorpEeR 
contributes a foreword.* Tirmuss rightly empha- 
sises that the great improvements in the physical 
condition of the nation and the great reductions 
in the death-rate that have taken place in the last 
half-century must not blind, us to the fact that 
* judged on the higher standard achieved in some 
districts and areas, we have travelled but a small 
part of the way towards perfection.” As regards 
mortality the most favourable figures to-day are 
those of the South-Eastern section of the country 
and these he contrasts with those of Wales and 
the northern counties of England. For instance, 
there were in 1936 2160 more stillbirths in the 
northern counties and 801 more in Wales than 
would have occurred if the south-eastern rate had 
prevailed in those areas. Infant mortality in the 
same year was 50 per cent. in excess of the 
“standard ” in the north, 38 per cent. in excess 
in Wales; the corresponding excesses were 58 
and 36 per cent. at ages 0-4 years, 48 and 14 at 
5-14, 31 and 55 at 15-24, 23 and 49 at 25-34, 
and roughly 30-40 per cent. in both areas in all 
the age-groups from 35 to 75. To these sub- 
stantially higher death-rates in the northern and 
Welsh counties bronchitis, pneumonia, and other 


? Registrar-General’s Statistical Review. Text. 1935. 


® Poverty and Population : A Factual Study of Contemporary 
co Waste. London: Macmillan and Co. 1938. Pp. 320. 
8. . 
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respiratory disease is a heavy contributor in the 
first few years of life, tuberculosis in adolescence 
and early adult life, and deaths attributed to heart 
disease from age 35 upwards. Tuberculosis is a 
disease that has been shown repeatedly to be 
closely associated with indices of poverty and we 
may quote one more of TITMUSs’s many com- 
parisons. In 1931-35 he finds that the death-rate 
from phthisis of females aged 15-35 was about 
70 per cent. of the national rate in the urban 
districts of Surrey and Hertfordshire, about 
130 per cent. in the urban districts of Durham 
and Northumberland, and about 170 per cent. in 
the urban districts of Glamorgan and Monmouth- 
shire. 

It cannot, of course, be maintained that there 
is one simple factor underlying these high death- 
rates. As F. J. H. Courts points out,® we have 
to consider the possible effects of such factors as 
climate, race (the influence of which, however, he 
doubts), occupation, overcrowding, nutrition, migra- 
tion, and, in rural Wales, the reluctance of the 
patient to leave home for hospital. Tirmuss, on 
the other hand, maintains that all the differences 
that his figures reveal between the mortality 
indices of the south-east and those of the northern 
and Welsh counties are the product of intense 
poverty on a considerable and widespread scale. 
While it is legitimate to question so sweeping a 
conclusion—both in general and with regard to 
particular causes of death—as well as some of the 
evidence he cites in favour of an increased death- 
rate in the years of economic depression,!® there 


can be no doubt at all that much of this early 
mortality is preventable in the wide sense of the 
word, and would not occur if a generally higher 
standard of living and care could be made to 


prevail. Faced with an ageing and, shortly, 
declining population, any such waste of life in 
childhood, adolescence, and the early adult years 
is clearly a problem not only of common humanity 
but of national concern. 


® Brit. med. J. Oct. 22nd, 1938, suppl. p. 257. 
1 See Lancet, Nov. 19th, 1938, p. 1182 
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From a lecture by Mr. G. T. HAYDEN of Dublin. 


Believe me, the road to the Temple of Medicine is 
a series of rough and rugged ascents, truly an up-hill 
course,—a long’ and weary way, beset with mists, meteors, 
and mischances, 

The result of statistical tables of the length of life of 
the members of each profession, indicates that medical 
pursuits and practice tend to shorten the natural period 
of existence more than the duties of any other professional 
calling. How can it be otherwise ? 

You have viewed the student in the dissecting-room, 
surrounded by objects loathsome in the extreme, you have 
followed him to the hospital, and have witnessed the 
heart-rending scenes of suffering to which human nature 
is heir, both there, and in the everyday walk of life. Next, 
you see him in the study, wasting his health over the 
midnight lamp; or undertaking his labours long before 
the sun has risen to dispel the darkness and gloom of the 
night; lastly, you see him, pale, wan, and anxious, 
presenting himself as a candidate for a degree or diploma. 
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ANNOTATIONS 


X RAY THERAPY FOR TOXIC GOITRE 


Tue treatment of toxic goitre with X rays has, 
like other non-operative methods, been largely 
superseded by surgery, which has been much safer 
since the value of pre-operative iodine was discovered 
in 1923. For the older patient, who usually has a 
nodular goitre and is liable to cardiac complications, 
subtotal thyroidectomy gives excellent results and 
carries a very low risk. X ray therapy for this type 
is now generally considered ineffective, but Newman 
and Garland ! report success in 28 cases treated with 
X rays and iodine. The average age was fifty, 
some form of organic heart disease was present in 
all but 4, and 11 had auricular fibrillation (paroxysmal 
fibrillation being included under this heading). 
Irradiation was usually given at intervals of 3-7 days, 
with an average of twelve applications, and ‘‘ cure ” 
—indicated by a basal metabolism of not more than 
+10 per cent., a basal pulse-rate of 80 or less, and 
an increase in weight to near the former average— 
is reported for 17 (60 per cent.) of the cases. The 
exact length of time required to obtain these results 
is not clear, though it always exceeded a year; but 
some improvement was usually seen within three 
months. Detailed notes are given of: 2 patients 
only, and neither of these had a clinical goitre—a 
circumstance that is not incompatible with the 
diagnosis but weakens their value as illustrations. 
The observation period varied from two months to 
eight years, with an average of nearly three years. 
The results given are so good that, if they were 
generally confirmed, a considerable decline in opera- 
tions for goitre would undoubtedly ensue; but, if 
so, it is difficult to understand why a form of treat- 
ment which has had an extensive trial in the past 
should have been largely abandoned. Newman and 
Garland claim that X ray therapy has no direct 
mortality, and this is strictly true. But in the 
wrong type of case postponement of operation for a 
course of X ray treatment may result in an avoidable 
fatality. 

Two other recent papers, one by a physician the 
other by a surgeon, do not show radiotherapy in such 
a favourable light. Even assuming that a number of 
untraced patients had done well, Dr. Ian Hill? 
records a satisfactory result in only 49 per cent. of 
irradiated cases as compared with 82 per cent. in the 
same category that were treated by thyroidectomy. 
Even more striking are the figures given by Sir 
Alan Newton in his Listerian oration * based on 450 
thyroidectomies in private practice, for his operative 
mortality was only 0-6 per cent., and complete 
restoration of economic usefulness was attained in 
over 85 per cent. of the 208 cases in which late results 
were known. Newton regards X ray treatment as 
disappointing but thinks it effective in reducing 
the activity of regenerated thyroid tissue after opera- 
tion. No detailed results of irradiation are given, but 
a surgeon who can show so high a proportion of 
successes is unlikely to have much experience of the 
alternative methods available to-day. One objection 
to X ray therapy which has often been raised, but 
which now seems to have been disposed of, is that by 
causing fibrosis around the thyroid gland it increases 
the difficulty of operation if this should later have to 
be undertaken. Hill reports. histological evidence 


1 Newman, W.W., and Garland, L. H., Surg. Gynec. Obstet. 
November, 1938, p. 632. 
* Hill, I. G. W., Edinb. med. J, December, 1938, p. 213. 
* Newton, A., Med. J. Aust. August 20th, 1938, p. 265. 


that no such change takes place, and Newton has not 
observed it at operation. Indeed on this point all 
surgeons appear to agree. 


VITAMIN CONTENT OF COOKED AND CANNED 
FOODS 


In the spring of this year a new table of the vitamin 
content of foodstuffs, compiled by Roscoe and 
Boas Fixsen, was published in Nutrition Abstracts 
and Reviews (vol. 7, No. 4). At the same time a 
table of the vitamin content of cooked foods was 
promised. The promise has now been fulfilled, for 
in the second number of vol. 8 of the same journal 
Mrs. Boas Fixsen has collected all the “satisfactory ” 
values for cooked foodstuffs that she has been able 
to find on record. “ Satisfactory’ is used in the 
same special sense as-in the first set of tables: it 
means values obtained by biological tests carried 
out according to certain strictly defined rules, or by 
chemical tests made according to methods accepted 
as adequate. The tables are accompanied by a 
valuable article in which the effects of cooking 
processes on vitamins are discussed, and generalisa- 
tions are made wherever possible. The reader will 
be immediately struck by the disproportionate 
amount of space devoted to ascorbic acid (vitamin C), 
both in text and tables, but for this there are good 
reasons. Ascorbic acid is affected by cooking 
processes more than any other vitamin, and much 
research has accordingly been necessary to ascertain 
its fate, but more important is the fact that it is 
the only vitamin for which chemical titration has 
been extensively used. The existence of a rapid 
and easy method of estimating vitamin-C content 
has naturally led to the performance of a great 
many more tests than would be possible with the 
cumbersome biological method. 

The tables are necessarily quite incomplete, for 
innumerable materials and methods are involved 
in cooking and canning foods. The attitude of any- 
one using the tables should be that here are indicated 
the kinds of influence that cooking has on the various 
vitamins and the kind of allowance that should be 
made for destruction by any of the processes involved 
in preparation as well as in cooking. No one should 
expect to find a series of exact values that would 
enable the vitamin value of a hot dinner to be 
calculated with an error of + 1 per cent., but he will 
be provided with a short exposition of the processes 
involved in cooking and canning, an account of the 
effects they are likely to have on the vitamin content 
of foods, and a tabulated selection of authentic 
values. Thus armed, no dietitian should go gravely 
wrong. 

One important general principle emerges which 
involves some readjustment of outlook. It is well 
known that the water-soluble vitamins B, and C 
are heat-labile and suffer destruction proportional 
to the temperature and duration of cooking, the 
acidity or alkalinity of the medium, and the oppor- 
tunities for oxidation. It is now clear, however, that 
the losses from this cause are not always as great as 
was supposed; a good deal of the loss formerly 
put down to destruction is actually attributable to 
leakage of the vitamin from the tissues into the water 
in which they are cooked. If, therefore, this fluid 
also is consumed the loss will be considerably reduced. 
This observation applies also to canned products, 
and on the whole the losses of vitamins in canning— 
especially when the container is evacuated and 
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oxygen is on not as great as 
was formerly believed or as was the case with the 
older methods of manufacture. 

The influence of the ascorbic acid oxidase in 
vegetable tissues, and the curious and seemingly 
contradictory behaviour of vitamin C to which its 
presence may apparently give rise, are discussed in 
a particularly useful section. Altogether, no dietitian 
or practical nutrition worker of any kind should be 
without this pamphlet, which can be obtained as a 
reprint separate from the journal. 


TROUBLE AFTER PROCAINE INJECTION AND 
ITS TREATMENT 


UNFAVOURABLE reactions to procaine are fortunately 
rare, but they have occasionally been fatal. The 
possibility of abnormal sensitiveness to this drug 
arising after a previous injection is pointed out by 
Gilman,? who distinguishes several types of reaction. 
The first and commonest is of short duration, follows 
quickly on the injection, and is mainly suggestive of 
circulatory failure. The patient is pale with rapid 
pulse and low blood pressure and he usually recovers 
rapidly on lowering the head and briskly stimulating 
the skin of the face. In another variety of reaction 
the trouble seems to be due chiefly to action of the 
drug on the central nervous system. In _ these 
patients, at a variable period after the administration, 
excitement appears which may go on to delirium, 
convulsions, and respiratory failure. Gilman gives 
details of a typical example in which it was possible 
that the undue sensitiveness was the result of a 
previous injection. In a number of the reported 
fatalities the history of sudden death within a few 
minutes of administration of a small quantity— 
e.g., 1 ¢.cm. Novocain—to a patient who had pre- 
viously tolerated a much higher dose is suggestive 
of sensitisation by the first injection. The patient 
whose case is given recovered completely after 
intravenous administration of sodium phenobarbital 
and artificial respiration for an hour and a half. 
This is the kind of case, rare in anzsthetic 
emergencies, in which a mechanical respirator is of 
real service, and actually a Drinker apparatus was 
used in the saving of this woman’s life. The value 
of barbiturates in combating poisoning by drugs of 
the cocaine type is well proved ; but whether they 
have any prophylactic effect in the same direction 
is not at all certain. 


THE TRANSMISSION OF SKIN SENSITISATION 


Tue route by which a local cutaneous sensitisation 
to a given antigen travels to the rest of the body 
has long been in dispute. There are three 
possible alternatives. First, the antigen may be 
carried by the blood and lymph channels to the 
participating cells throughout the body. Secondly, 
the antigen itself may remain localised at its point 
of entry, and the antibodies there formed may be 
distributed by the blood and lymph channels. Finally, 
the blood and lymph streams may play no part in 
the transference and the sensitisation may be conveyed 
by the intercellular fibrille from one epithelial 
prickle-cell to another. At the suggestion of H. T. 
Schreus, Schreiber and Miller * have made experiments 
with a view to settling the question, and their results 


‘The Vitamin Content of Human Foods as Affected by 
cesses of Cooking and Canning (with tables). By M. A. 
Boas Fixsen, D.Sc. Obtainable from the Imperial Bureau of 
Animal Nutrition, Rowett Institute, ase. 28 
* Gilman, S., New Engl. J. Nov. 24th, 1938, p. 841. 
2 Schreiber, W., and Miiller, W., Derm. Weschr. Nov. 26th, 
1938, p. 1393. 
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may have far-reaching effects on our present con- 
ceptions of allergy as a whole and of eczema in 
particular. Incisions were made in the interscapular 
area of nine guinea-pigs so’as to isolate islets of 
epidermis without interfering with their vascular, 
lymphatic, or nervous connexions with the sub- 
cutaneous tissues. These living epithelial pedicles 
were painted daily with a 5 per cent. solution of 
dinitrochlorbenzene. After 5—7 days, varying with 
the colour (from white to piebald) of the four animals 
selected, a severe eczematous reaction, with erythema, 
vesicles, and crusting, developed in each of the isolated 
areas. The areas had become sensitised to the 
irritant. The reaction of the rest of the skin was 
then tested with a 0-25 per cent. solution of the same 
compound, but even after 8 days there was not the 
slightest tendency to the production of eczema 
in other areas. In other words, a general epidermal 
sensitisation had not taken place. The reverse 
experiment was equally decisive. The five other guinea- 
pigs were universally sensitised to the chemical 
outside the isolated interscapular areas, and it was 
then found that the islands did not respond to applica- 
tions of the weaker solution. If they are confirmed 
these results will certainly be important, for not 
only do they solve the problem of epidermal allergic 
transfer but they also throw light on the nature 
and function of the intercellular ‘“‘ prickles,” the 
meaning of which has puzzled histologists from the 
days of Hebra. 


EXPERIMENTAL HA-MOLYTIC ANAMIA 


EARLIER this year we commented ! on the finding. 
by Dameshek and Schwartz, of isohwmagglutinins 
of the immune-body type in the serum of three cases 
of acute hemolytic anemia. Further experimental 
observations on similar lines are now recorded by the 
same investigators.2 They began by preparing 
anti-guinea-pig hemolytic serum by the injection 
of guinea-pig red cells into rabbits, and they found 
that this serum had all the immunological properties 
of the serum obtained from their patients—i.e., 
it was inactivated by heat, reactivated by the addition 
of complement, made slightly more active by storage 
in the ice-box for several hours and made somewhat 
less active by prolonged storage. It was inactivated 
by incubation with normalserum. After the injection 
of such a hemolytic serum into guinea-pigs an anzemia 
developed, which varied in severity according to the 
amount of serum used. Fulminating hemolytic 
anemia with hemoglobinuria, acute hemolytic 
anemia, and subacute hemolytic anzmia, could be 
produced at will. In the first instance the red cell 
count fell from approximately 5,000,000 per e.mm. 
to 1,000,000 or less, and the animal died. The red 
cells assumed the appearance usually considered 
characteristic gf acholuric jaundice—i.e., the majority 
of the cells became smaller in diameter but greater in 
thickness. In fulminating cases almost all the red 
cells were spherocytes and showed also an increased 
fragility in sodium chloride solutions, which is 
likewise a striking feature in acholuric jaundice. 
In less acute cases there was a more gradual fall in 
red cells and a large number of circulating cells 
were reticulocytes or nucleated cells, though many 
spherocytes were also present. Dameshek and 
Schwartz conclude that spherocytosis, both in these 
guines- pigs and in man, is due to the activity of 


Dameshek, W., and Schwartz, 8. O., 


1 Lancet, 1938, 1, 504; 
Ibid, 1938, 1, 9 913. 

2 Dameshek and Schwartz, Amer. J. med. Sci. December, 
1938, p. 769. 
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they do not the views more 
commonly held that spherocytosis depends on 
abnormal anatomical peculiarities, notably in the 
spleen, or on a disturbed*formation of cells in the bone- 
marrow. If (as they believe) increased fragility 
is a function of increased thickness of the red cell, 
it presumably arises from the same cause. They 
lastly conclude that all hemolytic syndromes are due 
to hzemolysins, possibly of different types and present 
in different amounts, acting slowly in some cases 
and violently in others. The various blood pictures 
of the hemolytic anzemias—viz., anemia, sphero- 
eytosis, increased fragility, and reticulocytosis are, 
they think, probably attributable to the effect of the 
varying activity of hemolysins and are modified by 
the individual’s power to react. 

These observations are certainly stimulating, though 
some of the conclusions appear unduly detinite. 
For instance Cassells has lately shown, in a study 
of red cell fragility in different conditions,’ that cell 


thickness cannot be considered the only factor 
influencing all fragility, so confirming the earlier 
observations of Vaughan,* who showed that 


in acholuric jaundice following splenectomy red cell 
fragility might remain unaltered while spherocytosis 
was lost. Dameshek and Schwartz conclude, however, 
without further discussion, that increased cell fragility 
is a function of cell thickness only. But the production 
of experimental hemolytic anemias so closely 
resembling certain clinical conditions should help 
to clear up this and other important difficulties, 


THE ACTION OF DRUGS ON THE BILE-DUCTS 


Tue influence of drugs on the sphincter of the 
common bile-duct is of practical interest, because 
of the help it may afford in the treatment of biliary 
colic, and of the much more common minor biliary 
pains. The subject was investigated last year at 
the Mayo Clinic,’ by taking pressure readings in a 
T drainage-tube inserted into the common duct 
at operations and by radiography of the bile-duct 
filled with opaque oil. It was found that morphine 
gr. } caused spasm of the sphincter and consequently 
a rise of pressure in and distension of the common 
duct. In patients who were liable to the “ post- 
cholecystectomy syndrome” this dose of morphine 
induced an attack of the pain. Larger doses prevent 
the appreciation of the spasm by centrally depressing 
the sensation of pain, but it was demonstrated that 
they caused an even greater rise of biliary pressure 
which lasted for two hours or more. Morphine is, 
then, fundamentally an undesirable treatment for 
biliary colic. The vasodilators caused a dramatic 
relaxation of the sphincter, both in spontaneous 
spasm and in that produced by morphine. An intra- 
muscular injection of Aminophyllin (a mixture of 
theophylline and ethylene diamine) was more effective 
than amyl nitrite or nitroglycerin. The spasm 
induced by morphine was unaffected by atropine and 
many other drugs that might have been expected to 
be active. Atropine may be incapable of relaxing 
a sphincter already stimulated by morphine, however, 
and yet be effective in preventing spasm or in curing 
spontaneous spasm. Many clinicians think that in 
treating biliary colic it is best to give a full dose of 
atropine a minute or two before giving morphine ; 
further work is now needed to establish this impression 
on a » scientific foundation, or, if it is baseless, to get 


® Cassells, D. A. K., J. Path. Bact. 1938, 47, 603. 
* Vaughan, J. MM, Ibid, 1937, 45, 561. 
®* Walters, W., MeGowan "M., Butsch, W. L., and Knepper, 
P. A., J. Amer. med. ne i937, 109, 1591. 
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rid of it. The application of the 
to the treatment of biliary spasm should bear useful 
fruit in clinical therapy, and they may be found to 
offer an unexceptionable substitute for morphine. 


LAY ANALYSTS AT L.C.C. MENTAL HOSPITALS 


At the request of Dr. Edward Glover, director of 
the Institute of Psycho-analysis, the London County 
Council has given permission for students in training 
at the institute to attend the examination of mental 
patients at St. Bernard’s Hospital, Southall. The 
medical superintendent, Dr. J. B. 8. Lewis, and his 
staff have offered to coéperate in giving these non- 
medical trainees some experience of the major 
psychoses as a background to their more general 
experience. Dr. Lewis has advised that such training 
may help the lay analyst to deal with children in 
need of guidance ; he does not foresee the lay analyst 
playing any substantial part in the treatment of 
advanced mental disorder. The minute of the mental 
hospitals committee makes it clear that the permission 
does not open the way to the employment of lay 
analysts in any capacity at L.C.C. hospitals or in 
after-care work, but the proposal was opposed by 
the medical members of the committee who asked for 
further information about the scope of the work to 
be undertaken and the safeguards to be demanded 
for the protection of the public. 

We find it difficult to see the value to students of 
being present during psycho-analysis of patients 
which cannot be carried on A trois. Furthermore, if 
the exclusion of “‘ advanced mental disorder” was 
intended to open the way for lay analysts to treat 
all other mental disorders, that would mean the 
psychotherapy of cases now undertaken by the 
medically trained psychiatrist. Permission was 
granted in the first instance for one year, with a 
proposal then to review the arrangement. Meanwhile 
thoughtful consideration might be given to the 
question whether the recognition of non-medical 
psychotherapy will or will not benefit the community. 


MIASMATA AND CONTAGIA 


In 1840 Jacob Henle, recently appointed professor 
of anatomy at Ziirich, published a volume of patho- 
logical researches, the first and by far the most 
important paper in the volume being that entitled 
“Von den Miasmen und Kontagien’’; it is this 
paper that Dr. Rosen of Baltimore has now done into 
English. The idea that infectious disease was the 
result of invasion by living particles from outside 
the body was an old doctrine, but at the time at which 
Henle wrote it was not the orthodox opinion of the 
leading medical men of Europe. Henle however had 
arrived at the conclusion that the idea had a sub- 
stantial basis, and had been, as is clear from the paper 
itself, greatly impressed by the discovery three years 
previously of the yeast organism as the cause of the 
fermentation of beer and wine, and even more so by 
the demonstration of the infecting fungus of mus- 
cardine, a contagious disease of the silkworm, by 
Bassi and Audouin. These discoveries had been 
announced in 1837 and 1838, and it is a point of 
interest that Henle should have been so early 
acquainted with researches which were at first sight 
somewhat outside his special sphere. Whether it 
was these discoveries which first convinced him 
of the essential truth of the doctrine of contagia 
animata, or whether, as seems from the contents 


4 Jacob Henle : 
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of the paper more probable, they merely fortified his 
previous opinions, he set to work to prove the truth 
of the hypothesis by means of deductive reasoning 
from ascertained facts. Though he appeals several 
times to the results of direct experiments, these 
results went rather to demonstrate negative proposi- 
tions; yet he was able by an acute analysis of a 
great number of conflicting phenomena to enunciate 
clearly a hypothesis which covered existing know- 
ledge, and to define accurately the conditions which 
would confirm it. Thirty years later Koch, who had 
been one of Henle’s pupils, laid down his famous 
postulates and showed that they were fulfilled by the 
bacterial organisms in certain types of disease. He 
thus demonstrated the truth of his teacher’s deductive 
reasoning, and Henle lived to see his doctrine fully 
established. 

The paper is not very easy reading, and Dr. Rosen 
suggests that the occasional obscurity of language 
is due to the fact that Henle was hampered by the 
want of an accepted scientific terminology, and was 
compelled to resort to lengthy and involved peri- 
phrasis in order to express his novel opinions. That 
may be partly the effect of the language in which he 
wrote. Latin, the medium of earlier medicine, and 
French are probably superior to English or German 
as vehicles of novel ideas; though there have been 
splendid exceptions to the general rule, it remains 
true, we think, that Latin and French are capable of 
greater precision and exactness of phraseology. 


MEMORIAL TO THOMAS LINACRE 


Over 400 years ago there departed from this life 
Thomas Linacre, one of that famous group of scholars 
who were the renown of Renaissance learning, and 
laid the foundations for the brilliant outburst of 
Elizabethan literature. In the present month a 
memorial in his’ honour has been dedicated in the 
church of Old Brampton, near Chesterfield, in the 
county of Derby. Linacre was almost certainly a 
native of Derbyshire, and is believed, though on less 
certain evidence, to have belonged to the family of 
Linacre Hall in the parish of Old Brampton, a house 
which has long ago disappeared, and whose site in 
the parish is not surely ascertained. The new choir 
stalls, the gift of an anonymous benefactor, will serve 
to link Linacre’s name more securely with Old 
Brampton. 

Like many another scholar of his period Linacre 
owed his early training to learned ecclesiastics, and 
appears to have been one of the first Englishmen to 
apply himself to a mastery of Greek. He was 
approaching the age of thirty when he had the 
opportunity of visiting Italy, where he pursued his 
learned studies in Rome, Florence, and Padua, and 
already widely known as a learned scholar proceeded 
to a degree in medicine at that famous university. 
He returned to England and seems to have taught 
in Oxford, but early in the new century came to 
court as tutor to Henry VII’s eldest son. He soon 
became physician to the king, and numbered among 
his patients many of the most distinguished persons of 
the realm. In 1518 at the summit of his fame he 
procured the establishment of the Royal College of 
Physicians, of which he became the first president. 
His other foundations at Oxford and Cambridge were 
established by provision in his will in 1524, the year 
of his death. That at Oxford has undergone many 
vicissitudes and is now surviving in the title of the 
chair of comparative anatomy, but that at St. John’s 
College, Cambridge, has been exalted by a long 


succession of the most illustrious names in English * 


meiltalh ine. Of all the long line of distinguished men 
in the history of medicine there is no name more 
closely associated with the advancement of learning 
than that of Linacre, and this new memorial 
serves to remind us of our lasting debt to the Tudor 
scholar. 


INFERTILITY AND STERILITY 


ANALYSING the examination and treatment of 200 
childless couples, Stein? finds that “ infertility ” is 
commoner than sterility as a cause of childlessness. 
He uses this term to denote lowered fertility in the 
absence of a demonstrable cause of sterility, and in 
this sense it is a relative condition arising from 
characteristics in one or both mates, which in the 
aggregate form a barrier to conception. Of the 200 
childless couples under review, 103 were classified as 
infertile and 97 as sterile, and the husband was 
proved responsible for childlessness in slightly over a 
third of the cases of sterility. In study of the wife 
radiographic methods played a large part, and Stein 
agrees with other observers that these methods are 
incidentally therapeutic ; indeed he often carries out 
a Huhner’s test (examination of semen from the 
vagina) immediately before investigating the patency 
of the tubes, in the belief that any sperms present in 
the uterus will be given a new chance of migrating 
through the oviducts. Treatment of one kind or 
another was followed by pregnancy in nearly half the 
cases of childlessness due to infertility, and in 15 per 
cent. of childlessness due to sterility. Of the surgical 
methods employed in the treatment of the female, 
the most profitable were linear cauterisation of the 
cervix, and lateral cortical wedge-resection of the 
ovaries where these were both polycystic. Stein has 
also performed these wedge-resections, which have 
been tried in this country by Bailey,? in a number 
of unmarried girls, often suffering from amenorrhea ; 
not only was menstruation established, but some of 
them bore children after marriage. Hormone therapy 
seems to have played only a small part in treatment, 
the most useful extract being thyroid. (&strogenic 
preparations were used in the treatment of hypo- 
plasia and, despite little change in the size of the 
uterus, pregnancy sometimes followed. Stein is also 
hopeful about the future utility of gonadotropic 
(pregnant-mare) serum in re-establishing ovulation. 


Mrs. E. M. Lowe, who is to be nominated next 
year chairman of the London County Council, is 
the widow of Dr. George C. Lowe, F.R.C.V.S., who 
was in partnership with Dr. Alfred Salter, M.P., in 
Bermondsey. 


Surgeon Rear- Admiral F. J. Gowans is retiring. 


He has been’in charge of the R.N. Hospital at 
Plymouth for the past three years and he will be 
succeeded in this post by Surgeon Rear-Admiral 
G. F. Syms. 


At the memorial service to Sir Cooper Perry held 
at St. Martin-in-the-Fields on Dec. 22nd a hymn from 
the Latin of Gregory the Great was sung to the tune 
** Vesalius ’’ composed by Cooper Perry. 


THe Duchess of Gloucester has accepted the 
presidency of the West London Hospital in succession 
to the inte Arthur of ( ounsught. 


Stein, I. F., Surg. Obstet. 3 1938, p. 731. 
" Bailey, K. V., see Lancet, 1937, 2, 82. 
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COWPOX INFECTION IN FARMWORKERS 
By J. H. Twiston Davies, M.B. Camb. 


HON. DERMATOLOGIST, ROYAL SUSSEX COUNTY HOSPITAL, 
BRIGHTON 


L. R. Janes, M.B. Camb. 
PATHOLOGIST TO THE HOSPITAL; AND 


A. W. Downie, M.D. Aberd., D.Sc. 


SENIOR FREEDOM RESEARCH FELLOW, LONDON HOSPITAL 


ALTHOUGH cowpox infection of farmworkers is 
not often recorded in this country, this may well be 
because the disease is not usually severe, and may not 
always be recognised. The difficulty of diagnosis, 
moreover, may be increased by the reluctance of 
the patient, for economic reasons, to disclose the 
source of his infection. A case in Berkshire was 
recorded by Cruickshank in 1910, and Green (1908) 
and Reece (1921) have recorded outbreaks in Hert- 
fordshire and Somersetshire. The recent observations 
of Blount (1937) indicate that cowpox in cattle is not 
uncommon in Sussex, and the cases now described 
were seen in that county—on a farm near Brighton 
in September, 1937. 

When the patients were first seen the disease in 
the cattle, which had been responsible for the human 
cases, was on the wane. The history of the outbreak 
is apparently as follows. 

On or about Sept. 7th it was noted that a few of the 
cows on the farm had hard warty inflamed nodes 
on the teats. The udders were not affected. These 
nodules ulcerated or were broken in the process of 
milking and discharged a blood-stained fluid. The 
lesions healed up after two or three weeks. Altogether 
20 animals were affected, and the epidemic lasted 
about six weeks. The cattle were not seen by a 
veterinary surgeon until the disease had been present 
for some time, and a definite diagnosis of cowpox 
was no longer possible. 

The cows were milked by machine and “ stripped ” 
by hand. The udders were washed before milking. 
Of the four men engaged in the milking three became 
infected and developed lesions on the hands. Con- 
tagious abortion was present in the herd, but apart 
from this the cattle were healthy, save that one 
heifer had an infected wound between the hoof and 
dew claw on one leg. This was first noticed on 
August 5th, and the wound had been dressed in turn 
by the three men whose hands became infected. 


CASE RECORDS 


CasE 1.—This man, aged 24, was a son of the 
farmer and had never been vaccinated. He had 
dressed the infected wound in the heifer from 
August 5th to Sept. 10th, when he handed over the 
animal to the next patient. He remained perfectly 
well until Sept. 24th, when the right arm began to 
swell above the elbow, apparently owing to involve- 
ment of the epitrochlear gland. This was followed 
by enlargement of the axillary glands. Two days 
later a bulla appeared on the right fifth finger. This 
finger and adjacent parts of the hand became swollen 
though not painful. Next day the patient’s tempera- 
ture was 102°7°F., and he retired to bed. On 
Sept. 28th a bulla appeared at the site of a scratch 
on the palmar aspect of the third finger of the right 
hand. This finger began to swell, and his tempera- 
ture was 101°2° F. Next day the temperature 
returned to normal. On Sept. 30th the bulla on the 
third finger ruptured. Two days later the blister 


on the fifth finger also broke down and discharged 
blood-stained pus. 

When this patient was seen on Oct. 6th (J. H. T. D.) 
both fingers were swollen and stiff. The lesion on 
the fifth finger is shown in the Figure. The skin was 
macerated as the result of repeated fomentations, 
but the swelling was not like that of acute sepsis ; 
it rather gave the impression of the hard woody 
induration of a chronic cedema. The ulcers had no 
distinctive features. They were circular, and the 
edges shelved gently towards the centre, which 
consisted of dark red granulations with but slight 
tendency to bleed. 

The discharge from both fingers continued until 
Oct. 23rd, when improvement began, and the ulcers 
were not completely healed until one month later— 
i.e., eight weeks from the onset. Blood was taken 
from this patient for serological investigation on 
Nov. Ist, approximately five weeks after the beginning 
of the illness. 


CASE 2.—This boy, aged 17, was brother of Case 1 
and had never been vaccinated. He had dressed the 
heifer’s leg wound from Sept. 10th to 24th. On 
this date a blister was noticed on the fifth finger 
of the right hand, and fomentations were applied. 
Next day the finger was swollen and the axillary glands 
became enlarged and tender. On the 28th the 
patient felt ill and took to bed. For the next few 
days the temperature fluctuated between 100° and 
103° F., and on Oct. 9th his evening temperature 
was still slightly raised—99° F. The appearance of 
the finger on the 6th is seen in the Figure. On 
Nov. 16th the finger was still swollen and the lesion 
was scabbed over, but by the end of that month 
the finger had completely healed. Blood was taken 
on Nov. 16th, approximately seven weeks after the 
onset of his illness. 


CasE 3.—This was a man, aged 29, who had been 
vaccinated in infancy and again at fifteen. He also 
stated that he had had cowpox at eighteen. He 
had dressed the heifer’s leg regularly from Sept. 24th 
to 29th and had done so occasionally during the 
previous six weeks. On the 29th a “ blood blister ”’ 
appeared on the dorsal aspect of the first interdigital 
web of the left hand, and next day glandular swellings 
were noticed in both axilla. On Oct. 2nd a swelling 
appeared on the palmar aspect of the proximal 
phalanx of the third finger of the right hand. Four 
days later this lesion was a soft rounded cone- 
shaped elevation, 6 mm. in diameter and 3 mm. 
high, containing apparently a dark blood-stained 
fluid (see Figure). The other two patients agreed 
that this lesion was similar to the original ones on 
their own fingers, although it differed in appearing 
to contain much more blood. They stated that 
it strongly resembled those they had seen on the 
teats of the cows. 

This third patient had no febrile illness; the 
axillary adenitis subsided rapidly and had entirely 
disappeared within two weeks from the onset. The 
lesions on the hands healed within four or five weeks. 
Blood was taken from this patient on Nov. Ist, 
just over a month after the appearance of the first 
lesion on his hands. 


INVESTIGATIONS 


Examination of the blister fluid obtained from Case 3. 
When the patients first came under observation 
the lesion on the third finger of the right hand of 
Case 3 was the only one unbroken. The skin over 
the bulla was cleaned with ether, and blood-stained 
mucoid fluid was obtained by aspiration with a 
sterile syringe. Part of this fluid was diluted with 
sterile saline and stored at 0°C. The remainder of 
the fluid was examined for the presence of bacteria. 
Films made from it and stained by Gram’s method 
showed pus cells but no bacteria. Cultures put up 
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blood agar showed no growth after several days, and 
similar media together with cooked meat which 
were inoculated with blister fluid and incubated 
anaerobically remained sterile. The fluid which had 
been kept at 0°C. was then sent to the London 
Hospital for further investigation. 


LABORATORY INVESTIGATIONS 


The fluid from Case 3 was inoculated into the pads 
of a guinea-pig on Oct. 18th—i.e., twelve days after 
it had been taken from the patient’s lesion. No 
reaction having appeared after three days, the 
fluid was inoculated again on the pads of the same 
animal. An inflammatory reaction appeared two 
days later on 
one pad, and 
from this 
source further 
guinea-pigs 
were inocu- 
lated by the 
same route. 
Later animal 
experiments 
were carried 
on in many 
instances with 
bacteria-free 
filtrates of 
infective 
material 
obtained by 
the use of 
gradocol 
membranes or 
Berkefeld V 
candles, Cul- 
tures on 
the chorio- 
allantoie 
membranes of developing hens’ eggs were initiated 
from filtrates of pad lesions in guinea-pigs ; 
rabbits, infected in series, showed typical lesions 
on intradermal injection. Comparison of the virus 
with a strain of cowpox recently isolated by Mr. 
R. E. Glover of the National Institute for Medical 
Research, Mill Hill, from typical lesions in a cow seen 
in another part of the country indicated that. the 
virus isolated from Case 3 was cowpox. To avoid 
confusion in what follows this virus is referred to as 
“Brighton virus. The investigation of material 
from the cattle was hampered by the lack of coépera- 
tion on the part of the farmer, and by the time the 
nature of the infection was established the lesions 
on the cows’ teats had cleared up. On Nov. 7th, 
however, material was obtained from the sinus in 
the heifer’s leg. Inoculation of the material, both 
filtered and unfiltered, failed to produce lesions in 
the pads of a guinea-pig or on the chorio-allantoic 
membranes of eggs. 

Experimental human infection with the virus isolated 
from Case 3.—Before the nature of the virus had been 
clearly established, experimental infection of an adult 
male (A) was attempted with the fluid from an 
infected egg-membrane of the tenth passage in series. 
Successful vaccination of this person with commercial 
vaccine lymph had been carried out fifteen years 
before, and in 1935 revaccination with lymph did not 
take. Blood was taken on Nov. llth, 1937, and on 
the 26th a 1 in 10 dilution of supernatant fluid from 
an infected egg-membrane was inoculated into the 
skin of the forearm by scarifying. After 24 hours a 


Cowpox lesions. From right to left: right hand of Case 1, right hand of 
Case 2, left and right hands of Case 3. (Photograph taken Oct. 6th, 1937.) 
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narrow zone of erythema appeared round the line of 
scarification, and the edges became raised and rather 
red. The control inoculation with broth remained 
negative. The reaction increased slightly in extent 
during the next two days, after which the erythema 
slowly disappeared. There was no vesiculation, nor 
was there any adenitis of the axillary glands or 
general disturbance. On Dec. 17th 0-2 ¢c.cm. of a 
1 in 10 dilution of supernatant fluid from the 
thirteenth serial culture on eggs was inoculated intra- 
dermally into the skin of the forearm, broth being 
used for a control injection. After 24 hours a red 
papular swelling, which was slightly painful and 
measured about 1 cm. in diameter, was present at the 
site of injection of the virus. The area involved 

increased 

slightly in 

extent up to 

48 hours, 

after which 

there was 

no further 

increase in 

size, nor was 

there any 

vesiculation. 

After a week 

the reaction 

was much 

less; the 

lesion, though 

still red and 

slightly 

tender, was 

less promi- 

i nent, and 

three days 

later it had 

almost dis- 

appeared. 

The control 

injection of broth had produced a transitory area 

of erythema, which had disappeared in 48 hours. 

A further sample of blood was obtained on Jan. 3rd, 

1938, seventeen days after the intradermal injection 
of virus. 

Examination of sera for antibodies.—There were 
thus available for examination sera obtained from the 
three patients and samples of serum from A before 
and after inoculation with Brighton virus. Two 
post-vaccination sera were obtained from two young 
adults, H and W, who had recently been vaccinated 
with commercial vaccine lymph for the first time. 
Both these men had shown a good local pustular 
take and both suffered from moderately severe 
axillary adenitis and constitutional symptoms from 
the eighth to the fourteenth day after vaccination. 
Serum H was obtained 15 and serum W 23 days after 
vaccination. As control sera several samples from 
normal persons, who had not been vaccinated or 
revaccinated within the previous few years, were 
used. 

Complement-jfixation tests.—In the preparation of 
soluble antigen for complement-fixation tests the 
method described by Craigie (1932) was used. Virus 
was inoculated into the lightly scarified shaved skin 
on the backs of rabbits. Four or five days later the 
animals were killed, and the suspension of pulp 
obtained by scraping the infected skin was filtered 
through a Seitz filter. The clear filtrate was used as 
antigen. In this way soluble antigen was prepared 
from the Brighton virus and from a strain of vaccinia 
which had been propagated in rabbits for some 
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considerable time at the Lister Institute. These 
antigens, in a dilution which had been chosen as a 
result of preliminary tests, were mixed in equal 
volumes with dilutions of sera and complement. 
After they had stood at room temperature for four 
hours, sensitised cells were added. The tests were 
kept at 37° C. for 30 minutes, then at room tempera- 
ture overnight before the results were read. The 
results of the tests are shown in Table I. 

It will be seen that the sera of all three patients 
gave positive reactions with both Brighton and 
vaccinia antigens, although the reaction in each 
instance was stronger with the Brighton antigen. 
This is also the case with serum A obtained after 
infection with the Brighton virus. The antigens 
were approximately of similar strength as determined 
by tests with immune sera prepared in rabbits. 
It is apparent that the naturally acquired or experi- 
mentally produced infection with cowpox virus 
induced an antibody response to the homologous 
virus, and that this antibody reacted with antigen 
prepared from a “laboratory”’ strain of vaccinia 
to a somewhat lower degree. The sera from the two 
persons who had been inoculated with vaccine lymph 
gave negative results with both antigens in spite of 
an obvious local and general reaction to the infection. 
Variation in antibody response after vaccination 
has been noted by other workers, but the above 
results, despite the small number of sera examined, 
suggest that infection with cowpox derived from the 
spontaneous disease in cattle gives a better antibody 
response than does vaccination with commercial 
lymph. The infection in the first two patients was 
more severe and of greater duration than that generally 
associated with vaccination, and this may have been 
responsible for the better antibody response in these 
cases. 

Virus neutralisation tests—The sera from the 
patients and certain other sera were tested for their 
power to neutralise the Brighton virus and vaccinia 
virus. The sera were inactivated by heating at 
56° C. for 30 min., and equal volumes of the undiluted 
sera were mixed with tenfold dilutions of the virus 
under examination. The mixtures were allowed 
to stand at room temperature for 14-2 hours before 
0-2 ¢.em. volumes were injected intradermally into 
rabbits. The same virus suspension was used for 
testing the three patients’ sera and their corresponding 
control sera, two rabbits being used for each serum 
under test and its control serum. A fresh virus 
suspension more potent than the first was used for the 
other four sera, titrations being made on four rabbits. 
Although not entirely comparable the results with 
the seven sera are included in one table (Table II). 
The results were read four or five days after injection 
of the mixtures. 

It is apparent from these results that the sera of 
all three patients and the serum A taken after infection 
with Brighton virus show definite neutralisation of 
this virus, while the latter serum and that of Case 3 
also show neutralisation of vaccinia virus. It seems 
possible that the lack of neutralising power for 
vaccinia virus of the sera from the first two patients 
may have been due to the fact that they had never 
previously been vaccinated. In the other two the 
cowpox, acting as a secondary stimulus, caused a 
greater production of neutralising antibody, which 
was effective also against the strain of vaccinia virus 
used. The tests with the post-vaccination serum H 
agrees with the negative complement-fixation reaction 
in indicating a lack of serum antibody detectable by 
the methods used. More delicate tests for antibody, 
such as fixation overnight in the ice-box for comple- 


COWPOX INFECTION IN FARMWORKERS 


[pec. 31, 1938 
ment fixation and the intracerebral injection of mice 
with serum-virus mixtures in neutralisation tests 
against vaccinia (Haagen 1936), might have yielded 
evidence of antibody in sera which were negative 
with the tests indicated above, but at least the results 
obtained are of value for purposes of comparison. 


COMMENT 


That cowpox is natural to cattle and independent 
of infection from human sources, either vaccinated 
persons or cases of small-pox, there can be no doubt. 
The affection seems to be much more prevalent in 
some parts of the country than in others and, as 
Blaxall (1930) and Frenkel (1930) have emphasised, 
often no contact with human sources of infection 
can be detected, although the infection once intro- 
duced into a herd of cattle may be spread by the 
hands of the milkers. The source of infection in the 
present outbreak was not determined, but there is 
reason to believe that cowpox is by no means 
uncommon in this part of Sussex. The nature 
of the lesion in the heifer’s leg remained uncertain, 
for exudate from the sinus was not obtained until 
weeks after the onset, and at this time numerous and 
various bacteria were present. It seems unlikely 
that this lesion was the source of infection for the other 
animals, because the interval between the discovery 
of the wound and the appearance of the teat infections 
wasratherlong. For the same reason it is improbable 
that the infection in the first human case could have 
arisen from the heifer. The eruption on the teats 
of the cattle was the most obvious source of infection 
of the human cases, and the process of “ stripping ” 
the cows’ teats after milking would have afforded 
ample opportunity for infection of the milkers’ hands. 

The absence of constitutional symptoms in the 
third patient was probably due to his previous 
vaccination and to the previous attack of cowpox 
from which he states that he had suffered. Cowpox 
in those previously vaccinated is not unknown. In 
the cases reported by Reece (1921) many of the 
patients had been vaccinated in infancy, and Case vii 
of Jenner’s famous “‘ Inquiry ” (1798) records cowpox 
in persons who had suffered from small-pox previously, 
although in these the infection followed a much 
milder course than in a person who had not had this 
experience. Jenner also records a man who suffered 
from three attacks of cowpox (Case ix). 

The examination of the patients’ sera for antibodies 
was greatly facilitated by the fact that experimental 
infection of laboratory animals was achieved with 
material from the third case. The antibody response 
in the men infected with cowpox from the natural 
disease of cattle was greater than that of persons 
who had been successfully vaccinated with vaccine 
lymph, although the number of sera examined was 
too small to permit of generalisation on this point. 
The tests of the sera for antibody to the virus of 
natural cowpox and to the strain of vaccinia used 
indicate that, although these two viruses are closely 
related, there may be some immunological difference 
between them. This point is being investigated, and 
the results will be recorded later. 

When these cases first came under observation, the 
possibility that they were related to the condition 
described by continental authors as Melkerknoten 
or milkers’ warts was considered. Cases of this 
disease have been described by Bonnevie (1937), 
who has reviewed some of the recent work on the 
subject. It seems that the term Melkerknoten has 
been applied to a definite clinical condition seen 
on the hands, arms, or face of milkers, associated with 
the presence of nodular lesions on the teats of cattle, 
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TABLE I—COMPLEMENT-FIXATION TESTS WITH VARIOUS SERA AND SOLUBLE ANTIGEN FROM BRIGHTON AND 
VACCINIA VIRUSES 


Brighton antigen 


Sera tested 


Serum A (Nov. 11, 1937) 
» A (Jan. 3, 1938) .. 


Sera H and W and normal 
human sera 


++++ = complete fixation (no hemolysis). 


but it appears doubtful whether all the cases described 
have been identical etiologically. The typical 
lesions are painless bluish-red indolent nodes varying 
in size up to 2-3 cm. in diameter; usually there 
are no constitutional symptoms, although enlarge- 
ment of axillary glands is not uncommon, and the 
lesions clear up after 6-10 weeks without scarring. 
The histological picture would seem to be that of a 
vascular granuloma of the dermis associated with 
considerable hypertrophy of the epidermis, the 
cells of which show compact acidophil inclusions. 
There seems to be no reciprocal immunity between 
the causal virus and vaccinia, for the condition has 
been recorded in persons who have been successfully 
vaccinated shortly before (Stark et al. 1934, Salkan 
1933), and successful vaccination after subsidence 
of the lesions has also been noted (Wendlberger 
1933, Salkan 1933, Katzenellenbogen 1935). Most 
authors regard the condition as distinct from cowpox 
in man; others suggest that an attenuated cowpox 
virus may be responsible ; whereas Schultze, Seifried, 
and Schaaf (1927) and Stark and his colleagues (1934), 
as a result of animal experiments, believe that 
Melkerknoten is an infection with cowpox virus. 
The cases recently described by Peterkin (1937) 


Vaccinia antigen 
No 
antigen. 
serum 1/5 
controls 


Serum dilutions 


1,80 


1/40 1/10 120 1/40 1 


+ 4+ 


= no fixation (complete hemolysis). 


in this country and believed to be due to infection 
with the virus of contagious pustular dermatitis of 
sheep were similar in their clinical features to the 
Melkerknoten of continental authors. Many of 
Stark’s cases were apparently infected from sheep. 

Of the three cases described in this paper the third 
resembled the milkers’ warts described by Bonnevie 
and others, although even in this case the lesions did 
not show the raised solid appearances typical of most 
cases of milkers’ warts. However, the strain of 
virus isolated from this patient produces in the skin 
of rabbits nodular hemorrhagic lesions which show 
typical compact acidophil inclusions in epithelial 
cells not unlike those described in Melkerknoten 
by Kaiser and Gherardini (1933) and by others. 
Nevertheless, without examination of further cases 
and exchange of material with other workers, we 
cannot be certain that our cases, which were due to 
infection with cowpox virus, were tiologically 
similar to the milkers’ warts described on the 
Continent. To clear up the confusion in this field 
further work is necessary to determine the nature 
of the infective agent responsible for the lesions in 
man and in the animals from which the human 
cases may have been infected. 


TaBLE II—NEUTRALISATION TESTS WITH VARIOUS SERA AGAINST BRIGHTON AND VACCINIA VIRUSES CONTAINED 
IN MIXTURE WITH SERUM 


Brighton virus 


Sera in mixtures 


Serum A (Nov. 11, 1937) 
» A (Jan. 3, 1938) .. 


Vaccinia virus 


Dilutions of virus in mixtures 


107° 


1077 107? 1073 


1074 107% 


++ 


+ + 


N.S. = normal human sera. 0 = indicates that this dilution of virus was not used in the mixtures. 


+ + + = indicates a lesion o 
++= 


15-25 mm. 


f average diameter 25 mm. or More. 


+ = indicates a lesion of average diameter 7-15 mm. 
+= indicates a tiny papule or small area of erythema. 
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1/5 1/10 1/20 \ 
Madu .. | ++ + 0 ++ + 0 
+44 + 0 + + + + ++ | ++ + 0 
| + +4 + 0 + 4+ + + ++ + + 0 
0 ++ + - + - 0 
” 0 + + + + ++ + ++ ++ ++ ++ + 0 
N.S. 4 ee 0 +++ + + + + + + + 0 
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SUMMARY 


(1) Three cases of infection of the hands of farm- 
workers with cowpox are recorded. (2) The evidence 
indicates that infection was contracted from lesions 
on the teats of cattle during the process of milking. 
(3) The examination of the sera of the three cases 
and a fourth serum from a person experimentally 
infected with cowpox virus showed a good antibody 
response. The antibodies were more active against 
the cowpox virus obtained from one of the cases than 
against a stock strain of vaccinia virus which had 
been propagated on laboratory animals for some time. 
(4) The possible relation of the cases described to the 
milkers’ warts of other authors has been discussed. 
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MEDICINE AND THE LAW 


Chemical Worker and Cancer of the Bladder 


AN inquest was held at Manchester recently upon 
the death of a worker employed by Imperial Chemical 
Industries. His work had involved spreading wet 
paste colour on trays and placing the trays in an 
oven to dry; afterwards he would have to remove 
the trays and empty the powder into containers. 
The pathologist’s report indicated that pieces of 
tissue from the dead man’s bladder showed malignant 
disease. Asked if cancer of the bladder was common 
to chemical workers, the pathologist (Dr. William 
Susman) replied that it had been so recognised for 
a long time in Germany and other countries where 
dye works had been operating for some years. An 
increase in the incidence of cancer in the bladder, 
he said, was anticipated. He gave statistics which 
suggested that cancer of the bladder had increased 
in the Manchester district recently in relation to the 
total of general cancer cases. In his experience the 
disease was rare; it usually occurred in persons of 
50 years of age or over. Asked by the coroner if the 
age of the dead man strengthened his view that the 
growth was connected with his occupation, Dr. 
Susman replied that there was a presumption that 
the aniline dye had something to do with it. A 
representative of the employers invited the witness 
to say that there was a greater incidence of this 
disease among non-chemical workers than among 
chemical workers. The witness answered that he 
might be prepared to agree with regard to the next 
20 years, because the dyeing industry in England and 
America is comparatively young; the real incidence 
of cancer of the bladder had yet to come. The coroner 
remarked that all chemical workers at this factory 
had their urine tested from time to time ; he asked if 
the object of this test was not to obtain early informa- 
tion of the disease. The witness agreed. Mr. F. H. 
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Scoteon gave evidence that death \ was saue to peritonitis 
caused by cancer of the bladder. He could not 
disregard the work among chemicals in stating the 
cause of death. Doctors assumed that chemical 
processes—not necessarily aniline dyes but possibly 
some allied substance—had something to do with 
cancer of the bladder. He did not accept the sugges- 
tion that the disease is an established hazard of a 
chemical worker’s employment ; it was suspect. The 
disease had been experimentally produced in animals 
by giving them certain chemicals used in industry ; 
if it were produced in animals, a like result might 
happen with human beings. The jury returned a 
verdict of accidental death. 


Damages for Fright 


As a pendant to the decisions on damages for 
nervous shock summarised in this column last week, 
mention should be made of a case settled a few 
days later at the Manchester assizes. Mrs. Smith, 
standing on a corner at some cross roads near 
Manchester last June, saw a motor lorry come into 
collision with a motor-car. She collapsed with 
fright and was taken to hospital; her life was for 
some weeks in danger and medical opinion indicated 
that she might now be regarded as an invalid for 
life. After answering a few questions from her 
counsel, she became distressed and had to be assisted 
from the witness-box. She had sued both the 
motorist and the lorry-owners, and the case was 
settled by an agreement that £2500 damages should 
be paid by such one or more of the defendants as 
might be guilty of negligence. The court, sitting 
without a jury, apportioned the blame half and 
half between the two defendants. 

In opening the case Mrs. Smith’s counsel said that 
the claim might have caused some difficulty but for 
the decision in Owens v. Liverpool Corporation a few 
days earlier. It scarcely seems, however, that the 
cases were strictly comparable. There might have 
been a question whether Mrs. Smith’s fright was due 
to her anxiety for others or her anxiety for herself 
““It appeared to her,” said her counsel, “that the 
motor-car was coming straight for her.” If it was 
anxiety for her own safety it is incontestable that 
she would have been entitled to recover damages, 
provided that her nervous condition could reason- 
ably be ascribed to the negligence of the driver or 
drivers involved in the collision. Ifshe was frightened 
by the sense of imminent danger to other persons 
with whom she was not closely identified, the views 
of Lord Atkin (delivered as a member of the Court 
of Appeal) in the Hambrook case in 1925 indicate 
that a mere bystander may be entitled to damages. 
Owens v. Liverpool Corporation, discussed here last 
week, was a case of shock to the near relatives of the 
deceased when, in a funeral procession, they saw the 
hearse struck by a negligently driven tram-car 
The real issue in that case was whether damages 
can be given for acute feelings of disgust or distaste 
aroused by negligent conduct at a moment when the 
plaintiffs’ minds were affected by the circumstances 
of burying a near relation. There was no element 
of personal danger. 


A Surgeon’s Finger 

In Hett v. MacKenzie the Court of Session had to 
consider the pecuniary loss caused by injuring the 
finger-tip of a London surgeon. Mr. Seccombe Hett, 
his wife, and a gillie were driven to a loch near 
Ullapool in May, 1937. On alighting, he placed his 
right hand on the centre pillar of the front door of the 
car while assisting his wife, who was very lame, 
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to leave the vehicle. The driver slammed the front 
door, catching the surgeon’s middle finger across the 
nail between the flange and the pillar, and severing 
part of the bone at the finger-tip. Lord Keith held 
that the driver should have looked to see that the 
passenger’s hand was not in danger before he shut 
the front door. His failure to do so was negligence. 
The victim had suffered permanent disfigurement 
and a loss of sensitiveness in the finger-tip. He was 
a specialist in ear and throat surgery and would 
suffer from his injury in carrying out operations, 
particularly in tonsil cases. He might be unable to 
undertake some of the more difficult throat operations 
and he might have to rely on an assistant’s services 
more than formerly. The court expressed its inability 
to gauge the pecuniary loss. The surgeon was 
incapacitated for some time after the accident and 
subsequently was limited to purely consultative work 
for a period. No figures had been produced to show 
his average gross monthly earnings during the year. 
He was now 60 and he frankly admitted his intention 
to retire at 70. He had claimed £2000. The court 
awarded £750 damages. 


Value of Expectancy of Life 

The same difficulty of assessing the pecuniary 
liability of defendants is continuing to exhibit itself 
in those cases where, by a recent change in the law, the 
estate of a deceased person can sue for the diminished 
expectation of life due to the defendant’s negligence. 
Mr. Justice Charles, who has tried several of these 
cases, has evolved a formula which seems to be 
well justified. He tells the jury that they must 
interpret in terms of money the lost expectancy of 
life ; the law requires them to do this and the court 
eannot help them; the task is incalculable since it 
involves seeing into the future—a faculty possessed 
by Providence alone. In a recent case (Bailey 
v. Howard) a man’s daughter, aged 3, had been killed 
in her perambulator. Mr. Justice Charles said the 
child might have otherwise died at 4 or lived to the 
age of 70. The jury awarded £1000 for the loss:of 
expectation of life and the judge thought it excessive. 
If he had tried the case without a jury, he said, 
he would have awarded no more than £150. The 
Court of Appeal has now dismissed an appeal against 
the award. The Lords Justices thought the trial 
judge was wrong if he suggested that the personal 
representatives of a dead person had a right only to 
substantially less damages than the dead person 
possessed during his life. But otherwise the award 
was right and must stand. The Court of Appeal 
said there was no means of arriving at a quantitative 
scale for the guidance of judges and juries except 
the gradual working out, through the common sense 
of juries, of the sort of figures which could be regarded 
as reasonable in our civilisation to-day. 


PARIS 
(FROM OUR OWN CORRESPONDENT) 


EPIDEMIC DISEASES IN FRANCE IN 1937 


Every year a representative of the Commission 
de l’Hygiéne et des Maladies Contagieuses presents 
to the Academy of Medicine an account of the 
behaviour of the. infectious diseases throughout 
France. Reporting on the year 1937, Prof. Tanon 
expressed pleasant surprise over the absence of 
serious epidemics of infectious diseases in the south 
of France as a result of the flow of refugees into 
it from Spain. This happy achievement must, he 


thought, be credited not so much to a vaguely 
benevolent fate as to the disciplined and technical 
skill of the sanitary authorities. Typhoid fever 
cropped up here and there, but seems to be on the 
wane when the country is taken as a whole. Yet it 
is unsatisfactory that in the campaign against typhoid 
fever so many different factors come into play, and 
that the relative importance thereof lacks definition. 
In some places the main problem seems to be one 
of food in general and shell-fish in particular. In 
other places the problem seems largely to be one of 
drinking-water. Prof. Tanon’s reference to vaccina- 
tion against typhoid fever is so brief that it fails to 
betray his own attitude towards it. He is much more 
explicit with regard to his appreciation of the impor- 
tance of inoculation against diphtheria, and he notes 
that this disease also showed a decline in 1937 if 
account is taken of the country as a whole. The same 
applies to poliomyelitis whose local outbreaks here 
and there did not prevent a decline in the country’s 
total morbidity from this disease. Prof. Tanon was 
also able to be reassuring with regard to undulant 
fever, which is stationary in the country as a whole, 
and to small-pox and cerebro-spinal fever. The 
behaviour of scarlet fever and measles has also been 
such as to warrant no alarm. Nor did influenza 
distinguish itself in 1937 by anything worse than a 
few local outbreaks. 


THE CAMUS FAMILY TOUCH 


In the Montmarault district, the name Camus is 
a synonym for a doctor, and it is customary to say 
of a patient suffering from a fracture or a dislocation 
that ‘‘ he must be taken to Camus.”’ In a communica- 
tion to the medical society of Gannat, Dr. Piquand 
has traced this saying to the following legend. 


Camus the elder, a simple peasant, was digging 
one day in his garden when he discovered a rusty 
iron casket which he was unable to open. As it was 
very heavy, he supposed that it must contain some 
treasure. At last, with the help of his wife and 
children, he succeeded in prising open the lid, only 
to find, enveloped in an old cloth, the fragments of 
an ivory crucifix. His children, expecting a pile of 
gold to dazzle their eyes, were so disgusted by what 
they found that they wanted to throw it aside incon- 
tinently. But their father protested, saying that 
holy things should always be respected. Next day 
being Sunday, he heated some strong glue and set 
himself to repair this Christ, piece by piece. He was 
so patient that, in spite of being an ignorant and 
rough-handed peasant, he succeeded in remoulding 
the Christ whose face clearly depicted the emotions 
of suffering and melancholy. It seemed to him that, 
when he had finished his work, the eyes of the image 
before him gazed on him with infinite gentleness 
and seemed to thank him for what he had done. 
After placing the restored crucifix carefully in a 
cupboard, the peasant went to sleep and that night 
had a vision of the Christ bending over him and 
saying to him: ‘‘ My good servant, I have tested 
your piety and you shall have your reward. As you 
have taken so much trouble in restoring my image, 
I grant you the gift of restoring men; henceforth 
you shall be able to heal broken bones and dislocated 
joints ; and this gift shall not be yours alone, but 
shall be transmitted to all your descendants. Set to 
work without fear, and soon you will find the reward 
of the promise I have made you.’’ Next morning, 
the peasant’s first act was to open his cupboard and 
look at the Christ. It was unaltered save that the 
ivory was now intact, the fissures and traces of glue 
having disappeared. At this sight the old man was 
moved to tears and he awakened his children to make 
them worship this miracle. On the same day a 
neighbour fell from a tree, fracturing a leg. It was 
so painful that the slightest movement evoked 
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piercing screams. Moved by an irresistible impulse, 
Camus rushed to his aid, set the fracture, immobilising 
it so that the pain ceased as by enchantment. Perfect 
healing 


Thenceforth all who had fractured or dislocated their 
limbs sought the aid of the divinely gifted Camus. 
His son and grandson inherited the same gift, but 
were shrewd enough to endow it with the worldly 
respectability of contemporary medicine. After the 
family had carried on for more than a century in 
this manner, it died out in the direct line, and with 
it this remarkable gift of healing. 


THE FRENCH LEAGUE AGAINST RHEUMATISM 

The rheumatism conference, which was to have 
been held on Oct. 8th, and which was put off on 
account of international uneasiness, was celebrated 
on Dee. 3rd, the morning meeting being held in the 
Cochin Hospital. The demonstration of several 


UNITED STATES OF AMERICA 


(FROM OUR OWN CORRESPONDENT) 


THE OCCURRENCE OF CHANCRE IN SYPHILIS 


Dr. Walter Clarke, associate director of the 
American Social Hygiene Association and supervising 
consultant of the New York City Bureau of Social 
Hygiene, presented an analysis of 15,090 case records 
of syphilis. Of these 971, or 6 per cent., had been 
diagnosed at the chancre stage by the dark-field 
method. In 45 per cent. of the 15,090 cases the 
chancre stage had passed unnoticed by the patient. 
Eight per cent. of male cases were diagnosed in the 
chancre stage ; only 2-3 in the female. The duration 
of the chancre prior to diagnosis varied from 10 days 
to 100, with the mode in the 21-31 day period. 
Only 28 out of 966 chancres came 
within medical attention from the 


patients who had been operated on for chronic 
arthritis was followed by the exhibition of a coloured 
film showing the various stages of arthroplastic 
operations. The afternoon meeting, presided over by 
Prof. Laignel-Lavastine, was devoted to a discussion 
of gonorrheal rheumatism. The announcement was 
made of the appointment of Dr. H. Forestier, 
founder of the League, as its honorary president. 


THE FIFTIETH ANNIVERSARY OF THE 
PASTEUR INSTITUTE 


On Nov. 14th it was fifty years ago that the 
Pasteur Institute was inaugurated. The international 
erisis of last autumn having interfered with the 
celebration of this anniversary according to schedule, 
it has now been decided to defer this ceremony till 
March 15th, 1939, when the President of the French 
Republic will also be the president of the memorial 
ceremony. 


routine serum tests might be made for leptospirosis but 
with the caution that the tests must be interpreted by 
experienced serologists. In reply to Dr. Carl F. Jordan, 
he said that the leptospira is a delicate organism and 
is destroyed by chlorine in the concentrations usually 
employed in the chlorination of water-supplies. Dr. 
Meyer pointed out that in London where the diag- 
nostic tools are available four cases of leptospirosis 
are now recognised each month. His lecture was 
adivirably illustrated by a lantern slide (see Figure). 


RURAL MEDICINE 


A conference on rural medicine opened in Coopers- 
town, New York, on Oct. 7th and was attended by 
representatives of several of the leading universities, 
the Commonwealth Fund, the American Medical 
Association, the Public Health Service, and other 


observation of the patient. The 
mode for the age of infection was 
found between the ages 21-30 
for white males and females and 


for coloured males; in the age- 
group of 16-20 for coloured YRS 


females. 


LEPTOSPIROSIS 
The epidemiology of lepto- 


spirosis was discussed by Dr. 
Karl F. Meyer, director of the 
Hooper Foundation of San Fran- 
cisco, at the meeting of the 
American Public Health Asso- 
ciation. He believes that there 
are more cases of leptospirosis 
in the country than are at present 
recognised. In San Francisco 
35 per cent. of the rats are 
infected with Leptospira hamor- 
rhagica, and at least five human 
eases have been furnished by 
workers in sewers. Stuttgart’s 
disease or “‘ yellows” of dogs is 
found to be due to a strain of 
leptospira (Lept. canicola) which 
is not found in rats but which 
does occasionally give rise’ to 
infection in man. Usually, it is 
the older dogs which are infected 
but puppies may carry the infec- 
tion. Dr.. Meyer suggested that 


YOUNG RaTS~Z.5% INFECTED 
OLD RATS~—H45.0% INFECTED, 


LEPTOSPIRA 
icT 


(By courtesy of Dr. K. F. Meyer) 
Transmission of murine and canine leptospirosis. 
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interested bodies. The urgent need for post-graduate 
training of general practitioners was forcibly presented 
by Prof. John B. Youmans of Vanderbilt University, 
who finds that half of our rural physicians have no 
post-graduate training at all. He believes that this 
is one phase of the practice of medicine in which the 
Government: has a right to take action, and that 
some 20 per cent. of general practitioners will never 
engage in post-graduate work unless they are com- 
pelled to do so. This estimate met with general 
agreement but some other speakers did not think it 
need cause concern. Dr. James D. Bruce of the 
University of Michigan described the important pro- 
gramme of post-graduate education which has been 
conducted in that State under the joint auspices of 
the university and the State medical society. Last 
year 1957 practitioners took post-graduate work, 
this being about half of those practising in the State. 

On the second day of the conference a statistical 
survey of the availability of hospital beds in rural 
communities was presented by Dr. Vane M. Hoge 


of the U.S. Public Health Service. The survey 
covered 1340 non-metropolitan counties (43 per cent. 
of the counties of the country). Of these, 607 had one 
or more general hospitals; 733 had none. In the 
study area 1-6 beds were available per 1000 persons, 
and the average occupancy of beds was only 53 per 
cent., although two statistical studies have indicated 
that the desirable proportion is 4-5 beds per 1000. 
In the United States as a whole, however, 67 hospital 
admissions are made per 1000 population per annum, 
whereas the rate is only about half this for the study 
area. No general statistical study can determine 
whether a community needs a new or enlarged or 
improved hospital. The time required for a patient 
to reach a hospital is a better indication than distance. 
A hospital is not only an institution for housing of 
the sick ; it must provide facilities that the general 
practitioner does not possess and also provide for 
mutual coéperation between doctors. More than one 
speaker recognised the inevitability of federal subsidy 
for the improvement of hospitalisation. 


GRAINS AND SCRUPLES 


Under this heading appear week by week the unfettered thoughts of doctors in 


various occupations. Each contributor is responsible for the section for a month ; 
his name can be seen later in the half-yearly index 


FROM AN ANATOMIST 


v 


Ir may be that it is the result of delving into the 
literature of modern psycho-pathology, or perhaps 
it is due to recent world happenings: but from one 
cause or another I have begun to think afresh upon 
the origin of man. I have begun to wonder if there 
is a possibility that I have done him less than justice 
in regarding him merely as an infantile mammal. 
Suppose our present ideas as to the origin of man 
were all wrong, could we maintain, with any authority 
from accepted science, that an alternative route were 
—, Clarence Day, Jr., in his “ This Simian 

orld ” has pictured with much wit and wisdom the 
condition of affairs that would have resulted if the 
eats and not the monkeys had produced the creature 
responsible for what we call civilisation. His is not 
a book to paraphrase, for it must be read in its whole 
brilliant continuity: but we can picture with him 
the dignified, luxurious civilisation that would have 
resulted from the supremacy of some feline stock. 
The simian restlessness would vanish; the stupid 
mimicry, the vulgarity, the general apishness of 
society would be replaced by calm and dignified 
and luxurious individuality. This is an attractive 
thesis and one that has been presented with great 
literary skill: but it is one that could not be sustained 
on scientific grounds. It can only be regarded as 
a fantasy, for we know very well that there is no 
hint of feline dignity about our civilisation and that 
man is certainly not derived from any feline stock. 
But it has occurred to me that an alternative route 
for human origins might be possible and here, under 
the immunity guaranteed to a writer of Grains and 
Seruples, I shall put it forward in proper scientific 
form. Moreover, I shall be careful to authenticate all 
my statements by reference to accepted authorities 
and make a point of verifying all my references. 
What follows may, therefore, be regarded as a thesis, 
defended in a manner acceptable to modern scientific 
methods, and this despite the conclusions to which 
it may lead us. 


In attempting to unravel the phylogenetic story 
of any animal, it is essential that a considerable degree 
of reliance should be placed upon findings derived 
from a study of the teeth. By reason of their relative 
indestructibility during long geological periods, teeth 
may be almost the only relics of bygone ancestral 
forms of whose presence we should otherwise be 
ignorant. 


The peculiarities of the human dentition are well 
known and it has been made abundantly clear, from 
the researches of Gregory (1916) and others, that our 
present dentition has resulted from the reduction of 
a formerly larger series of teeth. There is, indeed, a 
basal ian formula, which it is generally 
agreed, consists in 3 incisors, 1 canine, 4 premolars, 
and 3 molars upon each side of each jaw. From this 
basal mammalian dentition the characteristic teeth 
of all the mammals have been derived by reduction 
and specialisation. This ideal formula is found among 
living species in the members of only four genera 
belonging to two orders of mammals. Three of these 
genera (gymnura, talpa, and myogale) are small and, 
in some directions, highly specialised insectivora 
impossible to conceive as human ancestors; the 
fourth genus is that of those very generalised animals 
the suide or pigs. This is a somewhat astonishing 
finding: but far more astonishing is the fact that 
beyond even this strange fact of generalisation, we 
find a closer parallel in specialisation. The human 
teeth, possess either two roots or only one. 

n all the monkeys and apes these same teeth possess 
three roots, arranged in a liar manner, which 
appears very definitely to preclude the development 
of the characteristic human type. In the members 
of the suidw, the rooting of the premolars is as in 
man (Flower and Lydekker 1891). This is a finding 
that cannot possibly be ignored, It seems obvious 
that it is to some primitive member of the suid that 
we must turn for the ancestral form of the human 
dentition. 


This bint, derived from a study of the dentition, 
seems to gain some added support when we remember 
the figure in the great ‘‘ De humani corporis fabrica ” 
of Vesalius, which depicts the dissecting table and 
the instruments used by the great master of human 
anatomy. For, as all admirers of that great work will 
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recall, the table bears not a memes cadaver but the 
body of a pig prepared for dissection. Possibly some 
glimpse of the truth had been revealed to Vesalius 
and indeed it is well known that in the whole of its 
visceral anatomy the pig is so thorougbly human 
that the earlier human anatomists were always wont 
to obtain their knowledge from the dissection of pigs 
and, even at the present day, the pig is used in 
advanced schools of operative surgery as an apt 
substitute for human material. 


Numerous papers have been written to show that 
man is descended from a mammalian ancestor 
possessing a full complement of mammary glands 
and nipples. We know that the so-called mammary 
ridge extends from the region of the axilla to the 
groin and that in man supernumerary mammary 
glands or nipples are occasionally present. It is a 
remarkable fact that every case of accessory nipple 
recorded in man recapitulates a phase of mammary 
development normal in the pig. But generalisations 
may not be pressed too far, and since it is possible 
that in many modern works of human ancestry 
they have been considerably over-estimated, I shall 
refrain from employing more of them. It is when 
we come to deal with definite human _ peculiarities 
that the evidence becomes most convincing. Twenty 
years ago Pocock (1918) pointed out that one of the 
most noteworthy of the external characters of man 
was the fact that his nostrils were completely ringed 
round at their margins. In most mammals, as for 
instance in the dog, there is a slit in the narial margin, 
which lies on the lateral side of the narial orifice and 
marks the line of closure of the lateral nasal and 
maxillary processes of the early embryo. In man 
this slit is absent, although in all the lemurs it is 
present in its primitive condition. Pocock therefore 
gave the name “haplorhini’” to man and his kin 
in distinction to the common slit-nosed mammals 
termed “ strepsirhini.”” When we come to look among 
the lower animals to match this completely ringed 
condition of the nostrils, it is again in the pig that we 
find it fully developed. The complete nostrils of the 
pig are familiar to everyone. One of the most remark- 
able of human distinctions is the possession of that 
apparently trivial appendage in the throat that goes 
by the name of uvula. The uvula is one of those 
organs of uncertain or undeterminate function that, 
as a consequence of its apparent lack of utility, is 
all the more important as a phylogenetic landmark. 
An organ that subserves a definite function may 
always be developed by the action of parallel or 
convergent evolution: but an organ the function of 
which is at a low ebb is, for this very reason, more 
to be relied on as a criterion of genetic affinity. It is 
an old observation that the uvula is not a common 
mammalian possession, and that it is absent in the 
orang-utan (Sonntag 1924) and trivial in its develop- 
ment in all other apes and monkeys. It is in the pig 
again that we meet with a uvula developed in human 
fashion (see Ellenberger and Baum 1906). This is 
surely a finding that cannot be ignored in questions 
of phylogenetic affinities. Even descending to the 
most apparently inconsiderable details, the same 
remarkable findings hold true. With regard to the 
“tarsal plate”? of the human eyelid, Picou (1912) 


observes “ Zeis, en 1835, emet une hypothése voisine 
de celle de Haller, en faisant remarquer que les tarses 
constituent une particularité propre, pour ainsi dire, 
& VTespéce humaine, n’ayant eu l’oceasion de les 
observer chez les mammiféres qu’é l'état presque 
Here is an intimate detail, so 


d’exception (porc).” 


apparently trivial and therefore of such paramount 
importance as manifesting itself a derivative of 
heritage and not of habitus, that it cannot possibly 
be ignored. That Zeis and Haller after postulating 
that the tarsal plate was a human peculiarity should 
have ultimately found it to be present in the pig 
alone in the mammalian series is a fact of the utmost 
phylogenetic importance. 

These special anatomical resemblances could be 
multiplied almost indefinitely, but with the limits 
open to me it is hardly necessary to do so, for 
the more philosophic questions of human character- 
istics demand attention. All philosophers have 
recognised that among the special attributes of 
man there are the following peculiarities: he is 
comparatively hairless and his caudal appendage is 
reduced ; he is almost universally distributed both 
laterally and vertically throughout the globe; he 
occurs naturally both as a white and as a black 
variety and these varieties are capable of crossing. 
These conditions are fulfilled by the pig alone through- 
out the whole range of the mammals. The comparative 
hairlessness of the pig is proverbial, and, considered 
as a mammal, his tail is far gone in reduction. The 
pig, in one form or another, is an ancient inhabitant 
of every continent, it lives at an elevation of 8000 feet 
on the Paramos (Darwin 1868a) and in valleys at sea 


level. The black pig and the white pig are familiar 
to everyone; even the red or yellow variety is a 
commonplace, 


* * 


One other physical character of man that is 
acclaimed among his most lofty attributes is the 
fact that he is a two-legged animal and even this, 
his crowning glory, bas its inception in his lowly 
mammalian ancestor. Colonel Hallam (1833) has 
described ‘“‘a race of two-legged pigs,’ and this 
peculiarity was transmitted through three generations 
—a fact commented on by Darwin (1868b). It would 
seem that we need little more in the way of anatomical 
facts to make the thesis acceptable as a scientific 
verity. These facts will doubtless be forthcoming 
from the researches of future workers in the field 
and especially I look forward to the investigations into 
the psychology of pigs, since the educated pig was 
at one time a regular exhibit in side-shows at country 
fairs. Indeed, I believe that future workers may 
possibly demonstrate that there is much similarity 
between suine and human psychology. 


It is possible, however, that a fallacy may lurk 
somewhere in this thesis and that readers of THE 
LANCET may detect it; but the fallacy, if there be 
one, seems to me to obtrude no more ostentatiously 
than is common in theories of human descent. 
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*,* This concludes the fwe articles from An 
Anatomist. During January, A Physiologist in America 
will be responsible for these columns.—Ep. L. 
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CORRESPONDENCE 


THE CURRICULUM 
To the Editor of Tut LANCET 


Str,—The fact that some of my remarks at our 
yeomanry dinner warranted an annotation in your 
number for Nov. 26th emboldens me to develop the 
idea contained in them. Where’er one goes one 
finds destructive criticism of the medical curriculum, 
combined with the grumble that “ they ”’—i.e., 
everyone except the speaker—ought to do something 
about it; but, of constructive criticism, only the 
request that some further -subject should be added 
to it. To this one answers that the curriculum is so 
overcrowded that it will admit of no further incor- 
poration of any subject that will take even five 
minutes of time. I believe that every teacher will 
agree with this and that the majority will agree that 
the curriculum is so overloaded that the student has 
no time to think, to sort out his knowledge, or to 
fit the pieces together into a coherent whole. We 
need to rearrange the curriculum to allow of thought 
by the student, and for this it must be considerably 
lightened of what is already in it. 

In the opinion of many the curriculum must not 
be extended beyond five years. The cost of medical 
education is already higher than it should be. This 
tends to limit the entry to the ranks of the wealthy 
and the well-to-do. It is not a healthy tendency. 
We want the doctor to be in sympathy with his 
patients ; not merely the kindness of heart that all 
have for those in trouble, but the feeling with them 
that comes from having led a life not far removed 
from theirs. It is probable that 80 per cent. of all 
the population come within the limits of income of 
the National Health Insurance Acts. Four-fifths 
therefore of all our doctoring is done for people to 
whom the shilling in the weekly budget is important. 
The doctor who has never wondered whether he will 
find that extra shilling may make a great physician 
but he is less likely to make a sympathetic panel 
practitioner than those who have been through that 
experience. 

There are those that disagree with this. They 
want the standard of the general education and 
of culture in the profession to be raised, and they 
seem to think that those who have paid directly 
for their education are-necessarily of a higher standard 
in these matters than those who have taken advantage 
of the education for which they pay indirectly. There 
is however no reason to suppose that this assumption 
is correct. There are others who would extend the 
curriculum to seven years and would have the State 
pay the student during a part or the whole of this 
time, with a view to all coming into its service after 
qualification. They forget that even if the nation 
would agree to such a thing you cannot teach 
judgment and responsibility until the student has 
become the qualified doctor. 

Let us now consider what is the type that we 
should turn out at the end of the five years. For 
a century the curriculum has been developing with 
the view to turning out a ready-made general prac- 
titioner. Not only is it impossible to do this to-day 
but also it is inadvisable. In the old days boys were 
apprenticed to apothecaries and having learnt a lot 
about patients by living with them came up and 
“walked ” the hospitals to learn about their bodies 
and their diseases. They applied this knowledge to the 
sick human beings with whom they had already been 
in contact. With the development of the medical 


curriculum the apprenticeship system disappeared, 
and we who have studied during this century have 
learnt first all about the insides of the human frame 
and then about the various diseases in that body. 
Gorged with this knowledge we have been introduced 
in a hesitating manner to the human being who 
believes himself to be ill. Our parents and grand- 
parents knew the sick child and then applied their 
knowledge of physiology and pathology to it. We 
knew all about anatomy and other sciences before 
we saw a patient, and we applied the patient to this 
knowledge. It required a great change to switch 
over from this and to treat an individual suffering 
from a symptom which made him think he was not 
a normal human being. To-day this change of 
approach is greater, far. The student knows so much 
more about the organs and their diseases, and the time 
he gives to these takes him still more away from the 
patient. Try as we teachers do to get him in touch 
with human beings, we cannot do it enough; and 
it is not until the end of his clinical period that he 
is even beginning to make that mental switch that 
modern medical education asks him to do if he is 
to be a good doctor. We cannot to-day turn out 
the ready-made G.P. for which the medical curriculum 
was devised. 

And even if we could we should not. Half a century 
ago general practice absorbed the vast majority of 
all who qualified ; now it is doubtful whether it 
takes more than half of them. It is impossible to 
get exact figures on this point, but some years ago 
the clerk to the London Insurance Committee, using 
such data as were available, made this estimate. 
We want to change the aim of an education that is 
directed to the life’s work of only one in two of our 
students. 

What then is the product that we should try to 
turn out at the end of five years’ study? I doubt 
whether I should have mastered my innate laziness 
sufficiently to enunciate this problem had not 
** Anatomist ’—who can no more hide his identity 
than could Dr. Johnson—given a brilliant demon- 
stration of its solution in this week’s Grains and 
Secruples. We want to turn out an immature man 
capable of developing, by further study, into any 
branch of medical activity. I would not compare 
him with an ostrich or a shark, for both these words 
bear connotations that should be inapplicable to our 
profession. Nor would I wish him to endure fire 
unharmed as did the salamander. Let us then compare 
him to the tuatara, a being that few of us have seen, 
that was in harmony even with a petrel and which by 
staying small has retained its elasticity and its power 
to develop in any direction. 

Once there are accepted as postulates the two 
contentions that the medical curriculum needs 
lightening and that its time must not be lengthened, 
one realises that “something must be done.” If 
one then begins to think one further realises that the 
present aim is wrong. For the moment I will leave 
it at that; but if anyone will go on thinking from 
this point he will find all sorts of new ideas arising 
in his mind and possibly a solution of this problem 
will be found to the benefit of the profession and 
of humanity. 


I am, Sir, yours faithfully, 


T. B. Layton. 


Society of Apothecaries of London, 
Water-Jane, E.C., 
Dec. 2 1st. 
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A NEW REMEDY FOR EPILEPSY ? 
To the Editor of Tur LANCET 


Srr,—Your issue of Nov. 5th contains a communica- 
tion from Bernard Schlesinger which, if uncorrected, 
may work grave injury to patients. Dr. Schlesinger 
stated that since the new anticonvulsant drug, 
Dilantin, is “‘a close derivative ” of Nirvanol, and 
since the latter has proved to be without value in 
epilepsy and highly toxic, the use of dilantin for 
epilepsy is fraught with danger. Presumably, Dr. 
Schlesinger did not have access to the articles in which 
Merritt and Putnam describe their experimental 
and clinical observations. 

Nirvanol and dilantin are different, and, if the 
physician fails to realise this, he may, on the one hand, 
prescribe the toxic drug, nirvangl, when he intends 
to preseribe dilantin, or, on the other hand, he may 
fail to give his patients the benefit of a trial 5f dilantin 
for fear of its supposed toxicity. Nirvanol is 
phenylethylhydantoin ; dilantin is sodium diphenyl- 
hydantoinate. The pharmacological action of the 
two, as well as their structural formula, is not the same. 
In the course of their search for drugs effective in 
controlling the seizures of epilepsy, Merritt and 
Putnam investigated more than 100, including several 
derivatives of hydantoin. They likewise have found 
nirvanol (phenylethylhydantoin) both ineffective and 
very toxic. The other hydantoinates which were 
tested were ineffective. On the other hand, they 
found dilantin (the sodium salt of diphenylhydantoin) 
more effective than Luminal as an anticonvulsant, 
and in proper dosage it had little sedative or toxic 
effect. The drug has been subjected to rigorous 
toxicological and pharmacological tests on animals, 

Merritt and Putnam have treated 250 epileptics, 
some for nearly two years. They have pointed out 
the unpleasant symptoms which patients may 
experience—instability of gait, gastric irritation, or 
skin rashes—but have never encountered serious 
results, Unfortunately, the drug does not help all 
patients, and may temporarily make petit mal worse. 
Many physicians who are now using the drug agree 
with Merritt and Putnam that in proper dosage 
sodium diphenylhydantoinate is without serious 
sedative or toxic action, and for the majority of 
patients with epilepsy it is the drug of choice. 

I am, Sir, yours faithfully, 
Wm. G. Lennox, 

Harvard Medical School, Boston, Mass., U.S.A.. Dec. 15th. 


MULTIPLE ANAZSTHESIA 
To the Editor of Tue Lancer 


Sir,—Your annotation of Dec. 17th calls for 
comment. 

All anesthetics, apart from nitrous oxide with its 
limited scope, have undesirable side-effects. These 
usually differ in the various agents, and are negligible 
after small. doses. The “anesthetic cocktails,” 
including the familiar chloroform-ether and A.C.E. 
mixtures, are directed towards producing the desired 
result while minimising the side-effects. Avertin 
and chloroform are not used together because it is 
believed that the side-effects—in this case toxic— 
are the same for the two drugs, and their result would 
be additive. In the absence of an ideal anesthetic, 
each patient needs a carefully balanced prescription, 
varied in one or other direction with the side-effect 
it is most desired to avoid. The use of the “rag and 
bottle,” except in cases of emergency, is as unjusti- 
fiable as is the use by some practitioners of two or 
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three stock mixtures, with which ‘they treat all ills, 
Birgi’s hypothesis is no longer accepted, but 
Gwathmey’s synergistic mixtures were more easily 
defensible than the use of cruder methods by his 
critics ; they showed, at least, a wholesome dissatis- 
faction with anzsthesia as he found it. 

It seems necessary to defend in greater detail the 
prescription discussed by Dr. Broad and myself in 
your issue of Nov. 19th. You criticise the use (which 
we have not met) of morphine ‘“‘ merely to counteract 
the restlessness likely to follow the administration 
of the barbiturates.’’ Surely a better illustration of 
your point would be afforded by the universally 
accepted use of atropine merely to counteract the evil 
effects likely to follow the administration of ether, 
or of ephedrine merely to counteract the fall in 
blood pressure with spinal anesthesia. 

Dr. Lerman accuses us of polypharmacy. It should 
not be necessary to point out that our prescription 
differs from the more orthodox varieties only in the 
substitution of Pentothal for ether. For side-effects 
the barbiturates, especially Evipan and pentothal, 
compare favourably with ether or chloroform, but 
the main justification for their use lies in the results. 
These side-effects are fully described elsewhere.? 
Dr. Lerman appears unable to distinguish between 
the probable result of having to eliminate a full 
anesthetic dose of all the individual ingredients, and 
that of eliminating the quantities they actually receive. 
At least, our patients bear up remarkably well under 
the “strain upon their eliminating apparatus.” 

The criticism that an intravenous anesthetic is 
irrecoverable has not been applicable to evipan or 
pentothal since the “single dose” technique was 
discarded. With a competent anzsthetist the patient 
is never more deeply anzsthetised than is required 
from time to time “by the operative stimuli; in fact, 
additions have to be made at frequent intervals to 
replace the continuous leakage due to detoxication. 
It might be pointed out that an inhalation anzsthetic 
is recoverable only while the patient is breathing 
(when urgent elimination is presumably not necessary). 
Pentothal is eliminated continuously while the 
patient is alive (which happy state can, in case of 
necessity, be prolonged indefinitely by artificial 
respiration), and the impatient anesthetist has always 
Coramine or Cardiazol to accelerate matters.® 

I am, Sir, yours faithfully, 


GEOFFREY ORGANE. 
Westminster Hospital, S.W., Dec. 24th. 


TREATMENT OF BRONCHO-PNEUMONIA 
IN INFANTS WITH M. & B. 693 


To the Editor of Tue LANCET 


Sir,—I have recently treated two infants, aged 
three and four months, with the product known as 
M. & B. 693, and feel that a few notes may be of 
interest. 


Dosage.—One half-gramme tablet was crushed 
and suspended in 20 drachms of milk, and one drachm 
of the suspension was given every two hours. At 
the end of each day any remaining emulsion was 
thrown away to avoid trouble from sour milk. 


1 Shackell, L. F., and Blumenthal, R. R., Anesth. & Analges. 
1933, 12, 102. 
‘idenhorn, ved I. F., and McLaughlin, R. F., 
Ibid, 1938, ‘93; Bourne, , Bruger, M., and Dreyer, N. B., 
‘Obetel 1930, $1. 356, and Canad. med. Ass. J. 1931, 
24, 384; Bourne Bruger, and Raginsky, B. B., Aner i” Surg. 
1931, 14, 653; Rosenthal, 5. M., and Bourne, W. 
med.’ Ass. 1928, 90, 377 ; ‘Bourne, W., Brit. med. J. Vise, 2, 


E. 4 Analges. 1937, sie Blackwenn, W. J., 
Masten, M. G., ad Tatum, A. L., J. ” Pharmacol. 1937, 60, 299. 
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~ Management. —A steam tent was weed, A simple 
saline mixture and brandy and glucose were employed 
in addition. 

Results.—The physical signs cleared up in both 
cases in five days. 

Special note.—Both babies developed enteritis— 
one on the eighth day, the other on the sixth. In 
each case the drug was stopped and in a day the 
enteritis ceased. 


I would like to emphasise that good results were 
obtained in tiny babies with much smaller doses than 
are commonly used, and to point out the develop- 
ment of enteritis after about a week on the drug. 

I have had similar good results in primary broncho- 
pneumonia in older children, and insecondary broncho- 
pneumonia arising in the course of whooping-cough, 
where the response was dramatic. M. & B. 693 also 
gave good results in tonsillitis accompanied by herpes 
simplex—so-called influenzal tonsillitis. 

I would record my appreciation of the collaboration 
of the nursing staff at St. Anthony’s Hospital, Cheam, 
where I had charge of these pneumonias, and my 
thanks to Dr. William O’Neill for permission to 
publish these notes, 

I am, Sir, yours faithfully, 
Carshalton, Dec. 21st. C. Grant NICOL. 


THE “TRON LUNG” 
To the Editor of Ture Lancet 


Str,—In your issue of Dec. 17th Dr. G. P. Crowden 
raises criticisms of the use of wood for the “iron 
lungs ” which Lord Nuffield is so generously to manu- 
facture and present to British hospitals. He quotes 
a paragraph from the American Journal of Pediatrics 
which states that :— 

“Such respirators made with the best cabinet-quality 
wood and by skilled cabinet workers have checked and 
cracked in an annoyingly short time. Such failure is 
probably caused by the rapid pressure changes and 
dampness within the respirator. It is, therefore, risky 
to use such a machine, put it in storage in the basemént 
and then expect it to be in working condition when the 
emergency arises. Theoretically, the wooden machimes 
should last a long time. Practically, this has not proved 
to be the case.’ 

I would like to point out that with modern methods 
of manufacture of laminated wood (of which the 
Both-Nuffield “‘ lung ” is constructed) past difficulties 
of warping, twisting, and cracking have been 
eliminated. The new ‘“ wooden lung”’ is built of a 
series of strips of timber glued with waterproof 
glue and covered with two sheets of veneer on both 
sides—in other words building up what is commonly 
called a block board. This method of construction 
is noted for its lack of movement, as a result of which 
it is very largely used for aeroplane construction. 

I have inspected at the London County Hall one 
of the “lungs” which the London County Council 
medical staff played a big part in designing. The 
experts there are of the opinion that in view of the 
methods of construction, and the material used, the 
** wooden lungs ”’ will last for a period of forty, fifty, 
or more years. Since my inspection, which was a 
very thorough one, I feel it is only right to point 
out that, in my opinion, this method of construction 
and the employment of timber, will not give rise to 
the difficulties which Dr. Crowden suggests. 

Many people think of plywood as something out 
of which tea boxes are made, but the modern laminated 
board is quite a different thing. The L.C.C. have for 
the past three or four years been using ward cabinets, 
made of laminated timber, which are subjected to 
very severe treatment. They are usually standing 


THE ‘‘ IRON LUNG” 


[pEc. 31, 1988 1545 
against radiators and are frequently scrubbed with 
soap and water. Yet the L.C.C. experts have found 
that in their experience there has been no movement 
in any of these cabinets, and I see no reason why the 
laminated ‘‘ wooden lungs” should not stand up 
to their work, without deterioration, for many years. 
I am, Sir, yours faithfully, 
E. H. B. Bourton, 
Technical Director, Timber Development 


Association Ltd. 
King William-street, E.C., Dec. 22nd. 


THE REFUGEES 
A DESERVING GROUP 


To the Editor of Tue LANCET 


Sir,—May we appeal through your columns for 
assistance to certain colleagues of ours who are in 
serious straits ? 

Appeals of this description are to-day unfortunately 
all too common; but we have as a group a very 
justifiable reason for presenting this particular case. 
Each of us has for a period given his medical services 
to the Spanish Government either on behalf of the 
civilian population or in the medical units dispatched 
from this country. Now that all medical men of 
non-Spanish origin are leaving the Government 
service, a number of our colleagues, who are by 
nationality German or Austrian have been transferred 
to French territory ; and here their financial position, 
until arrangements can be made for their final destina- 
tion, is desperate. Most of them are known personally 
to one or other of us. Like us they were moved by 
the consideration that it is better for the world that 
Spain should retain its independence than fall under 
the control of foreign totalitarian governments. 
‘They cannot return to their homes. Should any of 
your readers care to assist men and women whose 
misfortune it is to find themselves destitute on 
account of their generosity and courage, funds can 
be immediately transmitted to the medical organisa- 
tion in Paris that si concerning itself with their welfare. 


Donations may be sent to Dr. C. F. Hill, 162, 
Kingston-road, London, $.W.19. 
We are, Sir, yours faithfully, 
A. L. C. F. 
L. Dovue.as JOLLY, 
Dec. 23rd. A. T. Hart, R. 8. Saxton. 


INFECTIOUS DISEASE 
IN ENGLAND AND WALES DURING THE WEEK ENDED 
DEC. 17TH, 1938 


Notifications.—The following cases of infectious 
disease were notified during the week : Small-pox, 0 ; 
scarlet fever, 1849; diphtheria, 1467 ; enteric fever, 
28 (26 “ expected”), pneumonia (primary or 
influenzal), 948; puerperal pyrexia, 154; cerebro- 
spinal fever, 21; acute poliomyelitis, 31; acute 
polio-encephalijtis, 1; encephalitis lethargica, 1; 
dysentery, 3 ophthalmia neonatorum, 94. No 
case of cholera, plague, or typhus fever was notified 
during the week. 

The combined notifications of acute poliomyelitis and acute 
polio- — total as follows for the current week and the 

revious weeks (working backwards): 32, 30, 37, 42. 47, 
3, 73, 74, 88, 85, 68, 56, 63, 83, 76, 82, 76, 83, 87, 63, 41, 29. 

The number of cases in the Infectious Hospitals of the 
London County Council on Dec. 23rd was 3204, which included : 
Fete fever, 673; diphtheria, 1099 (carriers, 40): measles, 

1; whooping- -cough, 526 ; puerperal fever, 9 mothers 
(pis, babies) halitis iethargica, 296; 8. 

on ped) ospital there were 30 bies (plus 16 
with ophthalmia neonatorum. 


Deaths.—In 126 great towns, including London, 
there was no death from small-pox, 2 (2) from enteric 
fever, 2 (0) from measles, 1 (1) from scarlet fever, 


(Continued at foot of next page) 
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An Outbreak of Dysentery at Middlesbrough 


Tue small outbreak of dysentery in a housing 
estate at Middlesbrough last month began with the 
notification of five children to the health department 
on Nov. 15th as cases of ? food poisoning. The 
children were all members of the H family: V aged 
8 years, H aged 6 years, J aged 4 years, K aged 2 years, 
and G aged 1 year. They were seen by the medical 
officer of health and removed to the isolation hospital 
with a diagnosis of ? food poisoning, ? dysentery. 
The illness had started on the 12th and by the 14th 
had affected all the children, the father and mother 
being apparently well. All the children showed 
some signs of malnutrition, as they had suffered 
from measles, chicken-pox, and whooping-cough within 
the previous three months. J died within five hours 
of admission. Her post-mortem examination revealed 
little beyond an early pneumonia. 

On the 16th two members of the R family living 
next door to the H family were attacked with the 
same symptoms. J aged 6 years and M aged 1} years 
were removed to hospital on the 16th and 17th 
respectively with vomiting and diarrhea with blood 
and mucus. Contact between the R family and the 
H family was established, in that the ‘children had 
been playing together and had eaten “sweets” 
together on the night of Nov. 12th. 

On the 24th a neighbour, aged 31, who had nursed 
one of the H children during the night of Nov. 13th, 
was removed to hospital with similar symptoms. 
There have been no further cases. M.R. died on 
Dec. 9th; the other cases are still in hospital but 
progressing favourably. 

Inquiry into the food consumed by the H family 
showed that on Nov. 12th they had eaten fish 
purchased locally and fried at home and their Sunday 
dinner on the 13th had consisted of stewed rabbit, 
potatoes, brussels sprouts, and Yorkshire pudding. 
At this meal K had only eaten Yorkshire pudding 
and G had had nothing at all. Bacteriological and 
chemical examinations of milk, food, and water were 
negative. The cases were diagnosed as dysentery on 
clinical grounds and also from the fact that all the 
surviving cases have shown the Flexner-Y bacillus 
in their feces. All cases gave a positive blood 
agglutination with a rising titre for the Flexner-Y 
bacillus. 

The outbreak was undoubtedly due to a carrier. 
Investigation has shown that the father of the 
H children spent some time this summer at a training 
centre from which a certain number of cases of 
suspected food poisoning were removed. Blood 
examination in his case also gave a positive agglutina- 
tion of 1 in 250 for the Flexner-Y bacillus, but his 
stool report was negative. Although the chain of 
evidence is not indisputable, this man seems to have 
been the probable source of infection. 


(Continued from previous page) 


7 (2) from whooping-cough, 23 (3) from diphtheria, 
43 (10) from diarrhoea and enteritis under two years, 
and 36 (4) from influenza. The figures in parentheses 
are those for London itself. 

Stockton-on-Tees and Sunderland reported the only deaths 
from measles. Fatal cases of pen pee yo were scattered over 
18 great towns, 3 each at Liverpool and Stanley U.D. (Durham). 


Birmingham reported 9 deaths from diarrhea. 
The number of stillbirths notified during the week 


was 234 (corresponding to a rate of 36 per 1000 
total births), including 23 in London. 


PUBLIC HEALTH 


Registration of Stillbirths in Scotland 


To have an account of stillbirths is clearly valuable 
both as a safeguard for the protection of infant life 
and for the help it may give in elucidating the causes 
of antenatal and postnatal mortality. In England 
and Wales this defect was remedied by the Births 
and Deaths Registration Act of 1926 under which 
registration of stillbirths was required from July Ist, 
1927, thus bringing our system into line with what 
had long been the rule in a number of other countries. 
This law, however, did not extend to Scotland and 
it has been necessary to pass a new Act—the Regis- 
tration of Still-births (Scotland) Act, 1938—requiring 
registration from Jan. Ist, 1939. The Act imposes 
a duty of certification on the medical practitioner 
who attends at a stillbirth or who examines the 
body of a stillborn child, and where possible the 
cause or probable cause of death must be given. In 
the latter respect the Scottish requirements go beyond 
the English in which only the statement that the 
child was not born alive is demanded. If no registered 
medical practitioner or certified midwife was present 
at the birth or examined the body after birth, then 
the informant must make a declaration to that effect 
and that the child was not born alive. 

In making comparisons between the stillbirth-rates 
and infant mortality-rates of one country and another 
the definition of a stillbirth is of paramount impor- 
tance. The Scottish definition is precisely the same 
as that adopted in England and Wales twelve years 
ago—namely, “ stillborn and stillbirth shall apply to 
any child which has issued forth from its mother 
after the twenty-eighth week of pregnancy and which 
did not at any time after being completely expelled from 
its mother breathe or show any other signs of life.” 
Every birth therefore falls into one of three classes : 


(1) A birth before the end of the 28th week of 
pooner of a child which did not show signs of 
ife after complete expulsion is not required to be 
registered. 

(2) A birth after the 28th week of pregnancy of a 
child which after complete expulsion did not show 
any signs of life is a stillbirth and must now be 
registered as such. 

(3) A child who shows any signs of life after 

complete expulsion, whatever the duration of preg- 
nancy, is a live-born child and if it dies, after however 
brief a period, must be registered both as a live birth 
and a death. 
The giving of a certificate of stillbirth to the 
relative does not, of course, relieve the medical 
attendant or certified midwife from notifying the 
fact to the medical officer of health of the area (under 
the Notification of Births Act, 1907). 

In England and Wales the number of stillbirths 
per 1000 total births is about 40 and has varied very 
little in the last ten years. It falls more heavily on 
males than females and on the illegitimate than the 
legitimate. There is little difference between urban 
and rural areas but considerable local variations are 
apparent. For instance, in 1936 the rate per 1000 
total births was 54 in Wales, 45 in the northern 
counties, and only 32 in Greater London ; the metro- 
politan boroughs varied in the same year from 25 in 
Fulham to 46 in Hampstead and the county boroughs 
from 24 in Oxford to 64 in Halifax and 63 in Merthyr 
Tydfil. It will be interesting to see how far the 
Scottish figures, with their addition of the probable 
cause of death, compare with these and help to explain 
the wide variations in the incidence of prenatal 
deaths, 
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“OBITUARY 


HARRY FINLEY, M.D. Lond. 

Dr. Finley of West Malvern died on Dec. 12th at 
the age of 70. The son of the late Henry Thomas 
Edward Finley of Wimborne Minster, Dorset, he was 
born at Wimborne Minster and was educated at the 
local grammar school. Thence he went to University 


College, London, and he graduated from Universi:y 
College Hospital in 1892. 


After holding residential 
posts both there and at 
the Cumberland Infir- 
mary, Carlisle, he spent 
some years in tem- 
porary appointments in 
various parts of the 
country, ranging from 
Devonshire to Mid- 
lothian, and gained a 
wide and varied experi- 
ence in general prac- 
tice before settling in 
West Malvern in 1899. 
For many years he 
was a valued member 
of the staff of the 
Malvern Hospital, and 
he was also associated 
with the Malvern Dis- 
pensary, St. Edward’s 
Orphanage, and _ the 
convalescent homes of 
the Birmingham Hos- 
pital Saturday Holiday 
Fund. During the late 

war he acted as medical officer at a V.A.D. hospital 

in the town. 

Dr. Finley was an original member of the Malvern 
Medical Society, and was its president for the last 
six years of his life. His opinion was valued both in 
practice and in consultation, and he kept in touch 
with a wide circle of professional colleagues. He 
leaves a widow, a son, and two daughters. 


FREDERICK CHARLES SPRAWSON, M.B. Lond., 
F.R.C.S. 


Tue death of Mr. F. C. Sprawson on Nov. 11th 
was an occasion of deep personal sorrow to his many 
friends in Blackpool, where he practised for more than 
thirty years. 

Born in 1872, he was the eldest of four brothers, 
all of whom entered the medical profession. After 
a distinguished career at King’s College, London, 
he passed his F.R.C.S. examination at the early age 
of 24. During his student days at King’s College 
Hospital he had the good fortune to serve as dresser 
to Lister, and was probably the last to occupy that 
position. He was later house surgeon to William Rose, 
and came intimately in contact with that great teacher 
Albert Carless, who at that time was collaborating 
with Rose in the production of ‘“‘ Rose and Carless.”’ 
Sprawson was responsible for the photographic 
illustrations in the first edition. Much attracted by 
the teaching and personality of McHardy, the 
ophthalmic surgeon, he threw himself with enthusiasm 
into eye work and took appointments at the special 
hospitals to gain experience in that branch. 

Shortly after his marriage in 1897 Sprawson settled 
in Blackpool, and continued in practice there until 
his retirement in 1931. He developed an extensive 
consulting ophthalmic and general surgical practice, 
which made heavy demands on his endurance and 


undoubtedly forced his early retirement. He was 
consulting surgeon to the Lytham and Fleetwood 
Hospitals, and served on the staff of the Victoria 
Hospital, Blackpool, for many years. He volunteered 
for service in the late war, and on the way out to 
Salonika his ship, the Ivernia was torpedoed in 
the Mediterranean. He narrowly escaped death by 
drowning, yet his chief concern was the loss of his 
surgical instruments, which were for some time 
irreplaceable. 

Few men have been so beloved and respected by 
their colleagues as was Sprawson, and his advice was 
eagerly sought in all sorts of cases. Of a quiet and 
retiring disposition, he always shunned the limelight ; 
yet to meet him in consultation was a revelation of 
a mind stored with medical knowledge and general 
culture. On his retirement in 1931 he received a 
presentation from his fellow practitioners as a token 
of their esteem, and was their guest at a dinner given 
in his honour. His interests outside his professional 
work were many and should have obtained for him a 
happy retirement, but unluckily increasing disability 
curtailed his activities in his last few years: He was 
a keen reader, a skilful fly-fisher, and an expert 
carpenter. He delighted in boats and the keeping of 
bees, and for all his hobbies he acquired the last 
word in scientific knowledge. 


PETER SIDNEY SPOKES, M.R.C.S., L.D.S. 


Dr. P. 8. Spokes, who died at Lewes on Dec. 18th 
in his 86th year, was in his time one of the pillars of 
the dental profession. Born at Reading in 1852, 
eldest son of Sir Peter Spokes, he was educated at 
Amersham Hall and University College, London, 
where he qualified M.R.C.S. in 1876. After spending 
some time as surgeon to troops in the Transvaal 
he returned to London and took his dental diploma, 
becoming dental surgeon to University College 
Hospital in 1892. He lectured there and at the 
National Dental College, to which he became dean ; 
and among other activities he was dental surgeon to 
Haileybury and president of the School Dentists 
Society. Although he wrote no text-book the dental 
journals often contained something useful and 
stimulating from his pen and he contributed the 
articles on treatment of teeth and oral sepsis to 
Pye’s “‘ Surgical Handicraft.” After his retirement 
in 1922 he lived in the house occupied by Gideon 
Mantell, F.R.S., surgeon and geologist, and published 
a biography of him in 1927. He was himself an active 
member of the Sussex Archeological Society. Dr. 
Spokes married Agnes Anderson of Steeple Claydon 
who died in 1907, and had one son. 


FELLOWSHIP OF MEDICINE AND POST-GRADUATE 
MepicaL Assoé1ation.—The following post-graduate 
courses will be held during the early part of 1939 : afternoon 
course in dermatology at St. John’s Hospital (Jan. 3rd 
to 3lst, open to non-members); a series of lecture- 
demonstrations in neuro-surgery at 8 P.M. at the West 
End Hospital for Nervous Diseases (Mondays and 
Fridays, Jan. 2nd to 20th); an all-day course in 
cardiology at the National Hospital for Diseases of 
the Heart (Jan. 9th to 20th, open to non-members) ; 
an all-day course in urology at St. Peter’s Hospital 
(Jan. 16th to 28th, men only); and an all-day course 
in chest diseases at the Brompton Hospital (Jan. 23rd 
to 28th). A week-end course on heart an dlung 
diseases will be given at the London Chest Hospital 
on Feb. 4th and 5th. Further information may be had 
from the secretary of the fellowship, 1, Wimpole-street, 
London, W.1. 
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A YEAR’S WORK ON CANCER 


Tue Imperial Cancer Research Fund moved in 
July from Queen-square to Mill Hill, and the reorgan- 
isation thus required has necessarily interfered with 
the scientific work of the staff. Nevertheless the 
director, Dr. W. E. Gye, is able again to present a 
valuable report! describing original investigations 
and showing how this laboratory confirms, integrates, 
and collaborates in observations made elsewhere. 

The section on carcinogenesis opens with a renewed 
warning about the dangers of using Thorotrast 
(colloidal thorium dioxide) for radiography. It has 
repeatedly been pointed out that this substance 
remains in the body indefinitely, and Dr. L. Foulds 
has now produced both sarcomas and a carcinoma 
at the site of its injection into guinea-pigs. These 
growths appeared 2}-3 years after the thorotrast 
was injected, and in man “a period of ten or fifteen 
years might be expected to elapse before thorotrast 
produced a tumour.” Though no cancers have yet 
been traced to its use in human beings it would be 
premature to assume that thorotrast is harmless, 
especially as bone tumours are seen in workers who 
handle luminous paints. 

Commonly tar and the carcinogenic hydrocarbons 
evoke either squamous epithelioma (when applied 
to the skin) or sarcoma (when injected beneath it). 
The carcinoma induced in a guinea-pig by Dr. Foulds 
is apparently the first example of a glandular cancer 
produced by the local action of a carcinogenic agent. 
Some investigators have argued that carcinogenic 
agents cannot induce glandular cancer in animals not 
predisposed to it; but in Dr. Gye’s opinion it would 
be rash to conclude that an extraneous stimulus is 
not decisive in the origin of glandular cancer; 
though “the appropriate stimulus is not necessarily 
that which induces skin cancer, just as the most 
effective stimulus is not the same in different species 
of animals. The search for the stimulus which 
induces the large and dangerous group of glandular 
cancers in man may thus extend beyond the limits 
of the known carcinogenic agents.” 


CARCINOGENS AND VIRUSES 


Peyton Rous showed that if Shope’s papilloma 
virus is injected intravenously into rabbits whose 
ears have been painted with tar, it will localise in the 
tarred skin and rapidly produce growths which are 
from the first malignant. In the laboratories of the 
Fund, and of the National Institute for Medical 
Research, Andrewes, Ahlstrém, Foulds, and Gye 
have tried to produce connective-tissue tumours in the 
same way. Tar was injected intramuscularly, and 
Shope virus intravenously, and in each laboratory 
one rabbit of a small series developed a sarcoma 
where the tar had been injected. The usual effect 
was a fibroma at the site of the tar and also a 
generalised fibromatosis. Analysing the factors 
making for localisation at the point where the tar was 
injected Dr. Foulds found that the essential factor 
was the immediate tissue reaction to tar, and not the 
presence of tissue which, having been long in contact 
with tar, might be expected to be in a precancerous 
state. The conversion of fibroma into sarcoma— 
the chief object of the experiments—was not again 
observed, and when Andrewes and Ahlstrém examined 
their sarcoma they could find no trace of virus in it. 


! Thirty-sixth annual report of the Fund (1937-38). Offices: 
Royal College of Surgeons, Lincoln’s Inn-fields, London, W.C. 
Laboustouion: Burtonbole Lane, The Ridgway, Mill Hill, N.W.7. 


From Chicago has come the report that if 1: 2:5:6 
dibenzanthracene is injected repeatedly into rabbits 
these animals become much better media for the 
growth of transplanted Brown-Pearce rabbit carci- 
noma, and the idea has been put forward that 
carcinogenic compounds containing the phenan- 
threne ring alter the tissues so as to make them more 
susceptible to tumour growth. Dr. Gye, in comment- 
ing on this hypothesis, recalls an observation by 
Dr. Foulds that trypan-blue (which is not carcino- 
genic) has much the same effect as dibenzanthracene. 
“* Tt is safe,” he says, “‘ to conclude that the generalised 
action of dibenzanthracene on the Brown-Pearce 
tumour is distinct from its local carcinogenic action. 
The experiments are nevertheless interesting in 
suggesting that the remote action of some or perhaps 
all carcinogenic substances on tumour implants 
and on infections with the fibroma virus may be 
allied to the action of non-carcinogenic vital dyes.” 

Early this year Woglom, of New York, discovered 
that subeutaneous abscesses arising as a complication 
of experiments with a rat tumour could be serially 
transmitted by a filtrable agent. Dr, R. Knox, 
experimenting with Woglom’s material, finds that 
this filtrable agent has an average diameter of 
about 0-2 yu. The interest of this lies partly in the 
fact that the virus is found as a contaminant of a 
tumour, and partly in the fact that it is pyogenic. 


HORMONES 


Dr. W. Cramer and Mr. E. 8. Horning, D.Se., 
have continued their studies of the changes seen in 
the ductless glands after prolonged treatment with 
estrone. Histological study of the anterior pituitary 
suggested that there may be a_ physiological 
antagonism between estrone and the hormones 
secreted by the pituitary acidophil cells. Experi- 
ments on mice showed that if thyrotropic pituitary 
hormone is given with estrone it prevents the 
proliferation of mammary epithelium and degranula- 
_ of anterior-pituitary cells produced by cstrone 

one. 

These experiments were repeated on inbred mice 
having a high incidence of mammary cancer, and of 
25 females treated with thyrotropic hormone as well 
as cstrone none developed cancer although they 
all reached an age at which tumours would have 
been expected in half of them.? ‘It was proved in 
this way that the thyrotropic hormone which stops 
the action of estrone on the pituitary body and on the 
mammary gland also prevents in this specially selected 
strain of mice the spontaneous development of 
breast cancer.” 


TISSUE CULTURE—RADIATION 


In his work on tissue culture Dr. R. J. Ludford 
has previously shown that tumour virus, obtained 
from fowl sarcomas, is able to transform normal 
connective-tissue cells into malignant cells. In 
further experiments he has noticed that from time 
to time a substance occurs which neutralises virus, 
and he is trying to trace its source. Many observa- 
tions have also been made in the laboratories on the 
comparative action of chemical compounds on the 
growth of normal and malignant cells, and it has been 
found that the Bayer compound Germanin promotes 
the liquefaction of fibrin exhibited in tissue culture 
by most malignant cells and some non-malignant 
ones. This is regarded as “a specific excitation of 
a particular cell function by a certain class of chemical 


* This work appeared in the Lancet, 1938, 1, 72. 
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compounds” and its significance is being further 
explored. 

Strong, of Yale, has reported that inclusion of 
heptyl aldehyde in the diet of mice with mammary 
cancers causes extensive liquefaction of the tumours, 
and sometimes complete regression. It appeared 
that the action of heptyl aldehyde was on the 
connective-tissue framework of the tumours, and 
when the substance was applied to mixed cultures 
of fowl tumour cells and chick fibroblasts no selective 
action upon the growth of the malignant cells was 
demonstrable. 

The last section of Dr. Gye’s report is concerned 
with radiation. Writing of the work on the bio- 


chemical effects of radiation carried out in the Fund’s 
laboratories by Dr. Cramer and Mr. H. G. Crabtree, 
he recalls that its general purpose has been to 
determine whether certain enzyme systems in the 
living cell are differentially affected by radiation. 
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It has been demonstrated that the glycolytic process 
used by the cancer cell is specifically vulnerable to 
radiation applied at low temperature, and that 
glycolysis in the retina is inhibited similarly, but 
even more rapidly than in tumours. In a joint in- 
vestigation by Mr, Crabtree and Mr. L. H. Gray, Ph.D., 
at Mount Vernon Hospital inhibition of retinal 
glycolysis by irradiation at different wavé-lengths 
and for different periods has been studied, and it has 
been ascertained that a given dose of radiation, 
measured in réntgen units, whether gamma, beta, 
or X radiation, produces exactly the same percentage 
inhibition. “‘The experiments with this material 
give no evidence of any dependence of biological 
effect on the quality of the radiation used,’ and 
generally similar results were obtained in a few 
experiments with tumour tissue. The effect of a 
given dose, however, is greater if the time of irradia- 
tion is prolonged. 


PARLIAMENTARY INTELLIGENCE 


Boru Houses of Parliament adjourned on Dec. 22nd 
for the Christmas recess. The House of Lords will 
reassemble on Feb. 7th and the House of Commons 
on Jan. 3lst. The usual resolutions were passed 
providing for the summoning of Parliament at an 
earlier date in case of emergency. The Royal Assent 
was given to the Expiring Laws Continuance Act 
and the Housing (Financial Provisions) (Scotland) Act. 


NOTES ON CURRENT TOPICS 


Unemployment and the Social Services 


On the motion for the adjournment in the House 
of Commons on Dec. 22nd, Mr. LAwson, on behalf 
of the Labour Party, raised the question of unemploy- 
ment. He said that he recognised that much was 
being done by individuals to improve the lot of the 
unemployed, but when the most was said on that 
score it must be agreed that Christmas was a grim, 
gloomy, and cheerless time for the great bulk of the 
unemployed and their dependents. The long con- 
tinued unemployment in the distressed areas did 
something to the spirit of the people which he some- 
times thought was worse than the physical harm it 
caused. The conditions were now worse in those 
areas than at the beginning of the nineteenth century, 
and things were evil enough then. He could not 
understand why the Minister of Labour remained so 
stolid and immovable in face of the evidence relating 
to unemployment. Had the Government abandoned 
any hope of dealing with this situation ? 

Mr. BuCHANAN said that unemployment was a 
disease and should be treated as such. 

Mr. ERNEsT Brown, Minister of Labour, replying 
to the debate, said it was not fair to represent to the 
world that there were 2,000,000 unemployed in this 
country and that every unit of them was in a 
precisely similar position. He (Mr. Brown) was the 
Minister who, with the good will of all sections of the 
House of Commons, had introduced for the first time 
an extra winter allowance of two shillings a week to 
meet the necessities of coal, fire, and heating. It 
was quite simple to say, “ It is only two shillings,” 
but when they were dealing with hundreds of 
thousands of people the House knew that that was 
a very great contribution. He advised hon. Members 
to study the latest return of social services, which 
was a very remarkable document, From that return 
it was learned that a great deal was being done by 
this country. In no country were there more generous 
individuals than here, but this was not merely a 
country where individual private effort was released 
to assist unfortunate people ; ours was the country 
greatest in the world for the carrying out of public 
good nature. In the last three years £80,000,000 of 


public money had been spent annually on unemploy- 
ment insurance and unemployment assistance. The 
House must also remember the large amount of 
money, amounting to nearly £500,000,000 a year, 
which was being spent on the social services. This 
was organised public effort and good nature to a 
large degree, and it did not do justice to this country 
to suggest that we were insensitive to the needs of 
our unfortunate fellow citizens. The grave problem 
of unemployment was one which had come upon us 
with speed and swiftness, and one which did not 
yield to any single measure. He claimed that in the 
last four years a great deal of constructive work had 
been done. The Government would go ahead with 
their endeavours to see that industries became more 
diversified in the areas which had been too long 
dependent on one or more of the heavy trades which 
were now badly suffering from the reactions to 
alterations in the conditions of the industries, the 
tension in the international sphere, and the unstable 
primary price level. 


Dangerous Drug Traffic in the Far East 


Lieut.-Commander FLETCHER raised the question 
of the work of the advisory committee on drugs at 
Geneva. He said that good will towards the suppres- 
sion of the drug traffic had been shown by most 
Governments with the exception of the Japanese 
Government. The Japanese had fostered the con- 
sumption of drugs not only in China but all over the 
world, including Canada; and they had smuggled 
cocaine into India. The good work of the League of 
Nations in dealing with the drug traffic was being 
undone by the Japanese Government to whom it had 
been left to produce pestilence to pay for war. It 
was a ghastly crime against international decency. 

Mr. BUTLER, Under-Secretary for Foreign Affairs, 
said that the Government viewed with grave concern 
the drug situation as described by the Opium Advisory 
Committee last June, and reviewed by the League of 
Nations this autumn. One very serious feature of 
the growth of the traffic had been the growth of the 
use of heroin, the effects of which were far more 
serious than opium, The resolution passed at Geneva, 
which was sent to H.M. Government in common with 
other Governments, would receive the close attention 
of the Foreign Secretary and himself. There was in 
1936 an Anglo-Japanese Drug Traffic Agreement. 
No immediate action had followed on that agreement 
until this autumn, when they had arranged for closer 
coéperation between His Majesty’s diplomatic and 
consular officers in the Far East and similar repre- 
sentatives of the Japanese Government. The British 
officers had been instructed to codperate with the 
appropriate Japanese authorities by mutually com- 
municating information regarding the proceedings 
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and movements of persons known to be engaged in 
the illicit drug traffic. This new coéperation had only 
just been put in motion, and though it might not 
amount to an immediate solution of this great 
problem, it did at least mean that they were in 
closer touch with the representatives of Japan, and 
that in that manner they would be able to illustrate 
the gravity which they attached to the matter. 

From’the information in the possession of the 
Secretary of State for Foreign Affairs there was no 
evidence that the increase of drug traffic in China 
was the outcome of any deliberate plan on the part 
of the Japanese Government, or that it was aimed 
deliberately at the systematic demoralisation of the 
Chinese people. He thought that the diagnosis which 
most correctly fitted this extremely serious position 
was somewhat as follows: The reports received by 
H.M, Government from the north of China seemed 
to confirm the statement made at the meeting of the 
Opium Advisory Committee last June. In the north 
of China before the Japanese occupation in 1937 an 
attempt was made by the Chinese Central Govern- 
ment to enforce the drastic opium and narcotic laws 
which had been promulgated by them in 1935. Since 
the Japanese occupation of this region these deterrents 
had to a large extent disappeared, and as they dis- 
appeared the position had become worse. <A report 
on the drug situation in Manchuria had been called 
for from His Majesty’s representatives. The position 
in Central China did not appear to be so serious. 
His Majesty’s Government had preferred the inter- 
national approach in this matter, and they believed 
that here was a real opportunity for the League of 
Nations. They intended to continue their efforts in 
coéperation with other Governments to deal with the 
dangerous drug traffic. 


QUESTION TIME 
TUESDAY, DEC. 20TH 
Old Age Pensioners and Hospital Treatment 


Mr. BucHANAN asked the Secretary of State for Scotland 
if he was aware that in the case of an old age pensioner 
admitted to hospital by a local authority the old age 
pension could not be claimed without consent by the 
local authority ; that in certain cases persons were having 
their pension taken without the pensioner’s consent ; and 
if he would take steps to have this ended.—Mr. CoLvILLE 
replied: Where an old age pensioner is admitted to 
hospital by a local authority his pension cannot properly 
be drawn by the local authority without the pensioner’s 
consent. If the hon. Member will send me particulars of 
any case in which it is alleged that a local authority has 
obtained payment of a pension without a pensioner’s 
consent I shall be glad to have inquiry made. 


Methylated Spirit Drinking in Scotland 


Mr. Barr asked the Secretary of State for Scotland the 
number of prosecutions for drunkenness caused by methyl- 
ated spirits during the first six months of experience 
under the Methylated Spirits (Sale by Retail) (Scotland) 
Act, 1937; and also during the corresponding six months 
of the previous year.—Mr. CoLviLie replied: The Act 
referred to came into operation on Jan. Ist, 1938, but 
the local returns relate to six-monthly periods commencing 
on May Ist and Nov. Ist, and comparative figures for the 
first six months of the year are not therefore available. 
The latest returns show that in the course of the six 
months from May Ist to Oct. 3lst, 1938, 297 persons were 
charged with offences of the nature referred to as com- 
pared with 1243 persons in the corresponding six months 
of last year. 


Cheap Wines and Drunkenness 


Sir ARNOLD WiLson asked the Home Secretary whether 
his attention had been drawn to the continuous increase 
in convictions for drunkenness in England and Wales, 
from 33,100 in 1932 to 52,425 in 1937; the incidence of 
convictions per million being over three times as great in 
Greater London as in the rest of England and Wales; and 
whether he would institute special inquiries with a view 
to ascertaining how far this increase was attributable to 
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the greatly increased consumption of cheap wines.—Sir 
SAMUEL Hoare replied: In the years from 1924 to 1932 
there was a steep fall in the number of convictions for 
drunkenness. Since 1932 the figure has risen each year 
though the total is still substantially lower than in 1930. 
The question of what steps can usefully be taken to 
elucidate the causes of the increase is at present engaging 
my attention and I am not in a position to say whether 
the factor to which my hon. friend refers has contributed 
materially to the increase. 


Food Research 


Mr. Rospert Grsson asked the Minister of Health if he 
would consider legislation to set up a food research institute 
on which bodies interested in health, nutrition, and food 
might be represented, and to the support of which insurance 
companies dealing in life and sickness insurance should be 
invited to contribute on an equitable basis ——Mr. BERNAys 
replied: There is at present a great deal of research on 
food problems and my right hon. friend doubts if a single 
institute of the nature suggested would be of service. 


Sir Ratpax Giyn asked the Minister of Health what 
were the terms of reference of the panel of food experts 
and chemists which had been established to inquire into 
the problem of food storage in time of national emer- 
gency ; and what steps the Government proposed to take 
to expedite this inquiry so that a report might be available 
as soon as possible, and the House informed of its purport. 
—Mr. OLIver StTantey (President of the Board of Trade) 
replied : I understand that the food group of the Society 
of Chemical Industry has recently formed a nutrition 
panel for the study of food in relation to health and disease, 
and that the question of food storage in a national emer- 
gency will come within the scope of the work of the panel. 
I have, however, no information on this subject apart 
from what has been published in the press. I may add 
that the Food (Defence Plans) Department of the Board 
of Trade, since its establishment at the end of 1936, has 
received from the Department of Scientific and Industrial 
Research advice on a number of suggestions which have 
been made to the department as well as on other proposals 
respecting the storage and preservation of various kinds 
of foodstufis. 


Training of Midwives 


Mrs. Tate asked the Minister of Health whether he was 
aware that the Midwives Act was being used as a means 
for providing a short training in maternity nursing ; and, 
as this was not a desirable state of affairs, whether he 
would consider amending the Midwives Act, 1936, in order 
to remedy it.—Mr. Brrnays replied: My right hon. 
friend is not satisfied that there are good grounds for 
modifying the decision of Parliament, as expressed only 
two years ago in Section 6 of the Midwives Act, 1936. 
My right hon. friend does not think he could agree with 
my hon. friend that the arrangements referred to in the 
first part of the question are to be deprecated. 


WEDNESDAY, DEC. 2lsT 
Shuttle Kissing and Public Health 


Mr. BurKE asked the Home Secretary if he had arrived 
at any conclusion as to the advisability of making regula- 
tions under the Factories Act for the elimination of shuttle 
kissing in weaving sheds.—Mr. Grorrrey Lioyp, Under- 
Secretary, Home Office, replied: A committee of repre- 
sentatives of employers and operatives, with a member 
from the Cotton Industry Research Association, was set 
up by agreement, under the chairmanship of the super- 
intending inspector of factories at Manchester, to go into 
this matter. They considered that in the first instance 
further experiments with hand-threaded shuttles were 
desirable, and such experiments have since been proceed- 
ing. I understand that a further meeting of the committee 
is proposed for next month, to consider results. 


THURSDAY, DEC. 22ND 
Supply of Milk to School-children 


Mr. Day asked the Parliamentary Secretary to the 
Board of Education whether he would state, according to 
the Board’s statistics, the number of elementary schools 
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in England and Wales in which no arrangements had been 
made for the supplying of milk to the children attending 
such schools.—Mr. KENNETH Linpsay replied: On 
March 3lst, 1938, the latest date for which figures are 
available, out of a total of 29,223 public elementary school 
departments in England and Wales 1920 made no arrange- 
ments for the supply of milk. This represents 6°6 per 
cent. of the total number of departments, but the depart- 
ments making no arrangements were for the most part 
small and contained less than 3 per cent. of the total 
number of public elementary school-children. 


Holiday Camps for Young Persons 


Sir Gurrorp Fox asked the Parliamentary Secretary to 
the Board of Education whether any action had yet been 
taken under the Physical Fitness Act to build and equip 
holiday camps for young persons ; and whether, in view 
of the useful purpose which such camps might serve in an 
emergency, he could arrange to expedite their develop- 
ment, if necessary, in conjunction with the Lord Privy 
Seal’s Department.—Mr. KennetH Linpsay replied : 
The Board’s powers under the Physical Training and 
Recreation Act to make grants in aid of the building and 
equipment of holiday camps extend only to projects put 
forward by local authorities and local voluntary organisa- 
tions. A number of applications for grants under the Act 
have been received and, except in a few cases, offers of 
grant have been made. My hon. friend will no doubt have 
seen references in the press to a scheme of holiday camps 
now under consideration by the local committee for 
London and Middlesex, and the National Fitness Council 
is actively considering the question of holiday camp 
provision in consultation with certain national bodies. 
My hon. friend can be assured that in this matter there 
will be no lack of coéperation between the Lord Privy 
Seal and my noble friend. 


Occupational Therapy at Park Prewett 
Miss RATHBONE asked the Minister of Health if he was 
aware that two Commissioners of the Board of Control 
who visited Park Prewett mental hospital in July, 1937, 
made an entry in the visitors’ book to the effect that they 
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had been disappointed at the progress made in occu- 
pational therapy and that little appeared to be done for 
those patients who were in need of occupational treatment ; 
whether he was satisfied that the defect referred to in this 
entry either had not existed or had now been remedied ; 
and how often and on what dates had Park Prewett hospital 
been inspected since the date when this complaint was 
made.—Mr. Evxiot replied: The reply to the first part 
of the question is in the affirmative. Two Commissioners 
of the Board of Control visited the hospital again on 
Oct. 14th last and reported that, since the previous visit, 
a welcome advance had been made in the development 
of occupational therapy, though there were certain direc- 
tions in which they suggested the possibility of further 
advance. 

Value of Milk Pasteurisation 


Sir Ernest GranamM-LirrLte asked the Minister of 
Health whether, in view of the conflicting opinions which 
were still expressed with regard to the value of pasteurisa- 
tion, he would cause a judicial inquiry to be made into 
this matter at the earliest opportunity so that a final and 
considered decision could be given.—Mr. E.uior replied : 
I am advised that the facts with regard to pasteurisation 
are well known. The conflict is as the hon. Member 
indicates a matter of opinion. I do not think that any 
useful purpose would be served by taking the course 
suggested. 


Treatment of Cancer 


Mr. Groves asked the Minister of Health whether the 
cures of cancer by Mr. Rees Evans had been brought to 
his notice; and whether, in drawing up his plan for a 
eancer service, he had considered any of the unorthodox 
treatments which were claimed to have numerous successes. 
—Mr. Ewwior replied: Mr. Rees Evans’s claims have 
been brought to my notice but so far as I am aware he 
has never disclosed the nature of his remedy. The Cancer 
Bill does not specify methods of treatment ; its purpose 
is to provide a framework within which it will be possible 
for local authorities to make arrangements under which 
every person requiring treatment for cancer will be able 
to receive the treatment most appropriate to his case. 
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An American Study of British Health Insurance! 


Dr. and Mrs. Orr came to this country to study 
our system of health insurance, not in order to 
confirm preconceived opinions for or against what 
in America is called “‘ State medicine,’ but to find out 
at first hand what the system does and what is 
thought of it by the insured people themselves and 
by the doctors responsible for providing them with 
medical care. They gathered information not only 
from the usual sources—Government departments, 
insurance committees, approved societies, and the 
B.M.A.—but also from personal interviews with large 
numbers of insured persons and insurance doctors in 
many parts of the country, and by a questionnaire 
circulated in working-men’s clubs associated with 
settlements, the replies to which are tabulated in an 
appendix to their book. They were unusually per- 
tinacious in their questioning. ‘‘ Without even a 
twinge of conscience,” they write, “‘ we interviewed 
everyone we met: the maids who tidied up our 
rooms, waiters who served our meals, and even the 
hairdresser at Marshall and Snelgrove’s store in 
Oxford-street.” It is safe to say that their inquiry 
is the most searching yet made into British health 
insurance by any non-British observer. 

The book is written in a clear vivacious style and 
presents an accurate, well-informed, and readable 


1 Health Insurance with Medical Care: The British Experi- 
ence. By Douglass W. Orr, M.D., and Jean Walker Orr. ew 
York: The Macmillan Company. 1938. Pp. 271. 12s. 


description of British health insurance and its relation 
to hospital contributory schemes, public medical 
services, public assistance, and other forms of public 


provision of medical care. The authors evidently 
enjoyed their work, and the zest with which they 
attacked it is communicated to the reader. They 
have produced an informative and entertaining book, 
which should do much to dispel the prevalent mis- 
conceptions of health insurance in America, and will 
be found useful in this country, particularly by 
insurance practitioners and administrators and other 
social workers. The authors say that the evidence 
they have collected proves that ‘‘ there is in England 
a scheme of health insurance which works and which, 
within its admittedly limited scope, is regarded with 
general satisfaetion and approved by doctors, insured 
persons, and the public at large.”” They point out, 
however, that the scheme is defective in that it 
provides a limited range of medical services and 
includes no provision for the dependants of insured 
persons. Any scheme of health insurance that may 
be adopted in America should, in their view, begin 
with a more complete range of medical service and 
should take the family as the unit. They think also 
that in an American scheme the medical services 
should be separated from the cash benefits, which 
should preferably be administered by the existing 
machinery for dealing with unemployment benefits. 
Mr. Lloyd George contributes a foreword commending 
the book warmly to the attention of the public, both 
in England and in America, 
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MEDICAL NEWS 


University of Cambridge 
Dr. W. Feldberg, formerly of the University of Berlin, 

has been appointed lecturer in physiology for three years 

from Oct. Ist last. 

Miss Marie Jahoda, Ph.D., of Vienna, has been appointed 
to the Pinsent-Darwin studentship for the study of mental 
pathology for one year. 

At recent examinations the following candidates were 
successful :— 

FINAL EXAMINATION FOR M.B., B.CHIR. 

Part I (Su 
J. Aspin, D. aker, G. Cc 
Bolton, J. F. Buchan, 
Clay, ‘A. X. Cochemé, K. H. 8. ‘Dailiwali 7 
ls R. H. Elphinstone, J. F. Erskine, G. a 


Evans, B. Evans, T. Fenwick, A. D. Fisk, W. J. D. Fieming, 
Cc. M. Fletcher, =. Fletch er, R. G. D. Forward, T.C. = Gibbens, 
M. O. J. Gibson, J. A. Glover, E. 8. Goller, zi. R. Gordon, 


G. 8. Graveren. 2 -M. E. Hannaford, Ww. Harris, R. Hearn, 
R. P. Hendry, W. F. Holman Hughes, i. M. Jackson, 
T. G. 8S. James, J. Jordan, M. Lewis, G. M. 
Lewis, F. M. McGown, I. C. Mackenzie, K. 8. MacLean, 
R. W. J. Maclure, J. M. FE A. J. Moss-Blundell, J. M: 
Naish, J. C. R. Nuttall-Smith, A. M. O Ogilvie, i. De Osler, J.N. 
Pattinson, J. H. Penrose, C. P. Petch Phillips, R. Piper, 
. L. Porter, B. W. Powell, D. Rice, W.H.S. 
St John-Brooks, P. D. Samman, M. ‘Savory, M. J. Scott, P. 'D. 
Scott, Southern, J. R. Squire, A. Standeven, 4; B. 
Tawse, Thomas, P. 8. Thorne, R. C. H. Tripp, P. Unwin, 
D. B. Wallis, Wallis, J. Watson, G. C. V Helis, 
Whitti ham, Wilson, R. Wilson, and R. W right. 
Part fl (Ph Eve Pathology, and Pharmacology). —H. 
Addis, J. Arnott, G. Bourne, B. . Bray, E. B. 
4 Clutton. arom ’p. C. Conran, C. H. C E. 8. Dismorr, 
. P. Ellis, G. H. Evans, R. G. D. Forwar G. A. Fowler, 
Gardner, W. R. Gavin, W. C. Gough, E. F. 
Kerr, J. M Hannaford, M. Harmer, 1. T. Hinde, C. H. 
Hoskyn, Hutton, J.D. Iles, R. D. 8. Jack, H. M. 
James, E. P. ree "A. Leese, M. Lloyd, V. L. Lutwyche, 
B. E. Miles, M. E. Moore 5 Panton, H. G. Percy, J. 8. 
Phillpotts, G. C. Pritchard, .) . Ridout, G. 8. Robinson, C. J. 
. Sturdy, win, J. D. O. Watson, 
J. M. Wilkin; R Winfield, RL Witney, and B: M. Wright. 


University of London 


At recent examinations the following candidates were 
successful :— 


St. C. C. 
Brennan, 


Branch I (Surgery).—E. W. pintelifie (St. Bart.’s), J. A. 
Branch ITI (Ophthalmology).—H. W. Applin (Guy’s and Royal 
Westminster Ophthalmic 
FINAL EXAMINATION FOR B.D.8. 
A. G. Beaton (Guy’s Hosp.). 
Group II—A, 8. Peters (Univ. Coll. Hosp.). 
D.M.R, 
Philip Beinart (St. Bart.’s). 


POST-GRADUATE DIPLOMA IN CLINICAL PATHOLOGY 
Kai-fun Woo (London Hosp.). 


University of Glasgow 

On Wednesday, Jan. 18th, at 8.15 p.m., in the Tennent 
Memorial Institute, Dr. Emil de Grész, professor of 
ophthalmology in the University of Budapest, will deliver 
a lecture on the surgery of the eye in Hungary. All 
interested are invited to attend. 


National University of Ireland 


At recent examinations held at University College, 
Cork, the following candidates were successful :— 


M.D. 
J. B, O’Regan and William O’Sullivan. 


M.CH, 
J. G. Barrett. 


FINAL EXAMINATION FOR M.B., B.CH., B.A.O. 

E, J. Cantillon (with first-class honours); William Cranley, 
J. A. Seavers, and J. J. McGrath (with second-class honours) ; 
T. J. Bird, J. W. Byrne, E. J. Cantillon, William Cranley, 

C. Devlin, F. J. La ycock, W. F. Lenahan, J. A. McCarthy, 
J. J. McGrath, J. P. Mulligan, J. P. Nolan, Maurice O’Brien, 
Anthony O’Connor, H. A. O’Grady, David O’Keeffe, P. J. 
O’Reilly, H. J. J. O’Sullivan, W. N. Philpot, Sydney Rosehill, 
J. A. Seavers, and D. R. 

Part I—D. I. 
. G. O'Mahony, J. V. O’Sullivan, 
. J. O'Sullivan, 
D.P.M, 
J. Kennefick. 


D.P.H, 


John O’Sullivan. 


University of Manchester 


Dr. R. E. Lane, medical officer of the Chloride Electrical 
Storage Company, Manchester, has been appointed lecturer 
in factory hygiene. 


University of Leeds 
At recent examinations the following candidates were 
successful :— 
FINAL EXAMINATION FOR M.B., CH.B. 


- T. Akroyd, J. B. C. E. 
Astley, P. D. Bedford, C. H. Boyd, A. Colbert, J. B. Coltman, 
E. Cope, F. Debney, R. G. Denniss, Patricia M. J.M. 
Fitton, M. M. Frais, M. Goldberg, H. Goldstone, Mary E. 
Goodson, F. Gouldsborough, A. Green, A. Greenwood, G. Higgins, 
J. Hirst, H. J. M. Holland: Adelaide J. G. James, e Jennings, 
Johnson, Jean Middlemiss, D. E. Mitchell, L. H. a 
= Peretval, C. Pickard, I. G. W. Pickering, J. D. Pickup, T 
*Rapapo G. N. Ree . Rosenthal, Sande 
J. J. "Schofield, Helen M. Secker, we Sheffield, 
F. N. Shuttleworth, I. Mary Shuttleworth, S. A. Swanson, = 8. 
Tan, P. E. R. Tattersall, A. L. Sooper, ©. . Waddington, R 
Warin, K. D. Wood, and I. Young 


D.P.H. 
Mary W. Taylor. 


House Management Practice 


The Royal Sanitary Institute will hold a meeting at 
90, Buckingham Palace-road, London, 8.W., on Tuesday, 
Jan. 10th, at 5.30 p.m., when Dr. J. Greenwood Wilson, 
medical officer of health for Cardiff, will open a discussion 
on this subject. Miss Emily Murray, secretary and estate 
manager of the Westminster Housing Trust, will also speak, 
and the chair will be taken by Lord Balfour of Burleigh, 
president of the institute. 


Centenary of Medical Journal 

The Medical Press and Circular is celebrating its cen- 
tenary this month. It was founded in January, 1839, in 
Dublin, by Mr. Arthur Jacob, under the title of the Dublin 
Medical Press and in 1866 it absorbed the Medical Circular 
and became the Medical Press and Circular. From the 
date of the amalgamation it has been published in London. 
A book entitled ‘“‘The Medical Press and Circular 1839-— 
1939, The History of a Journal” will be published in 
connexion with the centenary, and a dinner will be held 
at Claridge’s on Jan. 25th next. 


Neuroses in War-time 


Six lectures, open only to medical graduates, will be 
given on this subject with special reference to the civilian 
population at the Tavistock Clinic on Thursdays at 
2.30 p.m. and 3.30 p.m., beginning on Jan. 12th. The 
lecturers will be as follows: Dr. M. B. Wright (war and 
the civilian population); Dr. J. A. Hadfield (general 
etiology and psychogenesis of the psychoneuroses); Dr. 
H. Crichton-Miller (conversion hysteria, and anxiety 
states); Dr. G. W. B. James (physical and psychotic 
syndromes); and Dr, J. R. Rees (emergency treatment 
of neurotic states). Tickets may be had from the educa- 
tional secretary of the clinic, Malet-place, London, W.C.1. 


Register of Chiropodists 

A Chiropody Group Council has been formed which will 
act as the qualifying body in chiropody to the Board of 
Registration of Medical Auxiliaries which recently accepted 
members of the Incorporated Society of Chiropodists and 
the British Association of Chiropodists as official medical 
auxiliaries. The chairman of the new council is Mr. 
E. L. G. McManus, registrar of the board. The council 
will prepare an official register of approved chiropodists 
which will be circulated among medical practitioners, 
hospitals, municipalities, and other bodies as well as the 
general public. In a memorandum circulated to chiro- 
podists this week the council points out that the practice 
of chiropody will in future be entirely directed and con- 
trolled within itself by means of the new council. All 
chiropody organisations are eligible for acceptance subject 
to their standard of training, ethics, and status complying 
with the requirements of the board. At present this 
applies only to the Incorporated Society of Chiropodists 
and the British Association of Chiropodists. 


| 
| | 
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Medical Diary 


Jan. 2nd to Jan. 7th 


SOCIETIES 


ROYAL SOCIETY OF MEDICINE, 1, Wimpole-street, W. 
WEDNESDAY. 
Surgery.—8.30 P.M., 
Foreign Bodies. Mr. 
Treatment of Hernia. 


LECTURES, ADDRESSES, DEMONSTRATIONS, &c. 
CENTRAL LONDON FHROAR, AND EAR HOS- 
PITAL, Gray’s Inn-road, 
Frmay.—4 p.M., Mr. N. 
and Throat Origin 
LONDON SCHOOL OF DERMATOLOGY, 5, Lisle-street, W.C. 
TUESDAY.—5 P.M., Dr. A. > Roxburgh : Syphilis. 
THURSDAY.—5 P.M., Dr. J. M. H. MacLeod: 
Infections. lectures.) 


Mr. A. H. M. Siddons: 
A. E. Porritt: 


Swallowed 
The Injection 


Pyrexia of Ear, Nose, 


Ringworm 


Appointments 


BARER, Max, M.B.Lond., Resident Medical Officer at the 
Queen’s Hospital for Children, Hackney 

BARLOow, BERYL A., M.B. Manch., Resident Medical Officer 
at the Royal Manchester Children’s Hospital. 
ERS, A. G., F.R.C.S.E., Resident Surgical Officer at the 
Prince of Wales’s onesie, Plymouth. 

CAVANAGH, FLORENCE, M.B. felb., Aural Registrar at the 
Roy al Manchester Children’s Hosp ital. 

CLouston, G. 8., M.D. Senior Passistant School Medical 
Officer for Middlesbroug 

Evans, A. B., M.B.Camb., F.R.C.S., M.C.0.G., Registrar and 
Radium Officer (Gynecological) at the Chelsea Hospital 


for Women. 

FLEMING, J. A. C., F.R.C.S.E., D.R., Radiologist to the Dundee 
Royal Infirmary. 

GREEN, H. J., M.B. Aberd., F.R.C.S.E., Senior Resident Officer 
at the Jesso for Women, Sheffield. 

GREEN, J. H., M.D. Belf., D.C.H., Resident Medical Officer 
at the Princess Elizabeth of York Hospital, Shadwell. 
MINTON, JOSEPH, F.R.C.S., Ophthalmic Surgeon to out-patients 
at Hampstead General and North-West London Hospital. 
Murray, A. A., M.B. Edin., Resident Assistant Medical Officer 

at the Kingston C ounty oo 
PEARSON, R. 8S. Bruce, D.M. Oxon., M.R.C.P., Assistant 
Physician to King’s College Hospita 
C. V., F.R 
at the C ity of London Maternity Hospital. 
Woo.LsTtonE, A., M.R.C.S., Senior Resident Medical Officer 
at the City of London Maternity Hospital. 


Examining Surgeon under the Factories Act, 1937 : 
(Wimbledon District, Surrey). 


Dr. AsD. 


V acancies 


For further information refer to the advertisement columns 
Beverley, East Riding Mental Hosp.—Deputy Med. Supt., £600. 
Birmingham and Midland Eye Hosp.—.8., at rate of £130. 
Borough.— Asst. School M.O. and Asst. 

oO ) 
Hosp., Wandsworth Common, S.W.—H.P., at rate 
Brecon County.—Dist. M.O.H., 
Brighton County Borough.—M. 50. 
Brighton Royal Sussex County Hosp.—Hon. 
Surgeon. 
Dover Royal Victoria Hosp.—R.M.O., £140. 
East Ham Memorial Hosp., Shrewsbury-road, E.—Res. M.O., 
at rate of £200 
Essex County Council.—Asst. School M.O., £500. 
“oodi. Mental Hosp., Lenzie—Second Asst. Res. 


ce Department. —Three Surgeons, each £600. 

firmary. — Pathologist and Director of Clin. 
£1000 

Gloucestershire County Council. —Asst. County M.O.H., £600. 

Hampstead General Hosp., Haverstock Hill, N.W. —Radiologist. 

Harrogate Royal Bath Hosp. —Res. M.O., £200. 

Hexham, Wooley Sanatorium.,- 


Hosp. for TT. and Diseases of the Chest, Brompton, 
S hree P.’s, each at rate of £50. 


Hosp. for Diseases of the Skin, Blackfriars.—Hon. Asst. Physician. 

Hosp. for Sick Children, Great Ormond-street, W.C.—Out-patient 
Surg. Asst., £50. 

Hull, Anlaby- road Institution.—Asst. M. O., £350. 

Ilford, King George Hosp.—Hon. Asst. Physician. Also Clin. 
Asst., 10 guineas. 

Infants Hosp . Vincent- oven, Westminster.—Res. M.O., £300. 

King Edward Memorial Hosp., Ealing.—Cas. 0. and Deputy 
Res. M.O., at rate of £225. 

Lancashire Mental Dejiciency Acts Committee.—Asst. M.O., £600. 

Lancaster and District Joint Hosp, Board.—Res, M.O, for Board’s 
Isolation Hosp., £425, 


Orthopeedic 


—Asst. M. £350. 


DIARY, APPOINTMENTS. —V ACANCINS, ETC. 


pital. 
R.C.S.E., Junior Resident Medical Officer | 
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Leeds, St. Hosp.—Res. M.O., £350. 
Leicester C ity Isolation Hosp. and Sanatorium.—Res. M.O., at 
rate of £300. 
Liverpool Royal Children’s Hosp.—Two Res. H.P.’s and Two 
. H.S.’s for City Branch, each at rate of £100. Also 
. M.O. and Res. Surg. O. for Heswall Branch, each 
at rate of £120. 
am. Chest Hosp., Victoria Park, E.—Surg. Reg., £100. Also 
. to Ear, Nose, and Throat —— £50 
¢ Younty ‘ouncil.—Asst. M.O.. 750. 
London Hosp., E.—Clin. Asst. to Dept., £100. 
First Asst. to Ophth. Dept., £50. 
Maida Vale Hosp. for Nervous Diseases, W.—H.P., 


of £100. 
anchester, Ancoats Hosp.—Asst. Pathologist, £400. 
‘Manchester Royal —Res. Jun. M.O., for Barnes 
Convalescent Hosp. and Med. Reg. to Out- -patient Dept., 
each at rate of £150.  / H.P.’s and H.S.’s to Spec. 
Depts., each at rate of £5 
National Temperance Hosp., , road, N.W.—H.P., at 
rate of £100. 
Ozford, Radcliffe Infirmary.—-Asst. Physician to Dept. of 
Physical Medicine, £400. 
Rochdale Infirmary and Dis pensary.—Sen. H.S., £250. 
— Ophth. 


Rotherham General Hosp. 
rge’s-circus, Southwark, S.E.—M.O. for 


Also 
at rate 


Royal Eye Hosp., St. Geo 

Children’s Orthoptic Clinic and Clin. Asst., £100. 

Royal Free Hosp., Gray’s Inn-road, W.C.—Res. Cas. O., at 
rate of £150. 

Royal London Spain Hosp., City-road, E.C.—Out-Patient 
Officer, £100 

Royal N ational Orthopedic Hosp., 234, Great Portland-street, W. 
H.S. for Country Branch, at rate of £150. 

Royal Naval Medicai Service.—M.0.’s. 

Royal Surgical Aid Society, Salisbury-square, .C.—Jun, Surgeon, 
100 guineas. 

St. Albans, Cell Barnes Colony.—H.P., bs aoe of £200. 

St. Helen’s Hosp., Lancs.—Jun. H.S., 

Salisbury General Infirmary.—Res. 250. Also H.P., 
at rate of £125. 

Samaritan Free Hosp. for Women, Marylebone-road, N. w.— 
H.S., at rate of £100. 

Sheffeld City Education Committee.—School M. O., £800 

Shoreditch Metropolitan Borough.—Asst.M.O.H., at rate of £650. 

Shrewsbury, Royal Salop Infirmary.—Two H.S.’ 's and Res. H.P 
each at rate of £150. 

Southall Borough.—Asst. M.O.H., £600. 

South Shielis, Infirmary. Res. Surg. O., £300. 

Stroud Urban and Rural Districts and Nailsworth Urban District. 
M.O.H. and School Medica! Inspector, £800. 

Sunderland Royal Infirmary.—Cas,. O. and H.S., at rate of £120. 

West Riding of Yorkshire County Council. —Asst. M.O.H., &c. 
for Adwick-le-Street, &c., U.D.C.’s, 

Weston-super-Mare Hosp. "—Res. H.P., £15 

Willesden Corporation.—Asst. M.O., 

Wolverhampton Royal Hosp.—Res. Anesthetist, at rate of £200. 

Medical Referee under the Workmen’s Compensation Act, 
1925, for the Lerwick Sheriff Court District (Sheriffdom 
of Caithness, Orkney, and Shetland). Applications should 
be addressed to the Private Secretary, Scottish Office, 
Whitehall, London, 8.W.1, before Jan. 18th ; and for the 
Barnard Castle, Darlington, Leyburn, Northallerton, and 
Richmond County Court Districts (Circuit No.2). Applica- 
tions to the Private Secretary, Home Office, W hitehall, 
London, 8.W.1, before Jan. 18th. 


Births, an Deaths 


BIRTHS 


CHESSER.—On Dec. 21st, at Sutton, Surrey, the wife of Dr. 
Sam esser—a daughter. 

CLAYE.—On Dec. 20th, at 1, North Grange Mount ert 6, 
to Elaine, wife of Andrew Moynihan Claye,M.D., FR 


. 25th, at Ealing, the wife of Dr. A. Noél 


ughter. 
PH#ILLIPs.—On Ses. 20th, the wife of Dr. John Phillips, Alfreton, 
Derbyshire—a son. 


MARRIAGES 
BOUSFIELD—GAISWORTHY.—On Dec. 23rd, at St. Jude’s-on- 
the-Hill, Hampstead, Leonard Boustield, D., Sudan 
Civil Service (retired), to Agnes Dingwall, widow of 
F. Trevor Galsworthy. 


DEATHS 


Howt.—On Dec. 22nd, in London, Francis Harold Holl, 
M.R.C.S. Eng., Surg. Capt. R.N. (retd.). ‘ 
Dec. 19th, at Highgate, N.6, 
Benjamin Hosford, M. D., M.S. R.U.L., aged 78 
I’ANSON.—On Dec. 20th, at Ashstead, Surrey, Welby I’ mg 
M.D. Edin., formerly of Whitehaven, Cumberland, aged 85 
Dec. 19th, at Curdri ‘dge, Aurelius V ictor 
Maybury, M.D., M.S. RU .1., in his 90th year 
SPOKES.—On Dec. 18th, at Lewes, Sussex, Peter Sidney Spokes, 
M.R.C.8. Eng., L.D.S., in his 86th year. 
STEPHENS.—On Dec. 18th, Dr. Grace Stephens, late of Gwalior, 
Central India, in her 78th year. : 
ATSON.—On Dec. 25th, Charles James Trustram Watson, 
M.R.C.S. Eng., of Pulborough, Sussex. 


N.B.—A fee of 7s. 6d. is charged for the insertion of Notices of 
Births, Marriages, and Deaths. 
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DISPARITY IN LOCAL HEALTH SERVICES 


In the latest addition to the series of books on 
administrative research promoted by the Institute of 
Public Administration, Mr. Norman Wilson,’ who 
has for many years been engaged on the adminis- 
trative side of the Birkenhead public health depart- 
ment, presents a picture of the public health services 
now actually working in this country. His study is 
comparative, and he has therefore limited it’to the 
county boroughs, partly because they have the widest 
powers and partly because it is only between bodies 
with equal powers that useful comparisons can be 
made. His plan is to select the four most important 
personal health services—maternity and child welfare, 
the health of the school-child, the care of the tuber- 
culous, and the poor-law medical service—and to 
ascertain to what extent the different authorities 
vary in the adequacy of their provision of these 
services. The data were chiefly derived from the 
annual reports for 1934 of 79 medical officers of 
health. 

The examination shows wide local differences in 
the extent of the services. This is shown by various 
methods, one being to compare the expenditure on 
the services in proportion to the population served. 
Though this method is open to objection, the dis- 
parities it reveals are so great that they must be 
regarded as significant. The net amount in pence 
expended in the year 1933-34 per head of population 
in 80 county boroughs was as follows :— 


Maternity and School medical Tuberculosis 
child welfare inspection 
Highest 37-5 40°3 ve 39-5 
Average 15-9 15-1 22-0 
Lowest 6-3 6-3 8-0 


In the provision of services of national importance 
Mr. Wilson holds that such wide local variations, 
which he attributes largely to the poverty of the 
more backward boroughs, should not be allowed to 
continue. After discussing various suggestions that 
have been made to secure a more uniform fulfilment 
of function, he concludes that our system of local 
government is unfitted for this particular function 
and that the provision of health services should be 
taken over by the Ministry of Health. He suggests 
that the place of the local elected body should be 
taken by an officer of the Ministry, who might be 
designated public health commissioner. His case for 
this revolutionary change is ably argued and is 
worth consideration. 

Mr. Wilson is one of those who in their anxiety to 
promote further advances in public health seem 
insufficiently mindful of the advances already. made. 
Those whose memories of public health administra- 
tion go back to the days, little more than 30 years 
ago, when there was no medical inspection of school- 
children, and no notification of births or of tubercu- 
losis, have seen improvements that would have seemed 
almost Utopian in the old days. An administrative 
system which has brought about such changes for 
the better should not be scrapped until more deter- 
mined attempts at amendment have been made 
and proved unsuccessful, 


THE CHICKEN-POX CONTACT 


M.O.H. inquires whether chicken-pox can be 
spread by a healthy adult who has not himself 
suffered from chicken-pox but has been in contact 
with a case and remains in contact with a number 
of susceptible subjects. 

Adult contacts are in fact rather insusceptible to 
chicken-pox, probably because they possess latent 


1 Public Health Services. 


By Norman Wilson, M.A., Medical 
Officer’s Department, Birkenhead. 
and Co. 


London: William Hodge 
1938. Pp. 243. 7s. 6d. 


selves clinical attack. Chicken-pox is 
intensely infective in the early stages of the attack, 
and there is some reason for thinking that the infec- 
tious period includes the end of incubation. Although 
the ordinary mode of spread is by personal contact 
between a patient and a susceptible child, there is 
little doubt that the virus may be conveyed for short 
distances through the air, and that attendants upon 
patients in the early stages may transmit the virus 
either in the nasopharynx or upon hands, hair, or 
clothing. Unless special precautions are taken nurses 
may spread chicken-pox from a side ward to the 
main ward. The main precaution should be scrubbing 
of hands; in hospital it is desirable to carry out the 
complete technique of aseptic nursing. 


MALARIA IN TRANSFUSED BLOOD 


Dr. F. HOWELL Wriaut, of New York, has collected 
twenty-three reported cases in which malaria was 
transmitted by transfusion or intramuscular injection 
of blood, and has added six others not previously on 


record (J. Pediat. 1938, 12, 327). All but one, 
which was of the estivo-autumnal type, were 
examples of tertian or quartan malaria. The incuba- 


tion period ranged from 1 to 56 days, two-thirds of 
the illnesses appearing between the 8th and 28th 
days. All responded to quinine therapy and only one 
relapse took place. Less than half the donors had 
malarial parasites in their blood smears, or had even 
had symptoms of malaria, but all had at one time 
been in malaria districts. The transmission of malaria 
in transfused blood can only be prevented with 
certainty, therefore, if all former inhabitants of 
malaria regions are excluded as donors—which seems 
to be a counsel of perfection. 


A DOCTOR’S VERSES 


In his “Sober Pieces and Songs” (Cambridge 
University Press. Pp. 45. 5s.) Dr. William Branson 
has recorded his moods of philosophy and feeling 
with an Elizabethan turn of phrase. Usually he 
prefers rhythmic verse, and is happier in this than 
when he turns his hand to rhymes. If his similes are 
rarely profound or stinging they are often just. 


... To ills unmendable 
thought like the night air to a mushroom lends 
a giant’s haste of growth. ... 


His descriptive passages call up accurate and careful 
rather than exciting images : 


Not in the dreaming woodlands, though at noon 
their hushed enchantment steals the breeze’s breath 
and cotters’ chimneys rear their plumes of grey 
unfaltering to heaven... . 


This is a pleasant and orderly picture. He is at his 
best, perhaps, when he allows a shrewd dry wit to 
creep in; in Love, the leveller he sums up nicely a 
common experience : 


Love sounds his trumpet, and the walls go down,— 
Birth, Custom, Schooling,—all seem paste-board now, 
But not for long. Time sets them up again, 

and now ’tis found that what seemed paste-board once 
has substance in it. Love, he knows, he knows ! 

The mischief-maker ! Watch him steal away ! 


Sets OF BoNES WANTED.—The Scottish branch 
of the British Red Cross Society would be glad if 
any Scottish doctors who have osteology sets that 
they no longer require would lend them for the use of 
first-aid classes. Address: 206, Bath-street, Glasgow, 
C.2. 


3 NOTES, COMMENTS, AND ABSTRACTS 
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CORRECTIVE 
HOSIERY 


| 
| 
| 


Scholl Rubberless and ‘Lastik’ Hosi- | 


ery is made in our London Factory 


to strict medical standards and can | 


be supplied to measure. All materials 


of the finest quality. Accurate 


manufacture, 
Send your panel patients to 
Scholl Depots for corrective 
Hosiery. They will be aoee 
how to claim through N.H 
The Scholl Mfg. Co. ae. 
182/194, St.John-street, London, E.C.! 


SCHOLL’S Foot Comfort Service 


DOCTORS PRESCRIBE 


the famous 


SALMON 
ODY 
BALL & SOCKET TRUSS 


Most scientific and reliable yet devised. 

Perfect support, comfort, resiliency. 

Single 30/- Double 50/- 

Most of our clients are sent to us by Doctors. 
WRITE FOR BOOKLET. 

NOTE NEW ADDRESS : 
SALMON ODY LTD. 
Truss Makers for 130 years 
74, NEW OXFORD ST., London, W.C.! 


1938 
BONUS YEAR 


* 


SCOTTISH WIDOWS’ 
FUND 


Head Office: 

9 St. Andrew Square, Edinburgh 
London Offices: 

28 Cornhill, B.C.s 

17 Waterloo Place, $.W.1 


AM PLIVOX LTD. 


AMPLIVOX HOUSE, 2, Bentinck Street, 
London, W.1!. Telephone : WELbeck 2591/2 
29, St. Vincent Place, Glasgow, C.1!. 


Telephone : Central 
62a, Bold Street, Liverpool, I. 
Telephone: Royal 4944 
Representatives in all principal countries overseas. 


TO WEAR 


CRYSTAL MICROPHONE 
STANDARD’ BATTERIES 
WEIGHING ONLY Ij Ib. 
AVAILABLE IN 3 
DIFFERENT TONES 


The introduction of the model W 
AMPLIVOX has a special significance in view 
of the recent official medical recommenda- 
tions for valve amplifier hearing-aids. It 
effectively solves the problem of providing 
a high quality hearing-aid with low upkeep 
costs offering extreme simplicity and 
reliability to those who want the smallest 
possible instrument. It will go into a gentle- 
man's hip pocket or lady's handbag with 
ease. It can be adapted to the Amplivox 
inductor system for telephone or theatre 
listening and so provides the most complete 
hearing-aid ever made. | shall be glad to send 
you descriptive literature if this is not 
already in your possession. 
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GOOD CITY LUNG 


These photographs are taken, by permission, froma new 
booklet, ‘Britain’s Burning Shame,’ published by the 
National Smoke Abatement Society. In view of the im- 
portance of this book copies have made been available 
free at your Gas Showrooms. 
The booklet tells the whole horrible story of domestic 
smoke and the damage it does, inside and out. 
Frightening photographs? Yes. But the facts are 
frightening too! The dirty air and frequent grimy fogs in 
big cities are, in their own way, mass murderers. If you 
study the graph of weekly deaths due to lung-diseases in 
London with the graph of winter fog-days, you will see 
that every fog-period is followed by a rise in deaths. 
70%, of a city’s fog and grime come from home 
chimneys burning smoky fuel. /s your chimney adding 
to the aerial sewage of England’s towns ? 
Every smoky chimney is contributing to general ill-health 


% The above facts and many others as to the injurious effects of smoke may be found in publications of the 
National Smoke Abatement Society, Chandos House, Buckingham Gate, London, S.W.1. By joining the 
Society, which is an independent body, you will keep up to date and help the campaign for cleaner cities. 


Issued by the British Commercial Gas Assoc., Gas Industry House, 1 Grosvenor Place, London, S.W.1 


because that kind of smoke gets into the lungs and stays 
there. It breaks down immunity to infection and disease. 
Can anything be done about it? Yes. Every time someone 
decides to do away with an old-fashioned smoke-making 
fire in his house and burn a smokeless fuel (such as gas or 
coke), it means an extra minute, perhaps, of sunshine 
somewhere. 

Gas and coke are working miracles to make homes clean 
inside. Eventually there will be an air fit for children and 
old people to breathe. Gas and Coke will have helped to 
bring that miracle to pass. 


TIP 


Where you want 
warmth quickly for = 
short periods, a gas 
fire! Choice of many = 
colours. It ventilatesa 
room automatically. 


The open coke fire 

burns without smoke. 
: Saves 2d. in the 
on yourfuel bills.Gas- 
: ignited on tap. Very 
convenient. 


GAS 


The fuel of clean homes and cities 


NORMAL LUNG tes 
INTO YOUR LUNGS | 
smutrs 
NO (all 
SMOKE 
| 
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RECENTLY ISSUED. Post free to the Medical Profession on application 


“®olvitur Hmbulando” 


72 pages, 37 Coloured Plates, deals exhaustively with the problem 
of providing prostheses for the lower extremities for every type 
of amputation and congenital deformity. Many distinguished 
Surgeons have written to us in terms of the highest appreciation of 
the usefulness of this book. 


Queen Mary’s (Roehampton) Hospital for the Limbless, 
ROEHAMPTON, LONDON, S.W.I5 


Branches at: Aberdeen, Belfast, Birmingham, Bristol, Cambridge, Cardiff, Cosham, Dublin, 
Edinburgh, Exeter, Glasgow, Leeds, Liverpool, Manchester, Newcastle-on-Tyne and Nottingham. 
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NOTABLE NUMBERS 


THE HOUSE OF AGNES — 71, St. Dunstan’s Street, Canterbury, 
traditionally associated with Charles Dickens and said to be the original 
of Mr. Wickfield’s “very old house, bulging out over the road.” 


Notable, in matters of smoking, is that other famous 
number—Player’s No. 3. It is a number with defi- 
nite associations . . . the mellowness, the distinc- 
tive flavour and aroma of a finer quality cigarette. 


PLAYER'S 


PLAYER’S 
No. 3 are 


supplied. éither plain EXTRA QUALITY VIRGINIA 
| or cork-lipped so ask 


for which you prefer. . 
20 For 1/4 50 FOR 3/3 50 TINS (plain only) 3/4 
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CORRECTIVE 
and ANATOMICAL 
SUPPORTS 


D. H. Evans have a special section 
for the sale and fitting of all kinds of 
corrective and maternity supports. 


Staffed by fully trained fitters and 
provided with private, hygienic 
fitting rooms, it is one of the finest 
and best equipped in the Kingdom. 


Doctors cannot do better than recommend their 
patients to D. H. Evans. for 


CORRECTIVE AND MATERNITY SUPPORTS 


D. H. EVANS & CO., LTD., Oxford St., W.1. MAYfair 8800 


YMAWMAWMAWMAV: 
MAWMAWMAWMAWi WMAWMA WMAV MAY 


, C.......M.. 
DRESSINGS 


@ FOR THE RAPID CONTROL 
OF HAEMORRHAGE 


MA 
AAW 


T.C.M. Dressings provide a new method of 
effectively and speedily controlling haemorrhage. 


The Dressings are treated with Thrombin- 
Coagulant-Maw—a stable preparation of Thrombin, 
the natural clotting agent of blood—which antici- 
pates the formation of Thrombin in normal shed 
blood and checks even severe hemorrhage within 
5-15 seconds. 


T.C.M. Dressings are not expensive, they cost, in 
fact, only atrifle more than ordinary Dressings, but 
one of these dressings will do the work of perhaps 
several ordinary dressings, thus proving cheaper in 
the end and saving you valuable time. 


The Dressings are supplied sterile, in sealed drums, 
ready for use. The series consists of Wound Dress- 
ings, Lint Squares, and Lint and Plaster Dressings. 


Thrombin-Coagulant-Maw is supplied also in 
Powder form. 


A PRODUCT OF THE MAW LABORATORIES 


Full details and technical 
information on request to 


S. MAW, SON & SONS, LTD. 


7/12, ALDERSGATE ST., LONDON, E.C.I. 


AWMAWMAWMAWMAWMAWM MAWMAW™M AWMAWM 
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BENGER PRODUCTS 


BENGER’S FOOD LIQUOR PANCREATICUS 


is standardised for all illnesses arising : (Benger) : 
from digestive weakness. It has An active solution of the digestive 


inciples of the Pancreas; a reall 

ained its unique position by the 
re efficient agent for the partial diges- 

tion of milk, gruel and farinaceous 


or partly farinaceous foods. 
“THE LANCET"”—"Mr. Benger’s admirable 


preparation.” ESSENCE OF RENNET 
LIQUOR PEPTICUS The Ps sweet essence, 


(Benger) which can be safely used in obtaining 
An exceedingly active pepsin in Whey for professional use in Infant 
acid solution; digests meat, eggs and Invalid Feeding. Makes excel- 
and other proteins. lent Junket. 


BENGER'’S FOOD, LTD., Holmes Chapel, CHESHIRE, Eng. 


New Yor«K 0.8.A.: 41, Maiden Lane, SYDNEY N.8.W.: 350, George Street. Caps TOWN &8.4.; P.O. Box 732 


Benger’s Food, in sealed tins, is on sale throughout the world by Chemists, ete 
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SEASONABLE PREPARATIONS 


ELIXIR 
RIBES NIG. CO. 


(DUNCAN) 
A combination of Codeina 
Ipecac., Menthol, etc,, 
flavoured with Syrup Ribes 


ELIXIR 
TERPO GODEIN. CO. 


(DUNCAN) 
A pleasantly flavoured 
elixir, containing Codeina 
Phosphate and Terpin 


Nig., which is prepared Hydrate in a_ suitable 
‘from the finest fresh fruit. basis. 


THESE ELIXIRS ARE MOST SUITABLE FOR THE 
TREATMENT OF COUGHS IN CASES OF PHTHISIS, 
CHRONIC BRONCHITIS, CATARRH, ETC. 


SAMPLES AND PRICES ON APPLICATION. 


DUNCAN, FLOCKHART & CO. 


EDINBURGH and LONDON 
104, Holyrood Road, 8 155, Farringdon Road, E.C.1 


They say: 
“Wheat is a most economical foodstuff 
because of its richness in carbo-hydrate and 
protein (second class), because of the facility 
with which it can be transported and stored, 
and because of the ease with which it can 
be prepared for eating.” 


From “ Text-Book of Nutrition ” 
Oxford University Press 4 1938 


BREAD 


FOR ENERGY 


C.F.H.497 


| 
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A.B. PROTAMINE INSULIN 


(with zinc) SUSPENSION 


The absorption of insulin injected in the form 
of ‘A.B.’ Brand Protamine Insulin (with Zinc) 
Suspension is much prolonged and closely re- 
sembles the natural secretion of the pancreatic 
islets. This insulin has a steady action and exerts 
a better control than that of ordinary insulin over 
the carbohydrate metabolism. The number of 
injections can be reduced, a lower total dosage 
is usually necessary, and the subjective symptoms 
of diabetes markedly improve. 


40 units per c.cm. 
5 c.cm. (200 units) 2/4 
10 c.cm. (400 units) 4/6 
80 units per c.cm. 
5 c.cm. (400 units) 4/6 
INSULIN ‘A.B.’ was the first British insulin 
offered commercially to the medical profession, 
and has a world-wide reputation for its strictly 
safeguarded sterility, its carefully standardised 
Strength, its freedom from toxic reactions and 
its stability in hot climates. 


Effect of Insulin without and with Protamine 


24 brs. 24hrs 


Full particulars will be sent free to members 
of the Medical Profession. 


Joint Licensees and Manufacturers : 


THE BRITISH DRUG HOUSES LTD. 
ALLEN & HANBURYS LTD. 


from the first application 


Immediate relief from the discomforts of 


nasal congestion due to head colds, 


catarrh and hay fever, can be obtained 
from the use of ‘ Endrine,’ which promotes 


nasal ventilation and sinus drainage. 


Samples gladly sent on request to 
JOHN WYETH & BROTHER LTD. 


Dept. BE 
25, Oldhill Place, London, N.16. 


Distributors for Petrolagar Laboratories Ltd. 


75 
4 PROTAMINE 
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Chilblains 


Calcium is a proved method in the treatment of chilblains, and 
3 tablets of ‘ Kalzana’ thrice daily and local symptomatic treat- 
ment will have the desired result in this condition. Prophy- 
lactically, 6 tablets of ‘ Kalzana’ daily for 4 to 5 weeks, with 
intervals of 3 to 4 weeks between each treatment, from October 
to April, can be prescribed with confidence. ‘ Kalzana’ en- 
sures perfect calcium retention, as the oxidation of its sodium- 


lactate into sodium-carbonate favours normal blood alkalinity. 


SAMPLES AND 


LITERATURE GLADLY 
SENT ON REQUEST 


Regd. Trade Mark 
BRAND OF CALCIUM-SODIUM-LACTATE 


THERAPEUTIC PRODUCTS LTD. (Dept 1.32), AINTREE ROAD, PERIVALE, GREENFORD, MIDDLESEX. 


_ Now 1s the time for IMMUNITY 


AGAINST COLDS AND INFLUENZA 


Detoxicated Vaccines for Safety. Ordinary Vaccines for Economy. 
Oral Vaccines — for Convenience. Spray Vaccines—for Local Immunity 
in the Respiratory Tract. 

THE ABOVE VACCINES WHICH ARE PREPARED IN 


THE PICKETT-THOMSON RESEARCH LABORATORY 


ARE NOW SUPPLIED ONLY BY 


RESEARCH PRODUCTS LTD. 


NAN CLARK’S LANE LONDON, N.W.7 


| 
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VITAMIN B; IN FOODS 
Biochemical J., 1935, and other sources 


5-15 15-30 30-50 50-70 
The figures represent International Units per ounce. 


ANAHAMIN B.D.H. 


In the treatment of pernicious anemia 

The administration of Anahemin in pernicious 
anemia has become a routine as a result of the 
uniformly satisfactory results produced. Such 
results are exemplified in a recent report in 
which it is stated that weekly injections of 2 c.c. 
of Anahemin for one month produced an increase 
in red blood corpuscles from 536,000 to 3,700,000 
and a rise in hemoglobin from 25 per cent. to 60 
percent. At the end of a further six weeks’ treat- 
ment it was found that the red blood count had 
risen to 4,600,000, and the hemoglobin to 70 
per cent. This increase in red blood cells from 
536,000 to 4,600,000 was produced by a tota! 
dosage of 24 c.c. of Anahzemin. 


Sample on request 
THE BRITISH DRUG HOUSES LTD. 
LONDON N.1: 
Telephone: Clerkenwell 3000 
‘lelegrams: Tetradome Telex Londo 
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BEMAX 
Beef, cooked. | Milk. oe 
Chicken, » | porridge. | Egg yolk. 
Cocva. Mutton, » | Lettuce. Some nuts. | Pork. 
Rice, etc. Cress. Watercress. | Legumes, Whole a 
Cooked Fruits, fresh. | Dried fruits. wheat. 
Bran, Taw. 
| 
j | | 
~ =| | 
: 
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“Vitamin B, deficiency 


Sterility and 
an outstanding fault 
in the diet of many millions of people ” 


Habitual Abortion 
(B.M.J., 16 Oct., 1937, - 753) 


| 
etary its during the last years, no ly sy: 
amounts to at least 50 per cent., and may be as muchas 70 per habitual abortion and sterility of 
cent. It has been demonstrated, both experimentally and - —_ 
clinically, that a shortage of Vitamin B acts as a limiting dietary origin demands a wheat germ 
factor in the maintenance of health and nutrition, and often 
results in gastro-intestinal disorders, loss of appetite, indi- oil of proven high activity and of 
gestion, constipation and, if long continued, to neuritis and 

9 end stable Vitamin value. Such an oil is 

logical way to rectify su ortage is to restore to - : : 

the diet the Vitamin B-containing substance whose removal | available for the medical profession 
is responsible for the deficiency. 

This substance is available in the form of Bemax. in Fertilol. 

For years it has been the policy of the proprietors of 
Bemax to ensure its Vitamin B, activity by biological assay 


of every day’s output. So far as is known, Bemax is the only 
food product for which such a claim is or can be made. 

of B, supplied by the 
dose Bemax—one tablespoonful—is 200 Internati heat Caps 
Units, - ~ eae sufficient to raise a deficient diet to an w Germ Oil ules 
optimal level. hight 
won dose of Bemax in A of V B. 

itamin B,, significant quantities of Vitamin an . 
Copper, Iron and Phosphorus as well as rich quantities of A box of Fertilol Capsules and 
Vitamin E and other essential dietary elements. sent on request. 

Bemax is an entirely natural product consi only of 5 
stabilised wheat selected for their Vitamin ~ Vitamins Ltd., The Bemax Laboratories 
with no addition whatsoever. Clinical sample and litera- (Dept. L.65 ), Upper Mall, London, W.6. 


ture on request. Vitamins Ltd., The Bemax Laboratories 
(Dept.L.65 ), 23, Upper Mall, Hammersmith, W.6. 


WHEREVER and WHENEVER 
MINERAL METABOLISM 


is important, the hydrogen-ion 


balancing qualities of 


Compound Syrup of Hypophosphites 
FELLOWS”... 


have a distinct and important place. 


Samples on request 
Fellows Medical Mfg. Co., Ltd. 
286 St. Paul Street West 
Montreal, Canada 


| 

| ‘All that’s necessary is: 4 | 

Vy: 
| \ | 
| * ONS 
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Alphidine and 
Pancreatin 


In the 
Treatment of 


Graves’ Disease 


Palatinoid No. 3211, O.S. & Co. with Pulverette ‘ Alphidine,’ O.S. & Co. 


Pancreatin, gr. 5. Equals Iodine, gr. }. 
One thrice daily, before meals One twice daily, meals, on two or three 
days each week ; 


For full particulars see B.M.J., Oct. 2nd, 1937, p. 660. 


Oppenheimer Son & Co. Ltd. 


Handforth Laboratories, Clapham Road, LONDON, S.W.9 


How many of 


of present-day conditions 6: 
nervous system, and while every 
+ Doctor has his own preferred treat- 

atients are ment, we have been convinced by 

your Pp the many hundreds of testimonials 
we receive, that our nerve food has 


definitely assisted in recovery of 
serious cases. 


* 
? Test Bilson’s yourself and note its 
euras eI } 1¢ effect on your nerves—tired after 
¢ hours of concentration—and you 
_ will then recommend it to your 
patients. 

Bilson’s Nerve Food is rich in 
organic calcium, sodium, phosphorus 
and iron. It is a valuable health 
builder and tonic for brain workers, 
and beneficial for growing children. 


roop 


ie J. BILSON & CO. Is stocked by leading chemists and 
PURE FOOD SPECIALISTS health food stores: ... We shall be 
19 GRAY’S INN ROAD, LONDON, W.C.1 cand 


sample on request. 
Telephone ; Holborn 4710 


14 


long 
us the 


THE LANCET, ] THE LANCET GENERAL ADVERTISER [Nov. 5, 1938 
Ul in addition to being a solvent and eliminator of 
calysol, pathological Uric Acid, is a powerful urinary antiseptic. 


Normally there exists in the body a certain quantity of uric acid, which 
assists general metabolism, and after it has played its part is eliminated together 
with the normal thyminic acid of the organism. When, however, uric acid 
is present in excess, the body needs additional thyminic acid to supplement the 
resultant deficit of this normal solvent of uric acid. 


. / / by its thyminic acid content, supplies the agent 
TA _ 9 Necessary to dissolve excessive uric acid. 


THYMINIC 
ACID 
BASE 


FORMULA 
Thyminic Acid .. 010 
Hexamethylenetetramine 


 Anhydromethylenecitrate 0-50 The next step is the elimination of this thyminic-uric acid which, being 
Hexamethylene Tetramine 2-50 


Piperazine Tartrate .. 0-25 in excess of normal, necessitates treatment by an agent capable of enhancing 
Sodium Benzoate’ 1-00 elimination. 
Effervescent Base ad 100 
Ul / / by its content of hexamethylenetetramine and lysidin, 
imulates the organism to eliminate the pathological 
DIRECTIONS ca ave y stimulates ¢ 
One teaspoonful to be taken 


uric acid already dissolved by its thyminic acid content. 
morning and night in a 


tumblerful of water. Samples and literature on request. 


CONTINENTAL LABORATORIES LTD. | 30 MARSHAM STREET, LONDON, S.W.! 


URETHRAL bleeding from inflammatory 
areas, granulations, or trauma after instru- 


are many mild silver proteins, there is only 
mentation, respond quickly and definitely to A R G Y R Oo L 


It should be remembered that while there 


one Argyrol, the prototype of them all, and 
the astringent and detergent qualities of BRAND SILVER VITELLIN it stands in a class by itself, sui generis, 
Argyrol solution. because no other silver product contains 
A 10 per cent. solution of Argyrol, injected and retained in silver in the safme chemical and physical state, nor protein 
the urethra for ten or fifteen minutes, usually controls all but of a similar high quality and suitability. Argyrol solution 
the most severe bleeding and helps to restore the damaged has never been successfully duplicated. 


mucosa to the normal. Insistence on having the name ARGYROL on all solutions 


ordered or prescribed, will ensure the clinical results you 
expect. 


We make this statement on the authority of a noted urologist 
who has used the method with satisfaction for many years. 


Sole Distributors : 


FASSETT & JOHNSON, LTD., 
86, Clerkenwell Road, London, E.C.1. 


THERE IS ONE AND ONLY ONE “ARGYROL,” MADE ONLY BY: A. C. BARNES COMPANY. SOLE MAKERS OF ARGYROL AND OVOFERRIN 
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Pan 
In the 
Treatment of 


Palatinoid No. 3211, 


Alphidine and 


Graves’ Disease 


O.S. & Co. with Pulverette 


For full particulars see B.M.J., Oct. 2nd, 1937, p. 660. 


creatin 


‘ Alphidine,’ O.S. & Co. 


Pancreatin, gr. 5. Equals Iodine, gr. }. 
One thrice daily, before meals One twice daily, meals, on two or three 
days each week 


Oppenheimer Son & Co. 


Ltd. 


Handforth Laboratories, Clapham Road, LONDON, S.W.9 


How many of | 
your patients are 


Neurasthenic? 


>, 
< 


T. J. BILSON & CO. 


PURE FOOD SPECIALISTS 
19 GRAY’S INN ROAD, LONDON, W.C.1 
Telephone; Holborn 4710 
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UR own long experience has 

shown us the heavy toll 
of present-day conditions on the 
nervous system, and while every 
Doctor has his own preferred treat- 
ment, we have been convinced by 
the many hundreds of testimonials 
we receive, that our nerve food has 
definitely assisted in recovery of 
serious cases. 

Test Bilson’s yourself and note its 
effect on your nerves—tired after 
hours of concentration—and you 
will then recommend it to your 
patients. 

Bilson’s Nerve Food is rich in 
organic calcium, sodium, phosphorus 
and iron. It is a valuable health 
builder and tonic for brain workers, 
and beneficial for growing children. 


BILSON'S nerve roop 


Is stocked by leading chemists and 

health food stores. ... We shall be 

pleased to send a_ professional 
sample on request. 


Ag 
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MINIC uU [ / in addition to being a solvent and eliminator of 
Myre ta aed 9 Pathological Uric Acid, is a powerful urinary antiseptic. 


BASE 


Normally there exists in the body a certain quantity of uric acid, which 

assists general metabolism, and after it has played its part is eliminated together 

with the normal thyminic acid of the organism. When, however, uric acid 

is present in excess, the body needs additional thyminic acid to supplement the 
resultant deficit of this normal solvent of uric acid. 

Thyminic Acid .. e- 010 


/ / by its thyminic acid content, supplies the agent 
cA a 9 Necessary to dissolve excessive uric acid. 
Hexamethylenetetramine 


‘Anhydromethylenecitrate 0-50 The next step is the elimination of this thyminic-uric acid which, being 
ates $38 in excess of normal, necessitates treatment by an agent capable of enhancing 
Sodium elimination. 


by its content of hexamethylenetetramine and lysidin, 
DIRECTIONS Ural vol, stimulates the organism to eliminate the pathological 
One teaspoonful to be taken 7 uric acid already dissolved by its thyminic acid content. 


morning and night in a 
tumblerful of water. Samples and literature on request. 


FORMULA 


CONTINENTAL LABORATORIES LTD. | 30 MARSHAM STREET, LONDON, S.W.! 


— Urethral Bleeding 


URETHRAL bleeding from inflammatory 


areas, granulations, or trauma after instru- are many mild silver proteins, there is onl 
mentation, respond quickly and definitely to A R G Y R Oo L one nthe the ae of them all, sie 
the astringent and detergent qualities of BRAND SILVER VITELLIN it stands in a class by itself, sui generis, 
Argyrol solution. because no other silver product contains 
A 10 per cent. solution of Argyrol, injected and retained in silver in the safne chemical and physical state, nor protein 
the urethra for ten or fifteen minutes, usually controls all but of a similar high quality and suitability. Argyrol solution 
the most severe bleeding and helps to restore the damaged has never been successfully duplicated. 


mucosa to the normal. Insistence on having the name ARGYROL on all solutions 


We make this statement on the authority of a noted urologist ordered or prescribed, will ensure the clinical results you 
who has used the method with satisfaction for many years. expect. 


Sole Distributors : 


FASSETT & JOHNSON, LTD., 
86, Clerkenwell Road, London, E.C.1. 


THERE IS ONE AND ONLY ONE “ARGYROL,” MADE ONLY BY: A. C. BARNES COMPANY. SOLE MAKERS OF ARGYROL AND OVOFERRIN 
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4 vitamins needed for 
healthy development 


*Nestrovite’ is a well-balanced preparation 
containing vitamins A, B,, C and D in 
definitely stated international units. It is 
recommended for aiding the growth of infants 
and developing children; for convalescence ; 
for gastro-intestinal disorders; during 
pregnancy and lactation ; and for combating 
lowered vitality in the Winter and Spring. 
The pleasant flavour will induce children as 
well as adults to take it regularly. 


‘Nestrovite’ Tablets in boxes of 20 and 100. : 
Emulsion in bottles of 4} fl. ozs. i bye 


NESTROVITE 


Trade Mark Vitamin Tablets and Emulsion. Brand 
Distributors : Roche Products Limited, Welwyn Garden City, Herts. 


c H 


is a chemical compound containing 47% 
of iodine and 43% of thiosinamine, and 
gives really satisfactory results in a large 
percentage of cases of rheumatoid 
arthritis and allied conditions. 


“The Most Satisfactory Treatment.” 


Dear Sirs, 

“Very many thanks for the sample of Iodolysin Capsules. 
The patient to whom I gave them felt considerable improve- 
ment in her joint condition, and is now taking them regularly. 
I have found them the most satisfactory treatment for arthritic 
cases and have had numerous successful results. 

Yours faithfully, na” 


For Hypodermic Injection For Oral Administration 
Azoule lodolysin Kapsol lodolysin 
For Local Application 
lodolysin Ointment 


Lit and clinical sample will be 
sent post free on application. 


ALLEN & HANBURYS LTD. LONDON E:-2 


: Bishopsgate 3201 (12 lines) Telegrams : “ Greenburys Beth London” 
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B.D.H. COMMON COLD VACCINES 


While there is at present no vaccine 
available against the virus primarily 
responsible for the common cold, the 
B.D.H. Common Cold Vaccines are 
potent in diminishing the activity of the 
secondary invaders. Three such B.D.H. 
vaccines are available : 
B.D.H. Common Cold Vaccine 

(Anticatarrhal) 
B.D.H. Influenza Vaccine (Mixed) 
B.D.H. Influenza Vaccine (British Army 

Formula) 


Samples and literature on request 
THE BRITISH DRUG HOUSES LTD. 
LONDON N.1 


Antiseptic gargles and sprays have an important place 
in the prevention of colds, tonsillitis and other winter 
ailments. But, for optimum efficiency, the antiseptic 
used must have certain “ plus” features, in addition to 
high bactericidal properties. T.C.P. is an ideal anti- 
septic for this purpose, because it has so many of these 
* plus ” characteristics. Chief among them are stability 
—the maintenance of germicidal efficiency in the 
ane presence of organic matter, saliva, blood, pus, etc. ; 
A Physician’s sample of T.C.P. safety—T.C.P. is neither irritant nor caustic ; penetra- 
Antiseptic and literature will tive power—for the relief of congestion and the stimu- 

gladly be sent on request. lation of capillary circulation and phagocytosis ; and 

analgesic action—invaluable in painful throat conditions. 


DASHWOOD HOUSE, LONDON, E.C.2 eco ANTISEPTIC 


THE Lancer,] THE LANCET GENERAL ADVERTISER a 
( 
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\ Telegrams : Tetradome Telex London — 
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BRITISH ALKALOIDS LTD. 
17 


THE LANCET,] THE LANCET GENERAL ADVERTISER [Nov. 5, 1938 


TRADE MARK BRAND 


Insulin-Free Pancreatic Extract 


AMPOULES. 
ANGINA PECTORIS 
VASCULAR SPASMS 
2 to 3 ampoules daily. 


SYRUP. 
VASCULAR TROUBLES OF 
OLD AGE AND MENOPAUSE 
| bottle a month. 


FULL PARTICULARS FROM 


ROUSSEL LABORATORIES LTD 


Sole Distributors for U.K. and Eire : ; 
ANTIGEN LABORATORIES, 36, Cavendish Square, London, W.| 


95, Great Portland Street, London, W.1_ Telephone: Mayfair 8695 


to the patient who is on a liquid 
diet, as the medical practitioner 
well knows. 


There is a delicious 
alternative |! 


j A ay ong which, made from full-cream milk and 
whole wheat, has a more varied composition than that 
of milk, is made easily assimilable by partial digestion 
during manufacture, and has an attractive flavour. 

é This delicate flavour may be varied by the addition of 

/ Coffee, Cocoa, etc., if required. Im tins at 2/1, 4/-, & 7/6 


ALLEN & HANBURYS LTD., London, E.2 “Greenbarys Beth London 


a 3 
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MARMITE >. i 
in POLYNEURITIS 


The close connection between polyneuritis and vitamin B, 
deficiency is well known. Not only is the polyneuritis of 
beri-beri considered to be due to deficiency of this factor, but 
so also is the polyneuritis associated with gastro-intestinal 
lesions, pregnancy, alcoholism and other toxic conditions. 


Clinical tests have proved beyond doubt that Marmite therapy 
is effective in these cases of polyneuritis of nutritional origin. 
In a recent paper on peripheral neuritis, associated with pyloric 
stenosis and deficiency of vitamin B,, it is recorded that 
the patient 


** was advised to take Marmite, 2 drachms daily 
. made a gradual improvement and returned 


Sample and to work .. . still takes Marmite. 
literature Lancet, May 7th, 1938, p. 1045.) 
on request 


THE MARMITE FOOD EXTRACT CO.LTD., 35, Seething Lane, London, E.C.3 
Jars: 1-oz. 6d., 2-oz. 10d., 4-oz. Is. 6d.,° 8-oz. 2s. 6d., 16-oz. 4s. 6d. Special terms for packs for hospitals and welfare centres. 


GONADOTROPIC 
(MATURITY) FACTORS 


THE PREPARATION OF GLANOID GONADOTROPIC (MATURITY) 
FACTORS SUPPLIES THE TRUE GONADOTROPIC PRINCIPLES OF THE 
ANTERIOR LOBE OF THE PITUITARY GLAND. 


STANDARDISED PHYSIOLOGICALLY, THE ASSAYED POTENCY OF 
THE GONADOTROPIC (MATURITY) FACTORS IS 300 UNITS PER C.C. 


SUPPLIED IN 5 c.c. RUBBER Caren VIALS FOR INTRAMUSCULAR INJECTION. 


Write for Literature to:— THE - 


_CARMOUR _AND COMPANY LTD) Telegrams: 


“ARMOSATA-CENT” 
LONDON 


Telephone: 
NATIONAL 2424 


ARMOUR HOUSE: ST. MARTINS-LE-GRAND- LONDON: Cel 
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FERRO-HEPAMULT Active Liver Principles 


with active Iron 
Standardized 
Palatable 
Economical . 


A British made ** NORGINE” Product 


MANDECAL 


(Compound Calcium Mandelate B.D.H.) ’ 


In the treatment 
of urinary infections 


The superiority of Mandecal over other 
mandelic acid preparations prescribed in the 
treatment of urinary infections lies in the fact 
that, whilst it is equally effective therapeutically, 
its administration causes less irritation to the 
gastric mucosa and eliminates the nausea so 
frequently associated with this form of therapy. 
Furthermore, Mandecal is simple of admini- 
stration; being miscible with water it is 
readily taken in a draught. 
Sample and literature on request 


THE BRITISH DRUG HOUSES LTD. 
LONDON N.1 


Telephone: Clerkenwell 3000 
Telegrams: Tetradome Telex London 


Tue (Nov. 5, 1938 
| 
fi 
i | 
5 f 
‘ NS, j 
| 
| 
AWS 
SSS 
( 
Modi/S/13 
20 


‘THE LANCET GENERAL ADVERTISER [Nov. 5, 1938 


Cadburys have perfected a 


SPECIAL CHOCOLATE 
which is Sugar Free and 


therefore a suitable addition to 


the dietary of diabetics 


This chocolate is extremely palatable, and 
because Cadburys have unlimited facilities for 
laboratory research and the subsequent manufacture 
and marketing of such a product it sells at a very 
low price. Further details and analysis with a 
oe of this Special Chocolate will be gladly 
forwarded to anyone interested. Please write to 


Cadburys Laboratories, Bournville, 


CADBURY BROS. BOURNVILLE ENGLAND 
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ALOCOL 


Colloidal Hydnoccide of 
Effective in Nervous Dyspepsia 


HATEVER be the fundamental cause of nervous dyspepsia, it is 
acknowledged that alleviation of the gastric symptoms is an 
important part of effective treatment. 


Nervous dyspepsia connotes hypersecretion. This causes flatulence, sour 
stomach, discomfort and perhaps pain. ‘‘ Alocol”’ is the ideal gastric sedative 
since its action is prompt and lasting and entirely free from harmful effects. 


“ Alocol’’ acts by adsorbing excess of free hydrochloric acid in the stomach, 
forming a colloidal jelly which passes through into the intestines and is finally 
evacuated. ‘‘ Alocol,”’ therefore, actually removes from the system the 
causative radicle (Cl) instead of merely temporarily neutralizing it. ‘“‘ Alocol”’ 
does not interfere with normal digestion, nor does it determine any unpleasant 
secondary reactions. It is issued in tablet and powder form. 


Complete chemical history of “ Alocol,” with convincing clinical 
reports and supply for trial, sent free to physicians on request. 
A. WANDER, LTD., Manufacturing Chemists, 
184, Queen's Gate, London, S.W.7. 


Works and Laboratories: 
KING'S LANGLEY, HERTFORDSHIRE. 


Indian 
Saraswati playing 
the Vina. 

( 12th Century.) 


WRYOQ 


“ Alocol,” a potent gastric sedative and antacid. 


Safe Salicylate Therapy 


HE popularity of acetyl-salicylic acid is undoubtedly due to 
the fact that it is one of the safest and most effective non- 


narcotic analgesics available. Too often, however, its use has 
A been discarded by the physician on account of its tendency to irritate 
the stomach and because entirely pure preparations are not always 
available. 
“ Alasil” provides the beneficial therapeutic effects of pure acetyl- 


“Alasil”’ is, therefore, an analgesic, antipyretic, and anti-rheumatic, 


4} Since “ Alasil” is better tolerated than acetyl-salicylic acid its use SS 

Se eA) can be pushed or prolonged to a much greater extent than the latter. eS 
ee which can be employed with complete confidence in all the many 

XSEX conditions in which such an agent is indicated. 


salicylic acid in such a form that it is acceptable even by disordered 
digestions. This tolerability is due to the fact that it combines calcium 
acetyl-salicylate—the least irritating salicylate compound—with 


A supply for clinical trial with full descriptive literature sent free on request : 
A. WANDER, Ltd., Manufacturing Chemists, 
184, QuEEN’s Gate, Lonpon, S.W.7. ered 
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A thorough investigation 
(reported in“ The Analyst,” 1936, Lxi, 310.) 


could find no tea on the market 


which was free from tannin 


The following facts about tea and tea tannin have been established by 
recent clinical and laboratory experiment :— 


(4) Tea as normally drunk is harmless and has no ill effects what- 
ever on the human body. The amount of caffeine and tea 
tannin in tea is pharmacologically small. 


{8} Tea tannin is a different substance from the tannic acid of the 


Pharmacopeeia, which is a Pyrogallic tannin, and the two 
should not be confused. 


(€] Clinical experiments have shown that the action of tea tannin 
is very much milder than that of tannic acid, and the different 
composition of the two tannins is proved by the fact that the 
tannic acid of the Pharmacopeeia is about 25 times stronger 
as an acid than tea tannin. 


(D?} Many common beverages besides tea contain similar tannins 
and in comparable amounts. 


(£]} If there were any teas completely free from tannin, they would 
be almost entirely tasteless. 


ISSUED BY THE INTERNATIONAL TEA MARKET EXPANSION BOARD LTD 


_ 
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Mouth and Throat Therapy. 


AS A PROPHYLACTIC MEASURE IN EPIDEMICS, AND FOR USE IN THE 
TREATMENT OF SEPTIC CONDITIONS OF THE MOUTH AND THROAT, THE 
VALUE OF A SUITABLE LOCAL APPLICATION IS FIRMLY ESTABLISHED. 


[Nov. 5, 1938 


EXHAUSTIVE BACTERIOLOGICAL TESTS AND CLINICAL TRIALS CARRIED 
OUT OVER A NUMBER OF YEARS DEMONSTRATE THAT “FORMITROL” 
PASTILLES MEET THE DESIRED NEED IN A SATISFACTORY MANNER. 


Formalin Pastilles. 


THE FOLLOWING ARE A FEW. OF THE CHIEF ADVANTAGES THEY POSSESS :— 


1 “Formitrol” Pastilles dissolve slowly and uniformly in the 
mouth; this ensures prolonged and continuous effect of 
the active ingredient—-Nascent Formaldehyde. 


*‘Formitrol” Pastilles exercise a marked bactericidal action 
without irritating the mucous membrane. 


“Formitrol” Pastilles bear surface grooves, which permit 
the administration of small doses to children. 


“Formitrol” Pastilles are metallic sheathed ; evaporation is 
thus prevented and full activity of the products can always 
be relied upon. 


Issued in neat containers for the pocket, and supplied by all Pharmacists at 1/6 per Box 


A Physician’s Trial Sample will be sent Free on Application. 


A. Wander Ltd., 184, Queen's Gate, London, S.W.7. 


Works: King’s Langley, Hertfordshire. 


M.139 
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THE ADVANTAGES OF COD LIVER OIL 
as a source of 


VITAMIN A and VITAMIN D 


In view of the widely varying vitamin content of many liver oils available 
to the public, it is interesting to note that the British Pharmacopoeia in 
their most recent Addendum (1936) lay down a definite standard of 


vitamin content for cod liver oil, and also a definite dosage. 


The vitamin content is standardised at 
not less than 600 International Units of 
Vitamin A and not less than 85 Inter- 
national Units of Vitamin D per gramme ; 
and the dosage is given as a minimum of 
15 minims (a quarter teaspoonful) three 
times a day. The oil itself is described 
as “from the fresh liver of the cod.” 


* SevenSeaS ’ Cod Liver Oil is extracted 
on the boat, within thirty minutes of the 
fish being taken from the sea. It is 
therefore fresh and easily digested. It 
is an interesting point of fact that the 
process of extraction on the boat is 
impossible with other fish liver oils. 
* SevenSeaS ’ therefore obviates any need 
to resort to liver oils made from stale 
and rancid livers. 


In its standard form, ‘ SevenSeaS’ is 
guaranteed to conform to the standard 


BRITISH COD LIVER OIL PRODUCERS (HULL) LTD. 


vitamin content laid down by the British 
Pharmacopeeia. For practitioners wishing 
to administer Vitamin A and Vitamin D 
in cases where a large fat intake is contra- 
indicated, ‘SevenSeaS’ in its ‘High 
Potency ’ form has a special significance. 
The vitamin content of this ‘ High 
Potency ” oil is guaranteed to be four 
times the Pharmacopeeia standard, and 
the dosage can therefore be reduced to 
a few drops only. This is not a fortified 
oil, but is obtained simply by selection 
from the oils of the richest livers. 


All ‘ SevenSeaS ’ Cod Liver Oil is tested 
and packed in strict conformity with 
British Pharmacopeia requirements. 
Samples of the High Potency Oil, the 
Standard Oil, and the High Potency 
Oil in Capsules, will be supplied on 
request. 


ST. ANDREW’S DOCK + HULL 


ENGLAND 
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2-sulphanilyl-aminopyridine 


is now available for use in the 
treatment of 


PNEUMOCOCCAL 
INFECTIONS 


M & B 693 is supplied in containers of 25 
tablets at 7/6, and in containers of 100 
tablets at 28/-. Subject to the usual professional 


discounts. 


eh? MEDICAL 


fe) DEPARTMENT 


_ PHARMACEUTICAL SPECIALITIES 
(MAY & BAKER) LTD., DAGENHAM 
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HORMOTONE 


makes available the therapeutic effect of standardised 


follicular hormones by oral administration, combined 


with the well-known Hormotone endocrine formula. 
Each tablet contains ovarian follicular hormones 
therapeutically equivalent to 200 units (international 
assay). It is Enterosol Coated to prevent any destruc- 


tive action of the digestive processes of the stomach. 


AMENORRHEA MENOPAUSE 
IRREGULAR MENSTRUATION 


BOTTLES OF 40 TABLETS 


G. W. CARNRICK CO. 
20 Mount Pleasant Avenue, Newark, New Jersey, U.S.A. 


Sole importers : 


BROOKS & WARBURTON, LTD, 
232 Vauxhall Bridge Road, London, S.W.1. 
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Systemic 


A palatable, granular, effervescent salt for the treatment of 
acidosis. 


A combination of sodium, potassium, calcium and magnesium, 
in the form of carbonates, phosphates and citrates — no 
tartrates, sulphates or lactates, and no sodium chloride. 


For acidosis in fevers, influenza, nephritis, cardiac disease, 
pregnancy, diabetes, cyclical vomiting, acidosis associated 
with anaesthesia, tetany, rheumatic conditions. 


One heaped teaspoonful, three or four times daily in a glass of 
water, is an efficient, refreshing neutralizer of excessive 
local or systemic acidity. After effervescence has subsided 
milk or fruit juices may be added, if preferred. 


A liberal supply for clinical trial sent on request 


WILLIAM R. WARNER & CO. LTD., POWER ROAD, CHISWICK, LONDON, W.4. 
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Pediatrists 


approve these purées 


A range of Strained Foods giving 


maximum nutritive values 


T= nutritional value of vegetable purées for infants and soft 
diet cases is receiving the endorsement of the medical pro- 
fession to a very marked degree. 


Hitherto the difficulties and deficiencies of home preparation— 
inefficient sieving and destructive oxidation—not to mention the 
tedium and labour involved—have hindered practical application, 
but the introduction of a complete range of strained foods by 
H. J. Heinz Co. Ltd. has been universally accepted as the solution 
of this problem. 


H. J. Heinz Co. Ltd., with their exceptional experience in food 
preparation, have recognised the legitimate possibilities of supply- 
ing strained foods of that maximum nutritive value, uniformity 
and convenience which only good factory practice can achieve. 


The vegetable and fruit purées of H. J. Heinz Co. Ltd. are 
prepared under conditions of the most scrupulous care with special 
reference to minimising mechanical loss of mineral salts and other 
soluble nutriments. The edible portions are washed and trimmed 
and then cooked under light steam pressure until in perfect dis- 
position for comminution by extrusion and cutting. All mineral 
salts, vitamins and other soluble nutriments are retained, while 
harsher fibres, if any, are so reduced as to be‘non-irritant. The 
raw materials are purchased when and where seasonal and regional 
conditions of growth are most favourable, and only fresh gathered 
vegetables of the highest quality are used. 


After the straining process the purée is adjusted to a proper solid 
content convenient for marketing. Absorbed air is removed and 
sealing in vacuo follows in specially prepared enamel-lined con- 
tainers. The process concludes with high-temperature sterilisation. 


HEINZ 
STRAINED FOODS 


* Fully explanatory literature and samples gladly sent on request. 


PROTEIN 46 
CARBOHYDRATES | 


CALCIUM 0-012 
PHOSPHORUS 0083 
00016 
VITAMIN A. GOOD 
VITAMIN B. V.GO0D 
VITAMIN C. V.GO0D 


VITAMIN G. FAIR 
CALORIES vex 170 
A typical example of the hi 
trained Foods. (Figures show per- 
centages basis) 


NOTE: Glass containers 
are not used owing to the 
deteriorating effect of light 
on vitamin content and on 
the palatability of the 
products. 


SPINACH 
TOMATOES 
CARROTS 
VEGETABLE SOUP 
PEAS 
GREEN BEANS 
MIXED GREENS 
BEETS 
PRUNES 
CEREAL 


APRICOTS AND 
APPLE SAUCE 
BEEF & LIVER SOUP 


H. J. HEINZ COMPANY LIMITED, HARLESDEN, LONDON, N.W.10 
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INDICATIONS FOR ‘SANATOGEN'. No. 7 


ARTERIO-SCLEROSIS and HYPERTENSION 


“Room for Scepticism 


There is room for scepticism as to the causative relation between the stress and rush 
of modern life and high blood-pressure. 
Examination of mummies has shown that arterio-sclerosis was common even in ancient 
Egypt, and it was recently pointed out in a medical journal that “ the active goat and the 
horse have little arterio-sclerosis, while the placid cow and the phlegmatic duck are 
especially susceptible”. 
That food-intake is important both in the prevention and in the treatment of hypertension 
is, however, generally agreed. Purins, toxins and excessive food residues in the colon are 
all to be suspected and avoided. 
In the dietetic treatment of high blood-pressure, ‘ Sanatogen ’, a carbohydrate-free product of 
95 per cent. pure milk casein with 5 per cent. sodium glycerophosphate, has been found 


of great service. Its nutritive value is high. 


NO TOXINS - NO PURINS - NO RESIDUE 
NO ABNORMAL FERMENTATION 


BLOOD PRESSURE 


“TI have been very interested in the 
effects produced by ‘ Sanatogen’ in 
a case of high blood-pressure. The 
patient, a young woman, was put on 
a restricted diet for high blood- 
pressure, and used to find that in 
the middle of the morning and after 
putting her little boy to bed, she 
had a feeling of extreme weakness 
and was often forced to sit or lie 
down for some time before she 


could do anything else. She started 
taking ‘ Sanatogen ’ twice a day, and 
after a short period noticed that 
this feeling was not making its 
appearance, and she has never had 
it again as she is still continuing 
with the ‘Sanatogen’. She is also 
very much improved in health, 
and seems to have much more 
reserve energy now. The only 
alteration in diet has been the 
addition of ‘ Sanatogen’.” 
——M.B., Ch.B. 


GENATOSAN LTD., 


(Trade Mark) 
A brand of Casein and Sodium Glycerophosphate 
Sold by ali chemists price 2/3 to 19/9 


DOSAGE: For children and adults 
two teaspoonsful three times daily, o 
according to circumstances. For intants 
+ teaspoonful added to «ach bottle feed. 


The word ‘SANATOGEN'’ is the Trade Mark of 
Genatosan Ltd., and denotes their famous brand 
of Casein and Sodium Glycerophosphate. 
*“GENATOSAN'’ product made by 
GENATOSAN Ltd., Loughborough, Leicestershire. 


Clinical samples and literature available on request to 


LOUGHBOROUGH, LEICESTERSHIRE 
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Diphtheria 


(Ye /IMODIFIED) 


ANTITOXIN 


Tue Lederle technique, embodying 
the principle of peptic digestion, is the only practical 
procedure which permits such a high degree of concentra- 
tion of antitoxin and reduction in the amount of 
troublesome proteins—the cause of serum reactions. 


That is why Globulin Modified Antitoxins Lederle 
represent 
@ 2 reduction in the expected incidence and severity of serum disease; 
@ /ess inconvenience to the patient ; 


@ 2 greater ease of administration; 
@ 2 greater potency per c.c. 


DipHTHERIA ANTITOXIN Lederle as prepared by the 
Globulin Modified Technique contains 6,000 to 7,000 
units per c.c., except in the lower unitages where the 
volume is adjusted to facilitate ease of handling. A 
concentration which we believe has never been previously 
attained with commercially available antitoxins. 


Since Diphtheria Antitoxin absorbs circulating toxins 
and checks the further spread of the toxemia, prognosis 
is largely dictated by the promptness by which adequate 
dosage is injected and the route by which it is given. 

The improved and refined Leder/e product permits of 
the administration of large dosage in small bulk by the 
intravenous route without the fear of untoward reactions. 


A PRODUCT OF THE 
Sederée LABORATORIES 
Inc. New York 


Distributed in England by 


The Old Medical School LEEDS 
Telegrams and Cables‘‘Aseptic Leeds” Telephone 20085 G lines) 
252" Regent Stret LONDON W I 
Telephone Telegrams and Cables ‘‘Regent 1884 London™ 
Agents for Eire 
WILCOX JOZEAU & CO 19 Temple Bar Dublin 
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SYRUP. AMMONII MANDELAT. (newerrs 


An elegant preparation of Ammonium Mandelate in the form of a sweetened, 
orange-flavoured syrup. 


Two fluid drachms contains three grammes of Mandelic Acid as the Ammonium 
salt. An efficient treatment for cases of Urinary Infection. No Ammonium 
Chloride or other additional drug is necessary in normal cases. May be given 
at all ages. 
Dose for Adulis.—Two teaspoonfuls four times daily with a little water. 
Circular with full particulars free on application. 


LIN. BETULZE CO. qemerrs, 


Therapeutically equivalent to several times its weight of Sodium Salicylate without 
causing headache, tinnitus, &c. Has proved most useful in the external treatment 
of pure Rheumatism, Sciatica, Lumbago, &c. The external dose is about one 
drachm rubbed over the affected parts. 


In 5. 10, 22, 40, and 90 oz. Bottles. 


MIST. PRUNI VIRG. CONC. 


A valuable stimulant and expectorant cough mixture, containing Carbonate of 
Ammonium, Ipecacuanha, Senega, Squill, and Syrup of Wild Cherry Bark. \uite 
free from Morphine, Opium, or poisons, so can be safely administered to children. 
Dose: 1 to 2 drachms diluted. 

In 22, 40, and 90 oz. Bottles only. 


UNG. IODERMIOL te 


It has been found most useful for Enlarged Glands, Rheumatic and Gouty 

Affections, Lumbago, Sciatica, Swollen and Stiff Joints, Skin Diseases, &c. 

UNGUENTUM IODERMIOL et METHYL SALICYL. (HEWLETT’S) 
Containing about 5% of Iodine, in a stainless non-irritating form, together with 


5% Methyl Salicylate. Useful in the treatment of Enlarged Joints, Synovitis, 
Rheumatoid Affections, &c. 


VERONIGEN 


A liquid preparation of the Hypnotic Barbitone or Diethyl-Barbituric Acid has 
long been desired as a useful means of procuring sleep. When given in reasonable 
doses it is claimed that it does not produce any toxic symptoms whatever, and in 


ordinary cases of insomnia one fi drachm of Veronigen is quite sufficient dose 
for an adult. 


Dose for Adults.—One fluid drachm diluted, about one hour A es going to bed. 
For Nervous Sleeplessness in Children—10 to 20 minims diluted 


MIST. TUSSI RUB. CONC, 


A favourite and economical cough mixture, containing Hydrobromic Acid, 
Chlorodyne, Dilute Hydrocyanic Acid, &c. Most successful in allaying post- 
influenza coughs that are so persistent. One or two ounces diluted with water to 
make eight ounces forms one of the most effective and elegant mixtures that can 
be made, and certainly the least expensive. 


In 22 oz., 40 oz., 4} Ib., and 8 Ib. Bottles only. 


C. J. HEWLETT & SON, LTD., 35 to 42, Charlotte Rd., 
| LONDON, E.C.2 
PEPSINE, FINSQUARE, LONDON.” Telephones: BISHOPSGATE 1172 & 1173 


Telegraphic Address : “ 
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IN ONE PALATABLE PRODUCT 


ABBOTT’S HALIVER MALT with Viosterol is 
biologically standardised for vitamins A, B,, B, and 
D. Each teaspoonful is equivalent in vitamin A 
potency to at least one teaspoonful of high grade 
cod-liver oil; in vitamin D potency to five drops of 
Viosterol in Oil. In vitamins B; and Bz, three tea- 
spoonsful are equivalent to at least one cake of moist, 
compressed yeast. The liver extract in this prepara- 
tion is a standardised extract and contains the neces- 
sary factors for the production of mature red blood 
corpuscles. The pure barley malt extract supplies 
diastase and a number of valuable nutritive sub- 
stances. @ Each fluid ounce of Haliver Malt with 
Viosterol contains not less than: 27,000 International 
units of vitamin A; 50 International units of vita- 
min B,; 50 Sherman units of vitamin B»; 7,000 Inter- 
national units of vitamin D; the equivalent of 5 grs. 
of mono-calcium phosphate; and the equivalent of 
¥% oz. of fresh, mammalian liver. @ Because the 
vitamin A and D content of this product is supplied 
by Haliver Oil (halibut-liver oil, Abbott) and Vios- 
terol, Haliver Malt with Viosterol is entirely free from 
the disagreeable “‘fishy”’ taste to which so many patients 
object in malt preparations containing cod-liver oil. 
@ Abbott's Haliver Malt with Viosterol is supplied 
through pharmacies in 8-ounce and 32-ounce bot- 
tles. Requests for professional literature are invited. 


ABBOTT LABORATORIES (ENGLAND) LTD. 


After The First Step Wadsworth Road, Perivale, Middlesex 
by S. F. Pelee MONTREAL SYDNEY JOHANNESBURG BOMBAY 
SHANGHAI NEW YORK CHICAGO MEXICO CITY 
HAVANA RIO DE JANEIRO BUENOS AIRES MANILA 
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NEO-HEPATEX 


(parenteral) 


The fractionated 
Liver Extract 
: The methods used in 
with remarkable its preparation prevent 


inactivation during 
hemopoietic manufacture and ensure 
power constancy in therapeutic 
7 effect. 


Clinically tested 


Bei letel - 
eing completely non 


toxic the dosage can 
Pernicious Anzmia safely be increased when 
septic or febrile con- 
ditions exist. 


The combined advan- 
tages of high potency 
and low price render 
Neo-Hepatex very eco- 
nomical in cost. 


Issued in Ampoules 


Boxes of 6xI cc. - 5/3 

» - T/- 
Made at 


‘| The Evans Biological Institute 


Evans Sons Lescher & Webb Ltd. 


Liverpool and London 
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Volpar is the new contraceptive which has been formulated in co-operation 
with the medical Sub-Committee of The National Birth Control Association; it 
is the outcome of nearly ten years’ continuous investigation conducted by 
University research workers under the direction of the Birth Control 
Investigation Committee. 


Laboratory tests have shown that the active principle of Volpar 
is the most powerful non-toxic spermicidal substance known. 


An article reporting the results of the above-mentioned investigation was 
published in The Lancet of October 15th, 1938, p. 882, and a letter signed by 
the medical members of the Birth Control Investigation Committee comment- 
ing upon this article has also appeared (Lancet, October 22nd, 1938, p. 970). 


Volpar is issued in two forms :— 


VOLPAR GELS VOLPAR PASTE 


Soluble suppositories primarily A non-greasy paste for lubrication 
intended for use alone, or (for maxi- of occlusive caps and sheaths or 
mum safety) with a cap or sheath. condoms. 


Volpar Gels and Volpar Paste are sold only by pharmacists at the following prices 
(applicable to Great Britain only) : 


GELS: in screw-capped glass tubes PASTE : in collapsible tubes containing 
containing 1 dozen gels, 2s. 0d. sufficient for 12 applications, 2s. 0d. 


Literature on request 


t 


THE LANCET GENERAL ADVERTISER [Nov. 5, 1938 


Vaccines 7 
and 
Vaccine 


Compound Compound 
Catarrhal Vaccine Influenza Vaccine 


)n catarrhal conditions of the respiratory passages mixed 


infections are found more often than pure infections with are — —" Influenza Vaccine prepared 

one type of organism. Bacillus influenze, Pneumococcus, y the ister Institute contains the chief 

and Micrococcus catarrhalis are believed to be the com- types of bacteria found in the catarrhal secre- 

~ tions of the respiratory passages in epidemic 

and Staphylococcus se i y 

the secondary infections. A mixed vaccine has been pre- a. viz. : B. influenze, P neumococcus, 

pared from these five kinds of bacteria. It is generally an Streptococcus. It is primarily intended 

given as a prophylactic, but may also be used in acute asa prophylactic, but may also be used for : 
respiratory infections. : treatment. 

nice DOSAGE — —Prophylaxis: 1st Doe, B. influenzae 200 million, Pneumo- 

Staphylococcus Subsequent doses at intervals of 7 to 10 days, gradually coccus 100 million, Streptococcus 30 million=330 million organisms ; 2nd 


rising to 8 times the original dose. Then 4 to 8 tunes the initial dose 660 million organisms, 7 to 10 days later. In treatment 1/5th to 


everv 4 to 8 weeks. 1/20th of the ——S — may given, commencing with the 
Treatment—,'; to + of the prophylactic doses. 
PRICES—Ampoules containin Compound Influenza Vaccine 
235 million organisms per c.c., each 2/6 PRICES— 
a ” ” ” ” 2/ “ In ampoules of 1 c.c. containing 330 or 660 million 
1380 ” organisms per c.c., each 2/6 
pped vi containing In 10 c.c. rubber-capped vials containing 660 million 
470, 940 or 1880 million organisms per c.c., each 15/- che 18]- 
25 c.c. ditto ditto, each 25/- c.c. ditto ditto 25/- 


Sole Distributors for the Lister Institute: 


Allen & Hanburys Lid. 


London, E.2 
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HALIBORANGE presents 
Allenburys tasteless and 
odourless Halibut-Liver 
Oil, associated with addi- 
tional vitamin D and 
Allenburys Orange Juice. 


One teaspoonful of 
Haliborange is equivalent 
in vitamins A and D to 
one teaspoonful of cod- 
liver oil, and in vitamin 
C to two teaspoonfuls 
of fresh orange juice. 


Haliborange is an excel- 
lent addition to the diet 
of babies as a precaution 
against rickets and scurvy. 
For older children, ado- 
lescents, or adults, it is a 
prophylactic vitamin tonic. 


Contains the natural vitamins A, C, and 


In 5, 10 and 40 oz. bottles. 
DESCRIPTIVE LITERATURE WILL BE SENT ON REQUEST. 


ALLEN & HANBURYS LTD., LONDON, E.2 


Telephone : Bishopsz2ts 3201 (12 lines) Telegrams : “Greenburys Beth 
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'Tuese kymographic tracings illustrate one 
of the important therapeutic advantages of 
*Pitocin’—the fact that its injection is not 
followed by a rise in blood-pressure. Blood- 
pressure tracings were made on an anzs- 
thetized dog which was given all three 
preparations intravenously. Note that ordinary 
post-pituitary extract causes a marked rise in 
blood-pressure. This is due to its content of 
* pressor hormone (clinically available in purified 
form as ‘ Pitressin ') the blood-pressure-raising 
action of which is shown by the middle tracing. 
Note (lower tracing) that ‘ Pitocin’ does not 
appreciably affect blood-pressure. 


(05 cc. PITOCIN: 


“‘PITOCIN? The Oxytocic Principle of 
the Posterior Pituitary Gland 
EN years ago ‘Pitocin’ was introduced to the medical pro- 
fession. The development of ‘Pitocin’ made it possible for 
the first time to administer the posterior pituitary oxytocic 
hormone without any significant amount of pressor hormone—and 
with only a minimum of extraneous proteins. The clinical advan- 
tages of this product in hypertensive patients and in post-partum 
hemorrhage were soon recognized. During the past ten years an 
increasing number of prominent obstetricians have adopted ‘ Pitocin’ 
for routine use. They prefer it not only for cases of nephritis, 
eclampsia and pre-eclampsia, but for every obstetrical patient. Its 
exceptional purity, standardized potency, and general reliability 
make it the outstanding oxytocic preparation. 


@ Supplied in boxes of six and twelve ampoules of 0-5 c.c. 
and1c.c. Further details will be supplied on request. 


PARKE, DAVIS & CO., 50 BEAK STREET, LONDON, W.1 
Laboratories: Hounslow, Middlesex. Inc. U.S.A., Liability Ltd. 
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(ACETYLSALICYLIC ACID) 


The Acetylsalicylic Acid of 


supreme quality 


Its standard of purity is in excess of official requirements. 


‘EMPIRIN’ presented in ‘TABLOID’ ‘EmpPIRIN’ 
Products. They may be prescribed with the confidence 
justified by accuracy and exceptional quality of content. 


=‘TABLOID’~ 
PIRIN’~ 


ACETYLSALICYLIC ACID 
Gr. 5 (0°324 gm.) 
Bottles of 25, 10d. per bottle 

” ” 100, 2/6 ” 


London Prices to the Medical Profession 


=“TABLOID’- 
PIRIN’-- 


(ACETYLSALICYLIC ACID) 


COMPOUND 


Combines ‘ Empirin’ with 
Phenacetin and Caffeine 


Also available :— 
0-5 gramme in bottles of 
25 and 4100 products 


Bottles of 25, 1/3 per bottle 


Reduced facsimile London Prices to the Medical Profession 


«*TABLOID’~‘EMPIRIN’ = 


ACID 


COMPOUND CODEINE 


Contains ‘ Empirin,’ Phenacetin, Bottles of 25, 1/8 per bottle 
Caffeine and Codeine Phosphate 


London Prices to the Medical Profession 


cee BURROUGHS WELLCOME & CO., LONDON 


Address for communications: SNOW HILL BUILDINGS, E.C.1 
Exhibition Galleries : 
Associated Houses: 


NEW YORK MONTREAL SYDNEY CAPE TOWN MILAN BOMBAY SHANGHAI BUENOS AIRES 
H 3648 


COPYRIGHT 


10, HENRIETTA PLACE, CAVENDISH SQUARE, W.1 
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FOUR CALDEFERRUM TABLETS DAILY 


A new three-fold 
PROTECTIVE routine 


The one plain purpose of is, of course, the expectant mother. 
Caldeferrum tablets is to guard But such a combination is of nutri- 
against any significant deficiency of tional importance in the many 
iron, calcium or vitamin D, The general instances in which intake of 
amounts supplied are deliberately these three vital factors is below nor- 
limited to serve as a protective’ mal, and health below par. The simple 
routine. routine of four Caldeferrum tablets 
The first to benefit bytheintroduction a day can be carried out easily and 
of these important dietary factors, economically by any class of patient. 


CALDEFERRUM 


/ 
GLAXO LABORATORIES 
Bottle of $0 tablets, 2/6; 100, 4/3. 
Prices (not applicable in Eire) are subject to usual professional discount 
GLAXO LABORATORIES LTD., GREENFORD, MIDDX. BYRon 3434 


The Appetising Four-Vitamin Malt Food SS —— LE 
SEL 

NUTRIENT 

PROTECTION 


In a basis of good malt extract, appetisingly 


flavoured, Ostomalt provides four vitamins that a 


child needs — vitamins that are so often deficient preparation to make it substantial fuel for 
in winter diets. Ostomalt provides vitamins A, B, growing needs, Ostomalt is most economical 
D and also C —in balanced standardised form, in use, being three times as potent in vitamins 
together with a useful supplement of calcium A and D-as the best malt-and-cod-liver-oil 
glycerophosphate. Moreover, the easily digested product. One teaspoonful takes the place of 
malt extract of Ostomalt gives the ‘body’ to this three tablespoonfuls. 


OSTOMALT 


In $lb. jars, 1/9; in 1-lb, jars, 3/-; in 7-lb. jars, 17/-. 
Prices (not applicable in Eire), are subject to usual professional discount. 


GLAXO LABORATORIES LTD., GREENFORD, MIDDX. BYRon 3434 
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LRADITIONAL LONDON 


~ 


SOUTH SEA HOUSE, THREADNEEOLE ST., SERNARD | 


The offices of the Company which blew the famous “ bubble ” 
in the early part of the 18th century, and caused great financial 
disaster throughout the country. 

The origin of the name of Threadneedle Street is obscure, and 
it has been conjectured that it had reference to the Arms of the 
Needlemakers Company in which three needles figure. 


London Hospital Catgut has no less fine traditions 
behind its development to a leading place in the 
esteem of Surgeons the world over. It is a product 
of scientific research, made throughout at the London 
Hospital under licence of the Ministry of Health. 


LONDON HOSPITAL CATGUT 


OBTAINABLE FROM ALL LEADING SURGICAL EQUIPMENT HOUSES 
L.H.C.7 
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NEW PRODUCTS 


IODAMELIS 


An organic combination of lodine and Hamamelidin which is 
exceptionally well tolerated and does not give rise to iodism. 
lodamelis improves circulation, removes congestion, reduces arterial 
pressure and accelerates general nutritional processes. 


Supplied in bottles of 25 c.c. with dropper. 


PANTAVENE 


A natural neuro-muscular tonic containing the active principles 
of Oats (avena sativa). Pantavene restores normal vitality and 
well-being and is specially indicated in muscular and nervous 
asthenia, debilitated states, hypotension, melancholic depression. 


Supplied in boxes of 60 Tablets. 


THIONAIODINE 


A complex lodine-Sulphur-Magnesium combination which, by injec- 
tion, exhibits an antalgic, anti-rheumatic and neuro-sedative action 
in the treatment of all forms of rheumatism, in neuritis, sciatica, 
arthritis, lumbago. 


For intramuscular injection, Ampoules A, 5 c.c. and 10 c.c. 
For intravenous injection, Ampoules B, 10 c.c. and 20 c.c. 


URANDIL 


An lodine-Uranium Ointment of unique composition by means 
of which the penetrative action of nascent lodine combined with 


the radio-activity of Uranium can be effectively utilised in the 
treatment of Dermatoses. 


Supplied in tubes of | oz. 


Literature and clinical specimens on request 


THE ANGLO-FRENCH DRUG CO., LTD., 
Il & 12, GUILFORD STREET, LONDON, W.C.I 
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Merthiolate’ 


Sodium Ethyl Mercuri Thiosalicylate 


[Nov. 5, 1938 


An antiseptic of outstanding usefulness in surgery and for first-aid treatment. 


The intact skin may readily be prepared for operation by application of the 
Tincture. Traumatized tissues are disinfected by the Solution without appreciable 
damage to cellular elements. Both preparations of ‘Merthiolate’ are of a very 
low order of toxicity, are stable in solution, and are of maximum dependability 
in their bacteriostatic and germicidal effects. 


Tineture ‘ Merthiolate,’ 1:1,000, and Solution ‘ Merthiolate,’ 1:1,000, are supplied 
in four-ounce and tixteen-ounce bottles. 


ELI LILLY AND COMPANY LIMITED 
2, 3 and 4, Dean Street, London, W.1 


DISTRIBUTING AGENT IN BRITAIN FOR 
ELI LILLY AND COMPANY, INDIANAPOLIS, U.S.A. 


ASPIRIN 


Fine quality Aspirin at a reasonable price. In white and 


also coloured tablets for the Medical Profession only. 


Your usual Chemist or Wholesale House can supply. 


Manufactured by :— 


HOWARDS & SONS LTD. (Est. 1797) ILFORD 


Makers also of Howards’ Standard Ether, Quinisan, Salicylates, etc., etc. 
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THE 


25 


It isalittle more than fifty years ago since Rendells were 
originally introduced : to-day it is the prescription 
indicated when conditions call for a contraceptive. 


Free from all dangerous chemicals Rendells may 
be used as frequently as required without danger 
or inconvenience. 


Full Medical Literature sent on request. 


W. J. RENDELL LTD., Hardwick House, 161/5 
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Another seientifie 
achievement_in medical 
bottle production 


Cork Mouth. 
Photograph of actua: 


of Cork-mouth 
les with cover 
removed. 


White 


namelled 
Aluminium Sovew Cap. 
Photograph of actua! 
package of Screw- 
cap bottles with 
the cover re- 


At last the strong preference for a Medi- 
cal bottle with a White moulded cap has 
been achieved by U.G.B. The cost 
obstacle has been overcome and U.G.B. 
technicians have produced a Medical 
bottle with a perfected White cap manu- 
factured from Urea Powder—tasteless 
and odourless—fitted composition Cork 
Liners Resistol faced. 


The Cork-mouth and White Enamelled 
Aluminium Screw Cap Washed and 
Sterilized services are unchanged. 


WER 


NITED GLASS BOTTLE 
GERrard 8611 (10 lines) MANUFACTURERS _TbD 
Telegrams : The Largest Manufacturers of Glass Bottles in Europe 
UNGLABOMAN, LESQUARE, 
LONDON 8, LEICESTER STREET, W.C.2 


45 


| 
pre New 
| pertected 
Copy 
& 
w 
Korkalite 


THE LANCET GENERAL ADVERTISER (Nov. 5, 1938 


OSPURUM 


Vide Surg. Gyn. Obst., January, 1938 


SOLE AGENTS: 


DOWN BROS, L™: 


Surgical Instrument Makers 


LONDON: 


21 and 23 ST. THOMAS’S STREET, 
S.E.1 


22a CAVENDISH SQUARE, 


CALCUTTA : 
16 OLD COURT HOUSE STREET 


TORONTO: 
143 COLLEGE STREET 


AND THEIR DEAF PATIENTS 


— NUMBER TWO — 


| N prescribing ‘‘ Ardente "’ for your deaf patients when 
an aid becomes necessary, you are safe because they 
can obtain service in most important towns throughout 
Great Britain—to meet any change in their aural 
condition. As an additional ety factor, each 
“* Ardente "’ is covered by its maker’s guarantee. 


There are a full range of ‘‘Ardente "’ types—electrical 
: Particulars gladly sent and Tests are and phantom—which are individually suited, after testing 
Hospitals, by Aurameter, to the needs of each case—no expense 


| Medical Press Reports are interesting. being incurred until hearing satisfactorily. 
: 10 MEDALS, § DIPLOMAS, 


ARDENTE. — 309 OXFORD ST., LONDON, W.1, 


"Phones : Mayfair 1380/1718/0947 


ts 


BIRMINGHAM NBURGH GLASGOW 


LEICESTER LIVERPOOL 
CARDIFF 


MANCHESTER NEWCASTLE SOUTHAMPTON 
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BRAND ETHOCAIN 
The Original Preparation 
English Trade Mark Ne. 276477 (1905) 


The Safest and most Reliable 
Local Anesthetic for all 
Surgical Cases 


oes not Contain Cotam® 


CVOCATN 


THE Saccnamm coRPORATION 
72, OxtoRD stateT, LONDON. 


Does not contain Cocaine, and does not come under 
the Dangerous Drugs Act. 


Literature on Request. 


Sold under Agreement 


THE SACCHARIN CORPORATION LTD. 
72, Oxford Street, London, W.1. 


Telegrams: SACARINO, RATH, LONDON, 
Telephone: Museum 8096, 


Australian Agents: 
J.L. Brown & Co., 271, Moreland Road, Moreland, N.13, 
Melbourne. 


NATURAL 


KARLSBAD 
SPRUDEL-SALT 


Prepared only by the Municipality of Karisbad 
from the Worild-famous “Sprudei"” Spring at 


(im crystacé on rowper) 


is the Only Genuine KARLSBAD SALT 


Largely prescribed in cases of 
Chronic Gastric Catarrh, 
Hyperaemia of the Liver, Gall 
Stones, Chronic Constipation, 
Diabetes, Renal Caiculi, Gout, 
and Diseases of the Spleen, 
arising from residence in the 
Tropics or Malarious districts. . 


The Salt in Powder form is the more 
reliable as it does not deliquesce. 


Medical Practitioners should kindly 
mote when prescribing, to specify 
** Karisbad SPRUDEL-Salit."’ 


The wrapper reund each bottle of genuine Salt bears the 
signature of the Sole Agente— 


INGRAM & ROYLE, LTD., 
Bangor Whart. LONDON, S.E.1 
Samples and Descriptive Pamphlet forwarded on application. 


For upwards of thirty- 


five years 
prescribed in cases of: 


HEUMATISM 
ECZEMA SCABIES & 
ALL SKIN DISEASES 


Relieve Pain and Intense Itching. 
Soothing and Sedative in Effect. Instant- 
ly Prepared. No objectionable Odour. 


SULPHAQUA SOAP 


Extremely Effective in Disorders of the 
Sebaceous Glands and in Eczematous 
and other Skin Troubles. 


in boxes of and |-doz. BATH CHARGES 2-doz. 
TOILET CHARGES, and j-doz. SOAP TABLETS. 


THES. P CHARGES CO. 


STOCKED BY ALL THE LEADING WHOLESALE HOUSES IM SOUTH 
AFRICA, CAMADA AUSTRALIA NEW TEALAND INDIA USA 
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TABLETS 
FOR THE PHYSIOLOGICAL TREATMENT OF CONSTIPATION 


CONTAINING 


BILIARY AND INTESTINAL SECRETIONS WITH 
AGAR AGAR AND LACTIC FERMENTS 


WILLOWS, FRANCIS, BUTLER & THOMPSON, LTD. 


73, 75, and 89a, SHACKLEWELL LANE, LONDON, E.8. 


Telephone: CLISSOLD 6361. Telegrams: “FORTY, HACK, LONDON.” 


CARDIAC STIMULANT VASODILATOR NON-MERCURIAL DIURETIC 
EUPHYLLIN dilates the Coronary and Kidney Vessels, greatly increases the 
rate of flow as a through the heart, and improves the mechanism of 
change between the blood and the tissues. 
EUPHYLLIN is ner oe ods suited to the treatment of CORONARY SCLEROSIS, 
ANGINA ORIS, and DEGENERATION OF THE CARDIAC MUSCLE. 
AMPOULES TABLETS SUPPOSITORIES 


Special literature and samples will be forwarded on request. 


WHIFFEN & SONS, LTD. 


CARNWATH ROAD, FULHAM, LONDON, S.W.6 


Te 3 
FULHAM 0037. Sole Agents in U.K. for BYK GULDENWERKE BERLIN. 


WHIFFEN-LONDON 


THE IDEAL FORM OF CINCHONA. 


A Recent Medical Opinion. 


“I have recommended VIBRONA to my patients and used it in my | 

household for a quarter of a century and consider it a valuable tonic and 

restorative in convalescence after any debilitating disease. In such cases I | 


have seldom failed to witness its good effects even when taken for short 
periods.” —71136c. M.D. 


SOLE PROPRIETORS: FLETCHER, FLETCHER & Co., LONDON @ SYDNEY. 
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PARATHYROID AND GALCIUM THERAPY 


Elixir Parathyroid and Elixir Parathyroid with Calcium 
(SQUIRE) (SQuIRE) 
The internal secretions of the Parathyroid Gland have been found to play an important part in the assimilation 


of Calcium in the tissues, and in consequence to exert a considerable influence on the nervous system, 


Recent experiments have shown that Parathyroid insufficiency may be compensated by the oral administration 
of the Parathyroid substance, 


The above Elixirs present in an agreeable and useful form the hormones of the Parathyroid Gland alone and in 
combination with a freshly prepared Calcium Lactate, These preparations are specially indicated in ECLAMPSIA, 
TETANY, SPRUE, and in conditions of chronic SEPSIS, such as varicose and duodenal ulcers. 


In 4 0z., 8 oz., and 16 oz. Bottles Descriptive Leaflet Gratis on request 
SQUIRE & SONS, Ltd. 413, Oxford Street, London, W.| 


Telephone : MaYFrarr 2307 (2 lines) Telegrams: SQUIRE, WESDO, LONDON, W.1 


Calcium 


CONVALESCENCE 
DENTAL CARIES 
FRACTURES 


PREGNANCY LACTATION 


CHILBLAINS 
ANEMIA 
RICKETS 


Insufficiency 


DISTRIBUTORS: WILCOX, JOZEAU & CO., NORTH CIRCULAR ROAD, N.W.2 


WARM, DRY BEDS ACCIDENT CASES 


In cases of sudden emergency and for everyday use, the ‘‘ Thermega” 
Electrically-Heated Blanket is invaluable for providing warm, damp-free 
beds. Hospitals and Nursing Homes throughout the country use ‘ * Thermega.” 
It is the one proven remedy for driving out dampness and ensuring warm beds 
at the turn of a switch. The *‘ Thermega” Electric Pad for local application is 
ideal for relief of all pain. 

At all good stores, chemists, electricians; or from Thermega Limited, 
51/53, Victoria Street, London, S.W.1. Telephone: Abbey 5701. 


Blankets from 3 gns. Pads from 31/6 


3+t ture Bl 
a’ £8 Single bent 

from £4 4s, = 

sizes and prices on application. 


Electrically Heated 


Ceraleeus of SECONDHAND SURGICAL INSTRUMENTS, OSTEOLOGY 
MICROSCOPES POST FREE. 
Students’ Half Sets of Osteology. Articulated Skeletons and Disarticulated Skulls. 


ih MILLIKIN & LAWLEY, 67 & 68, CHANDOS PL., STRAND, W.C.2 


(Adjacent to Charing Cross Hospital Medical School.) Telephone : Temple Bar 2206. 


JENNER INSTITUTE VACCINE LYMPH 


REPARED IN ACCORDANCE WITH THE THERAPEUTIC SUBSTANCES REGULATIONS (BRITISH PRODUCT) 


SINGLE VACCINATION TUBES 8d.each; 7s. dozen. + Telegrams: 
LARGE TUBES (EXPORT Only) sufficient for 5 vaccinations, 1s. 3d. each; 12s.dozen, 


SOLE AGENTS FOR SCLAVO'’S ANTI-ANTHRAX SERUM. LonpDON ” (2 words). 


JENNER INSTITUTE FOR CALF LYMPH LTD., 73, Church Road, Battersea, $.W.11. 
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Otard’s is 
THE ONLY 
BRANDY 


BOTTLED ACTUALLY 
at the 
CHATEAU 
DE COGNAC 


acting as an executor or 
[see the Westminster 
Bank aims at putting itself 
in the position of a private 
trustee. It is therefore its 
practice to employ the family 
solicitor, if there is one, or any 
other solicitor the client may 
name; by such means the Bank 
succeeds in combining do- 
mestic tradition with business 
efficiency. A book showing 
the advantages of corporate 
executorship and the terms of 
appointment may be had at 
any branch or at the branch 
situated in B.M.A. House, 
Tavistock Square, 
W.Cc.1 


WESTMINSTER BANK 


LIMITED 


KK KKK KKK KKK KK KKK KKK 


VACCINE LYMPH 


(REBMAN’S PURE ASEPTIC CALF LYMPH) 


for reliability and normal reaction 


Prepared under Swiss Government Control. 
supp Bacteri cal Department, 
Price: 9d. per small tube (six for 3/9) 


Sole Agent: WILLIAM HEINEMANN (MEDICAL BOOKS) LTD. 


99, GREAT RUSSELL STREET, LONDON, W.C:1 


Telephone : MuszumM 3946 Telegrams: SUNLOcKS, LONDON 


PLEASE SPECIFY 


BROOKS by name 


The National Health Insurance regulations 
make it possible for the medical profession to 
specify any truss by name on medical certi- 
ficates. Please write or telephone for detailed 
particulars of Brooks Trusses which are now 
approved by more than 3,200 doctors. 
Telephones: London, Holborn 4813. 
Manchester, Central 5031. 


BROOKS Appliance Co., Ltd., 
(527G) 80, Chancery Lane, London, W.C.2. 


(527G) Hilton Chambers, Hilton Street, 
Stevenson Sq., Manchester, |. 
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ROGERS’ standara SPRAYS 


ROGERS 
CRYSTAL NEBULIZER 


Produces the finest 
vapour for 


ROGERS’ 
AQUOLIC ATOMIZER 
for nose or throat without 
alteration. 
Made also in and 
we, reliable spray producers 
FRANK A. ROGERS, 


Particulars of these and 
gladly 


1, BEAUMONT STREET, LONDON, W.1. 


QUEEN CHARLOTTE’S 
MATERNITY HOSPITAL 


MARYLEBONE ROAD, N.W.1 


Medical Students and qualified Practitioners admitted to the 
Practice of this Hospital. Unusual opportunities are afforded 
of seeing Obstetrical Complications and Operative Midwifery 
(about one half of the total admissions being orimiparous cases). 
Over 2700 patients are admitted to the Wards annually, and in 
the Ante-Natal Department there are over 20,000 attendances 
per annum. 

are wen by staff daily. 

or rules, fees, app Stokes, Secretary- 
Superintendent. 
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X-RAY CAR SERVICE 
treated at 39, Earl’s Court-square, S.W.5, and, in residence, in 
the Summer Holidays at Miss Behnke’s house on the Chilte terns. 


“Pre-eminent success in the edu m and treatment of 
stammering and other speech defects.’’. he Times. 


“Thoroughly physiological Lancet. 


| 
| 

| 


“STAMMERING, CLEFT PALATE, SPEECH LISPING.” 3s. 9d. 


of Miss BEHNKE, 39, Earl’s Court-square. S.W.5 LTD. 


UNIVERSITY OF LONDON | POWER ROAD, CHISWICK 


A Course of Two Lectures o “THE FORMATION OF THE | TELEPHONE CHISWICK 4006 
PRONEPHROS AND ba CAUSES * will be given by 
A. DaLtog (Professor of Anato in the Université libre de | 
at COLLEGE the First 2) | 
on NOVEMBER an a P.M t the Firs ture 
the Chair will be taken by Prof. T. Nicol, M.D., D.Sc. (Professor gua@muabehUls ANY DAY ANY NIGHT 
of Anatomy in the University). Lantern illustrations. | ee > 


ADMISSION FREE, Weegee TICKET ANYWHERE 


Ww ORSLEY, Academic Registrar. 


THE CHARTERED SOCIETY OF MASSAGE AND MEDICAL GYMNASTICS 


CHARTERED MASSEUSES and MASSEURS receive Hospital T Ged to 
MASSAGE. REMEDIAL EXERCISES ELECTRICAL 


etd was granted a Royal Charter in 1920 in recognition of the high standard of work maintained. 
Cs M.M.G. members do not advertise individually be Mag themselves to treat patients 
only under medical direction. All members of the Society are eligible for enrolment 
on the National Register of Medical Auxiliary Scien 


A complete Directory of Members, or the names and addresses of members practising in any 
district, in this country or abroad, can be obtained from :— 


The Secretary, C.S.M.M.G., Tavistock House (North), Tavistock Square, London, W.C.1. 
Telephone: EUSTON 1676-8. 


£2733 for £191 


The above is one of many examples of the supreme value 
of 


PERMANENT SICKNESS INSURANCE 


The member paid £191 in premiums and drew £2733 in benefit 
over a period of 32 years. 


HAVE YOU A POLICY? 


If not write for booklet ‘*L.30’’ to the Manager and Secretary 


THE MEDICAL SICKNESS, ANNUITY 


& LIFE ASSURANCE SOCIETY, LTD. 


Lincoln House, 300, High Holborn, London, wel. 
Tel. No.: HOLborn 5722. 
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Telephone: Tempce Bar 8993 (4 lines). 


THE CLINICAL RESEARCH ASSOCIATION, LTD. 


WATERGATE HOUSE, ADELPHI, W.C.2. 


A COMPLETE LABORATORY SERVICE. 


iting Rooms and Laboratories of this Association (established in 1894) are available for all Medical Practitioners desiring Labora 
assistance ip the investigation and diagnosis of cases under their care. All necessary apparatus and full instructions for co! 
material, or for the personal attendance of patients at the Consulting Rooms of the Association, will be forwarded 


CARDIOGRAPHIO AND X-RAY EXAMINATIONS, ALSO NURSING HOME ACCOMMODATION ARRANGED. 


(Close to Charing Cross Station.) 


llecting pa‘ 
immediately on application, 


Telegrams : 


“Tupercisz, Ranp, Lonpon.’ 


UNIVERSITY EXAMINATION 
POSTAL INSTITUTION 


Founded in 1882 by E. 8. WEYMOUTH, M.A. 
Postal or Oral Preparation for all Medical Examinations. 


SOME SUCCESSES 

M.D, (Lond. ), 1901-37 (11 Gold Medallists 1913-37) 413 
M.S.(Lond.), 1901-37 (including 4 Gold Medallists) 24 
M.B.,B.S.(Lond. ), 
F.R.C.S.(Eng.)i919-87 Primary 199; Final192 
D.P.H. (various), 1906-37 (completed exam.) 348 
F.R.C.S.(Edin,), 1918-37 .............. 65 
M.R.C.P,(Lond.), 1919-37 ............286 
M.R.C.S.,L.R.C.P. rina! 1919-37 (completed exam.)606 
M.D. (various), by Thesis. Many Successes. 

D.O.M.S., D.L.O., D.P.M., &. Many Successes. 


MEDICAL PROSPECTUS (47 pages), 


sent gratis, along with List of Tutors, &c., on application to the 
Principal, 17, Red Lion-square, London, W.C.1. (Telephone: 


Holborn 6313.) 
hese 


M. Ss. CH. a CHIROPOD 


indicate that iy or she is a - MEMBER of the INCORPORATED 
SOCIETY 2 


912. Patron: 

His Grace tise Duke Portland, +» G.O.V.0. Pan 

Examiners in Medical a 
Physicians and Royal College of 

tively? The regulations of the Society P OHIBIT 

advertising, but names and addresses of chiropodists in the 

district who are y+ X of Se Society, and also information 


regarding training for M may be obtained from the 
square, don, W.1. (Tele., "anghem 3228.) 


Post-Graduate 


G lasgow 
ASSOCIATION. 

7 Series of POST-GRADUATE CLINICAL DEMONSTRATIONS has 
arranged in the various hospitals of Glasgow from 
NovEMBER till MarcH. CLINICAL ASSISTANTSHIPS and some 
SPECIAL COURSES are also available in several of the hospitals. 
The syllabus may be had on application to the Secretary, 
Post-Graduate Medical Association, The University, Glasgow. 


Roya! College of Physicians of London. 


Dr. Scott, C.M.G., will the FITZPATRICK 
LECTURES on Tuesday, ‘November 8th, and 
ne 10th, at 5 o’clock at the College, Pall Mall East, 


Medical 


** CONQUEST OF DISEASE IN THE TROPICS.”’ 
Any Member of the Medical Profession admitted on presenta- 


tion of card. 
By Order of the President, 
H. M. BARLOw, Secretary. 
of 


London. 


A Course of Three Lectures on “‘ “THE PATHOGENIC TRYPANO- 
SOMES OF AFRICA AND THE TSETSE FLIES (GLOSSINA) THAT 
CONVEY THEM” will be given by Dr. H. LynpHURST DUKE, 
O.B.F. (formerly Director of the Human Trypanosomiasis 
Research Institute, Uganda Protectorate) at the LONDON 
SCHOOL OF HYGIENE AND TROPICAL -street, 
Gower-street, W.C.1) on NOVEMBER 15th, 16th, and 17th, 
at 5.30 p.m. At the First Lecture the Chair will be taken 
by Mr. C. M. WENyYon, C.M.G., C.B.E., F.R (Director-in- 
Chief of the Wellcome Donen of 'stientific Research). 
Illustrations. 

ADMISSION FREE, TICKET 


J WORSLEY, Academic Registrar. 
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BRITISH COLLEGE OF OBSTETRICIANS 
AND GYNACOLOGISTS 


58, Queen Anne-street, London, W.1. 


EXAMINATION FOR THE MEMBERSHIP 
January 3rd and I7th, 1939 


Application for this Examination on the prescribed form 
should be made ol a= | than Nov. 9th. Candidates ng 
applications are must submit case records, &c. 

required by the Fegulations not later than Wednesday, 


14 ecember. 
G. F. GIBBERD, Honorary § Secretary. 


COURT HALL 


KENTON, near EXETER 
FOR THE TREATMENT OF EIGHT LADIES, VOLUN- 
TARY, TEMPORARY, OR CERTIFIED PATIENTS 
Large Gardens and Own Dairy 


CLIFFDEN, TEIGNMOUTH, for Early and Convalescent 
Cases, A well-appointed house, with spacious balconies and 


extensive views of the South Devon Coast. ———. 
gardens. Own Dairy in 


25 acres. Private road to 
Resident Physiciane—BERTHA M. MULES 
ANNIE 8. MUL 


__ ved and Teignmouth 2 mad 


SPRINGFIELD HOUSE 


"Phone: BEDFORD 3417. Near BEDFORD 

For Mental Cases with or without Certificates. 

Ordinary Terms: a= Guineas per week (including Separate 
Bedrooms for all suitable cases without extra charge). 

For forms of admission &c., apply to the Resident Physician, 

CEDRIC W. BowER. 


InTERVigws In Lonpow BY APPOINTMENT. 
(qrove House, All Stretton, Church 
STRETTON, SHROPSHIRE. 
A PRIVATE HOME for the care and treatment of a limited 
number of Ladies Mentally Afflicted. 
Climate healthy and brac 


Apply to Dr. M 
Superintendent. 


and Resident Medical 


BISHOPSTONE HOUSE, BEDFORD 
A SELECT PRIVATE MENTAL HOME FOR LADIES 


Certified and voluntary. With separate house and gardens for 
volunt: boarders. Under poscenal supervision of a Resident 
ome pecialist and Psychiatrist. Medical Superintendent: 


J. LANGHAM MacauLay. Tel.: BEDFORD 270 


HEIGHAM HALL, NORWICH 


A PRIVATE MENTAL HOME situated in 14 acres of well- 
grounds, For Ladies and Gentlemen suffering from 
Nervous or Mental Illness. Voluntary Patients, Temporary 
Patients, and Patients under Certificates are admitted for 
Treatment. Fees: from 4 guineas a week upwards, . or | 
ap 


recommendation of the 


Apply to Dr. J. 


SMALL. 
80 Norwich, Telegrams: Small, 80 Norwich. 


PORTSMOUTH CITY MENTAL HOSPITAL 


Accommodation is provided for the for the reception of PRIVATE 
PATIENTS of both sexes in three detached Villas, which are 
~ ae and pleasantly situated in extensive grounds with sea 
views 

Charges from 3 guineas weekly, including all necessaries cneest 
clothing.—Apply to the Medical Superintendent and Resident 
Physician, THOMAS BEATON, O.B.E., M.D., F.R.C.P. 


; 
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8, HINDE STREET, MANCHESTER SQ., 
LONDON, W.1 


All Nurses fully insured against Accident. 


General 6 Mental Nurses Association, Ltd. 
(MALE & FEMALE) 


SUPPLY STATE REGISTERED NURSES FOR ALL bis Dg ne, yee MENTAL AND NERVE CASES, AT A MOMENT’S 


Telegrams: “‘ Isolation, London.” 
Telephone: Welbeck 9842. 


Terms from £3 136. Apply MATRON. 


MALE & FEMALE ASSOCIATION, LIMITED. 


NURSE 


All Members of our Staff are Total Abstainers 


TERMS frem £3 3s. 


50, NOTTINGHAM PLACE, LONDON, W.1. 


CERTIFICATED HOSPITAL NURSES (Male and Female) AVAILABLE BAY AND NIGHT FOR MEDICAL, SURGICAL, MENTAL AND ALL CASES 
ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT. 


Telegrams: ‘‘Gentlest, London.” Telephone: Welbeck 5969 


Apply, LADY SUPERINTENDENT. 


8, HINDE ST., MANCHESTER SQ., W.1. 


MANCHESTER—237, BRUNSWICK STREET 

EDINBURGH—7, TORPHICHEN STREET 
Terms £4 4 0 per week 

ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT 


MALE NURSES CO-OPERATION, LTD. 


MEDICAL, TRAVELLING AND ALL CASES 


Telephones : Telegrams: 
London: 3297 WELBECcK. ASSUAGED, LONDON. 
Manchester: 8619 ARDWICK. ASSUAGED, MANCHESTER, 
Edinburgh : 2715 CENTRAL, ASSUAGED, EDINBURGH. 


Please address all communications W.WALSHE,Secretary. 


Telephone: Welbeck 2728. 
Telegrams: ““ASSISTIAMO, LONDON,” 


For MEDICAL, SURGICAL, and 


MENTAL NURSES 


Male or Female. 


Our nurses are chosen carefully for their personal 
character and their suitability for private work. 
They reside on the premises, and are available 
for urgent cases Day or Night. 
Mrs. Superintendent. 
. J. HICKS, Secretary. 


Tue NURSES’ ASSOCIATION 


In conjunction with the MALE NURSES’ ASSN. 


\ 29, YORK ST., BAKER ST., LONDON, W.1. , 


CHISWICK HOUSE, 


PINNER, MIDDLESEX. 
Telephone: PIN PINNER 234. 


A Private Hospital for the Treat Taestment and Care of Mental and 
Nervous Illnesses in both Se 
A modern country redone = miles from Marble Arch, in 
attractive and secluded surroundings. Fees from 10 guineas’ per 
week inclusive. Cases under Certificate, Voluntary and 
Temporary Patients received for treatment. 
Dovoras Macavtar, M.D., D.P.M. 


THE WARNEFORD, ‘OXFORD. 
HOSPITAL FOR MENTAL DISORDERS. 
President: The Right Hon. the LoRD SAYE AND SELE. 


This yoy Hospital for the Treatment and Care, at 
moderate of Mental Patients belonging to the educated 
otapde te in @ healthy and pleasant situation on Headington 
Hill, near Oxford. Voluntary and Temporary Patients are also 
received for treatment. The adjacent estate of HIGHFIELD 
PARK has recently been acquired and the house, which has 
been modernised and equipped with every comfort is now 
available for mild and convalescent patients. Private suites 


For further particulars apply to the Physician-Superintendent. 


HILL END HOSPITAL 


AND CLINIC 


FOR THE PREVENTION AND TREATMENT OF MENTAL 
AND NERVOUS DISORDERS 
(20 miles from London) 


Ladies suffering from all forms of MENTAL ILLNESS are 
received for treatment, on modern lines, as Voluntary , Tempora: 
or Certified Private Patients at the Hill End Hospit 
Convalescent or cases can be treated in a delightful 
country mansion, with extensive grounds, known as 


HIGHFIELD HALL, 
situate about a mile away from the Hospital. 
FEES TWO TO FOUR GUINEAS PER WEEK. 


wt" further particulars poply to the Medical Director, 
. J.T. KimBer, L.R.C.P., 


ST. ALBANS, HERTS 
THE COPPICE, NOTTINGHAM. 


HOSPITAL FOR MENTAL DISEASES. 
President: The Right Hon. LoRD BELPER. 


This Institution is exclusively for the reception of a limited 
number of PRIVATE PATIENTS of both sexes, of the UPPER 
and MIDDLE CLASSES, at moderate rates of payment. It is 
beautifully situated in its own grounds, on an eminence a short 
distance from Noftingham, and commands an extensive view of 
the surrounding country ; and from its singularly healthy posi- 
tion and comfortable arrangements affords every facility for the 
relief and cure of those mentally afflicted. Voluntary and 
Temporary Patients received. Occupational Therapy. For 
terms, &c., apply to the Medical Superintendent. 

Telephone: 64117 Nottingham. 


STRETTON HOUSE, 


Church Stretton, Shropshire. 


A PRIVATE HOME for the treatment of gentlemen suffering 
from Mental and tH illness, including the allied Disorders of 
Alcoholism and the D Habit. All types of early Mental and 
Nervous Cases are received without Certificates as Voluntary 
Patients the he Mental Treatment Act, 1930. 


untry cal Directory,’ 2368. ly 
to th edical Superintendent. "Phone 10 P.O. - 
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CRICHTON ROYAL, DUMFRIES 


For NERVOUS AND MENTAL DISORDERS 


This hospital has every facility for complete investigation of the above conditions, and provides all forms of modern 

treatment, including psychotherapy, physiotherapy, occupational and recreational therapy. Cases of alcoholism and drug 

addiction are admitted. The Physiotherapy Department has separate units fully equipped for X-ray work, heliotherapy, 

short-wave therapy, electro-therapy, and hydrotherapy (s bath, prolonged Tathe, Scotch and Vichy douches, 

Plombiéres treatment, electric and Turkish bath cabinets, etc.). ere is a fully equipped nasium under qualified 

instructors. Facilities = a under special recreational therapists for all indoor and outdoor games, including 
if course, cricket, football and hockey grounds, lawn tennis and squash courts, croquet and bowling greens. 

.e Hospital has its own Church, Library, Cinema and Hairdressing Saloon. Terms include regular motor drives. 
Private rooms, suites, or villas are available, and special nurses can be provided. The hospital grounds extending to 
nearly 1000 acres are situated in delightful country and include an extensive farm (T.T. herd), gardens and orchards. 
As the hospital is well endowed terms are exceptionally moderate, e.g., First Department 3 to 30 guineas per week, Second 

ical Certifica’ 


Department 2 and 24 guineas per week. Voluntary and certified patients are received. Medical ificates given anywhere 
in the British Isles are valid for admission of patients. 


For prospectus, necessary forms, and further information apply to :— 


Physician Superintendent, P. K. McCowan, J.P., M.D., F.R.C.P., D.P.M., Barrister-at-Law. Tel. Dumfries 1119. 


TOR-NA-DEE SANATORIUM 
MURTLE, DEESIDE, ABERDEENSHIRE 


FOR THE DIAGNOSIS AND TREATMENT OF ALL FORMS OF TUBERCULOSIS 


Managing Director: DAVID LAWSON, M.D., F.R.S.E. 


Southern aspect. Low rainfall. Pure bracing air. Sheltered grounds. Beautiful surroundings. All modern equipment 
for diagnosis and treatment, including operating theatre. No extra charge for X Rays, Artificial Pneumothorax, Uitra- 
Violet Light, or other special treatment. 


Day and night Nursing Staff. All bedrooms have central heating, electric light, hot and cold running water, and wireless (head- 
phones), Comfortable and airy public rooms. 


Medical Superintendent : J, M. JOHNSTON, M.B., M.R.C.S., D.P.H. For terms and prospectus apply to the Secretary. 
Telephone: Cults 107. < 


NEW LODGE CLINIC, 
WINDSOR FOREST. 


New Lodge Clinic was founded in 1921 in order to provide for the scientific 
investigation and treatment of disease by a ‘‘ team’ of physicians and specialists. 


All forms of non-infectious medical cases are admitted, special attention being 
paid to disorders of digestion and metabolism, arthritis, anemias, asthma, heart and 
kidney disease, tropical diseases, and functional and organic nervous disorders. 


Particulars can be obtained on application to 
The Secretary, New Lodge Clinic, Windsor Forest, Berks. Telephone: 181 & 182, Winkfield Row, 


HAYDOCK LODGE, 


NEWTON-LE-WILLOWS, LANCASHIRE. 
For the reception and treatment of PRIVATE PATIENTS of both sexes of the UPPER AND MIDDLE 
CLASSES suffering from Mental and Nervous Diseases, either voluntarily, tempo’ ,orunder certificate. 
Patients are classified in separate buildings according to their mental condition. ituated in park and 
grounds of 400 acres. Self-supported by its own farm and gardensin which patientsare encouraged to occupy 
themselves. Every facility for indoor and outdoor recreation. For terms, prospectus, etc., apply MEDICAL 
SUPERINTENDENT. ’Phone: Ashton-in-Makerfield 7311. Tele. Address: Street, Ashton-in-Makerfield. 


SHAFTESBURY HOUSE 


Nr. 
Sane built and licensed for the care and treatment of a limited number of Ladies and Gentlemen suffering from 


VOUS and MENTAL breakdown, Voluntary and certified patients received. Ladies also admitted as Temporary 
Patients without certification, Terms moderate. Apply, RESIDENT PHYSICIAN, who may be seen at 31, Rodney Street, 
Live l, by appointment. Tel. No. 8 Formby. 
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ST. ANDREW’S HOSPITAL 


FOR MENTAL DISORDERS, 


NORTHAMPTON 


FOR THE UPPER AND MIDDLE CLASSES ONLY. 
PRESIDENT: THE Most Hon. THE MARQUESS OF EXETER, O.M.G., A.D.O. 


MEDICAL SUPERINTENDENT: THOMAS TENNENT, M.D., M.R.C.P., D.P.H., D.P.M. 


Registered Hospital is situated in 120 acres of park and pleasure grounds. Voluntary patients, who are suffering from 
incipient or who wish to prevent recurrent attacks of mental trouble, and certified patients 
of both sexes, are received for treatment. Careful clinical, bio-chemical, bacteriological, and pathological examinations. vate 
rooms with pout nurses, male or female, in the Hospital or in one of numerous Villas in the grounds of the various branches 


WANTAGE HOUSE 


a Reception Hospital, in detached grounds with a separate entrance, to which patients can be admitted. It is 
all the for the most modern treatment of nmtal and Nervous It contains special de 
aie for hydrotherapy by various methods, including Turkish and Russian Baths, the prolonged immersion bath, Vi + 
Douche, Scotch Douche, Electrical Baths, Plombiéres treatment, &c. There is an operating Theatre, a Dental Surgery, an 
X-ray Room, an Ultra-violet Apparatus, and a Department for Diathermy and High Frequency treatment. It also contains 
Laboratories for bio-chemical, bacteriological, and pathological research. 


MOULTON PARK 


Two the Main Hospital there are several branch establishments and villas situated in a park and farm of 650 acres. 
Milk, pew gt tye “4 tables oe supplied to the Hospital from the farm, gardens, and orchards of Moulton Park. Occupation 
therapy is a feature of branch, and patients are given every facility for occupying themselves in , and 
fruit growing 


BRYN-Y-NEVADD HALL 


scene h Wales. On the North West side of the Estate a mile of sea coast forms the boundary. Patients may visit this 
—" 2 re senside change or for longer periods. The Hospital has its own private bathing house on the seashore. There 
is trout fishing in the park. 


hes of the Hospital there are cricket grounds, football and hockey grounds, lawn tennis courts (grass and hard 
pow Ji. golf courses , and bowling greens. Ladies and gentlemen have their own gardens and facilities are provided 
for handicrafts such as carpentry, &c. 


For terms and further particulars apply to the Medical Superintendent (TELEPHONE: No. 2356 and 2357 Northampton), 
who can be seen in London by appointment. 


CAMBERWELL HOUSE 


Telegrams: ® PsycHoiia, LONDON.” 33, PECKHAM RD., LONDON, S.E.5. Telephone: Rodney 4242 (2 lines). 


For the treatment of MENTAL DISORDERS. 

Also completely detached Villas for Mild Cases, with private suites if desired. Voluntary Patients received. Twenty acres 
of Grounds, Hard and Grass Tennis Courts, Putting Greens. Bowls, Croquet, Squash Rackets, Recreation Hall with 
Badminton Court, and all indoor amusements, a | Wireless and other Concerts, Occupational Therapy, Calisthenics, and 
Dancing Classes. X-ray and Actino-therapy, Prolonged Immersion Baths, Operating Theatre, Pathologi Laboratory, Dental 
Surgery ,and Ophthalmic Department. Chapel. 

Senior Physician: Dr. HUBERT JamEs ORMAN, assisted by three Medical Officers, also resident and visiting Consultaats. 

An illustrated Prospectus, giving fees which are strictly moderate, may be obtained upon application to the Secretary. 


The Convalescent Branch is Hove Villa, Brighton, and is 200 feet above sea level. 


FAIRFORD RETREAT, Gloucestershire 


(Within two hours of London.) ESTABLISHED 1822. 


Home life for Ladies and Gentlemen MENTALLY AFFLICTED. Voluntary Patients received without Certificates. The 
Retreat is pleasantly situated in extensive greunds on the banks of the River Colne, a part of which celebrated trout 
stream flows through the Estate. There is every facility for sport and Occupational Therapy. The neighbourhood abounds 
in | ane walks, and Fairford, being in the Cotswolds on a dry oolitic soil, is remarkably healthy. Own farm and 
dairy produce, 


For terms, which are very moderate, apply to the proprietor, Dr. 4. C. King-Turner, The Retreat, Fairford, Glos. Telephone 9. 


THE COTSWOLD SANATORIUM 


First opened in 1898 and rebuilt in 1925 on the Cotswold Hills seven miles from Cheltenham, for the treatment of Pulmonary and all 
other forms of Tuberculosis. popes 8.S.W., sheltered from North and East, elevation 800 feet. Pure braci: air, SPECIAL TREAT- 
MENT by artificial PNEUMOTHORAX (X-ray controlled). TUBERCULINS, and ULTRA-VIOLET RAYS is available when 
necessary without extra charge. X-RAY plant, Fully Equipped Dental Department, Electric Light Radiators, hot and cold basins 


and Wireless in all rooms. p-to-date drainage, Full day & night Nursing Staff. Terms 5 to 7} Guineas a week inclusive. 

Med. Supt. : GECFFREY A. HOFFMAN, B.A.,M.B.,T.C. Dub. Asst. Phys.: MARGARET A. HARRISON, M.B., B.S. Lond. 
Cons. logist : G.N. BARKER, iidin., D.L.O. Cons. Dent: Surgeon: GEORGE V. SAUNDERS, Lond. 
Phone : 81 & 82 Witcombe. Apply : The Secretary, The Cotswold Sanatorium, Cranham, Gloucester. Telegrams : “ Hoffman, Birdlip.” 


PRIOR PLACE SANATORIUM 


HEATHERSIDE, CAMBERLEY, SURREY. 
FOR THE TREATMENT OF PULMONARY TUBERCULOSIS 


Well situated on high ground and surrounded by pines and heather. 
All rooms are fitted with electric light, wash basins with hot and cold water, and radiators. 
X ray plant. Day and night nursing staff. 


RESIDENT MEDICAL SUPERINTENDENT: Dr. H. 0. BLANFORD, to whom application for admission can be made. 
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A Private Hospital for the Care and 
TH E O LD M A N O R Treatment of ibihe of hoth sede 
SALISBURY ing from MENTAL DISORDERS. 
Extensive grounds. Detached Villas. Chapel. Garden and Dairy Produce from own farm. Terms very moderate. 
CONVALESCENT HOME Detached Villas standing in 12 acres of ornamental grounds, with tennis courts, etc., which 


AT BOURNEMOUTH Voluntary, Temporary or Certified Patients may visit by arrangement for long or short period 
Iustrated Brochure on application to the Medical Superintendent. The Old Manor, Salisbury. Telephone: Salisbury 2251. 


PECKHAM HOUSE, 112, Peckham Road, London, S.E.15 


Telegrams: “Alleviated, London.” Telephones: Rodney 2641 and 2642. 

The above House is for the care and treatment of persons suffe from diseases and nervous disorders. Certified 
voluntary and temporary — are received. Separate houses for treatment and accommodation of special cases ogee the 
Institution. Occupational therapy, physica) on, oa other forms of modern treatment. There is a seaside branch, ‘a4 
Court, near Dover, to which patients may be sent for treatment or on holiday. Motor drives are —yw ¥ when required. 


courts. Entertainments, dances, and indoor amusements held throughout the year. Terms fro 3s. per week. Illustrated 
prospectus and further particulars can be obtained from the MEDICAL SUPERINTENDENT. 


PENDYFFRYN HALL SANATORIUM 
PENMAENMAWR, NORTH WALES. 


All Modern Methods of Treatment Available. 
Ideally situated for the treatment of Tuberculosis. Sheltered from E. & N.E. winds. Climate mild and bracing. 
Low rainfall, high average of sunshine. The Sanatorium is situated in its own park. There are miles of graduated 
walks through pine, gorse and heather, rising to 1,000 ft., and commanding extensive sea and mountain views. Central 
heating, electric light, X-ray installation. Wireless in all rooms. Full day and night nursing staff. Special milk supply from 
a tuberculin tested herd. Easily accessible from Lonpon (4} hours), MANCHESTER, LIVERPOOL, BIRMINGHAM and the North. 
Resident Physicians: Dennison Pickering, M.D.; S. A. Yaffe, M.D. 
Nor particulars apply to the Secretary, Pendyfiryn Hall, Penmaenmawr, North Wales. ‘Phone 20 


CHEADLE ROYAL HOSPITAL, Cheadle, Cheshire. 


This REGISTERED HOSPITAL, with a SEASIDE BRANCH at Col Bay, N. Yeles is for the treatmen’ and care of 
those of the Upper and Middle Classes ‘sufferin zon MENTAL AND NERVOUS DISEASE 
The Hospital is governed by a COMMITT = woes by the TRUSTEES of the ar Royal Infirmary. 
In addition to the Main Buildings there are ge villas. Extensive grounds. ard and grass tennis courts, cricket and 
croquet grounds, = a court for badminton. -y are also wireless installations. Golf may be bad within easy distance. 


Occu The 
VOL ARY.” EMPORARY, AND CERTIFIED PATIENTS received. 
The. Hospital is nine miles from Manchester, 50 minutes by rail from Liverpool, and  F aa from London. 
terms and further particulars apply to the Medical Superintendent, who be seen in Manchester BY 
APPOINTMENT” me: Gatley 2231 (3 lines). 


CALDECOTE HALL Functional Nervous Disorders 


NUNEATON including Alcoholism and other Addictions 
(Certifiable cases are not received) 
WARWICKSHIRE This beautiful mansion situated in the heart of the country (less than two hours 
(‘Phone : Nuneaton 241) from London by L.M.S.R.) and surrounded bych arming pleasure grounds in which 


games and outdoor occupational therapy are available is devoted to the treatment 
of Functional Nervous Disorders by psychotherapeutic and ancillary methods. 


Illustrated Brochure and particulars obtainable from A. E. CARVER, M.D., D.P.M., Resident Medical Superintendent. 


PARK SANATORIUM 


(FORMERLY SANATORIUM TURBAN), 
DAVOS-PLATZ, SWITZERLAND 


First-class house, 5,150 ft. above sea-level. Large park and wood —, My to the sanatorium. Terms 
for board and residence, including room, medical treatment, etc., from Frs. 16.- per day. Prospectus. 


Medical Superintendent, F. BAUER, M.D. 


NERVOUS & MENTAL AFFECTIONS 


: A convalescent home for the care and treatment of mild and 
| he Grove, Old Catton, Norwich. recoverable. nervous conditions im beth suxes. one house is 
4 een Home for the Curative Treatment of 


Nervous tions. Voluntary Boarders are also received 
without certificates. 


" full particulars apply to the Misses McLInTockK or to 
Dr. 8. Barton, 34, Surrey-street, Norwich, Visiting Physician. 
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situated high up in 40 acres of grounds, 17 miles from London, at 
the termination of the Watford by-pass. One medical officer is 
in residence, and two others are in daily attendance. Fees from 
ten guineas a week, inclusive. 


Ladies only received | Telephone: WATFORD 5917 
| Apply : RESIDENT MEDICAL OFFICER. 
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BROOKE HOUSE, CLAPTON 


A PRIVATE HOME for the treatment of Nervous and 
Mental Disorders in both sexes. Situated in nine acres of 
Pleasure Grounds. 


Voluntary, Temporary, and Certified Patients received. 
For further particulars apply— 


Dr. ERNEST ROLLINS, Resident Physiciam, 
Tel.: Amherst 1642 


FOR EPILEPTICS 


MAGHULL (near LIVERPOOL) 
FARMING and OPEN AIR OCCUPATION for PATIENTS 
A few vacancies in Ist and 2nd Class Houses. 
FEES: Ist Class (men only) from €3 p.w. upwards. 
2nd Class (men and women) 32/- p.w. 
For further particulars apply : 
Cc. EDGAR GRISEW OOD, A.C.A., 
20 Exchange Street East, Liverpool, 2 


BARNWOOD HOUSE, GLOUCESTER. 


A REGISTERED HOSPITAL ror THE CARE and TREAT- 
MENT or LADIES anp GENTLEMEN SUFFERING FROM 
NERVOUS anpD MENTAL DISORDERS. 


Within two miles of the G.W. and L.M. & 8. Railway Stations 
at Gloucester, the Hospital is easily accessible b 
London and al) other parts of the United aoe om. 
beautifully situated at the foot of the Cotswold Hills, and 
stands in its own grounds of over 300 acres. Voluntary Patients 
of both sexes also are received for treatment. Special accom- 
modation is also provided at five villa residences, all of which 
stand in their own grounds and are entirely separate from the 
main Hospital 

For particulars as to terms, &c., apply to G. W.T. H. FLEMING, 
M.R.C.8., L.R.C.P., D.P.M., Physician Superintendent. 

Telephone: No. 6207 Gloucester. 


EPPING HOUSE 


LITTLE BERKHAMSTED, Nr. HERTFORD, HERTS. 


An attractive and comfortable PRIVATE HOME. Beauti- 
fully situated in its own grounds, 400 feet above sea level. 
Exceptionally healthy air and position affords every facility for 
convalescence. Foam Baths, Billiards, Squash Racquets, Lawn 
Tennis, Croquet, Bowls, Farm Produce, &c. 


Treatment for Ladies and Gentlemen suffering from Insomnia, 
Functional Nervous Disorders, Alcohol and Drug Habits, Chronic 
Heart and Kidney Diseases, also Cunvalescing Cases. 


Telephone : Essenden 12. Apply, J. C. BAKER, M.B. 


PRIVATE NERVOUS AND MENTAL PATIENTS ~ 
London County Council. — Accom- 
modation for Male Patients suffering from nervous and 
mental] disorder (voluntary, temporary, or certified) is provided 
in the private section of Claybury Hospital, Woodford-bridge, 
x. Terms, exclusive of clothing and special | es, 49s. 

a week for London cases, 53s. 1d. a week for others. 
For particulars apply to the Medical Superintendent at the 


Hospital, or to the Chief Officer, Mental Hospitals Department, 
Shell-Mex House, Strand, W.C.2. 


Littleton Hall, Brentwood, Essex. 


(18 miles from London.) 400 feet above sea. 


A PRIVATE HOME for LADIES situated in large grounds. 
Voluntary, temporary, or certified cases received. 
Apply to Dr. HAYNES. el.: Brentwood 45. 


CLARENCE LODGE 


CLAPHAM PARK, LONDON 
Situated in 34 acres of secluded gardens. 
HOME FOR TWELVE MENTAL PATIENTS (LADIES). 

Well-appointed 
private house. 
Home comforts 
and Trained Nurs- 
ing Staff. Eminent 
Mental Specialist. 
Visiting Physician. 
Station: Clapham 

Common Tube. 
Phone: Tulse Hill 4913 


Apply 
Miss THWAITES. 


THE ARCHER NERVE TRAINING COLONY 
LANGLEY RISE, KING'S LANGLEY, HERTS. 


Started 34 rs ago by the late Mrs. William Arcner for the special 
treatment of FUNCTIONAL NERVOUS DISORDERS by a system 
of Relaxation correlated with training in Nerve Control. Home life in 
separate houses in charming grounds ; 20 miles from London ; Chalets for 
resting. Eurhythmics, Voice Production, Occupational Therapy, etc. 
Telephone : King's Langley 7519. Lessons and Treatments in the art of 
Relaxation can also be obtained at the “‘ FRANCES ARCHER” Centre, 
30, Dorset Sq., N.W.1 (near Baker St. Stn.), Weds. and Sats. 10-1 p.m., 
2-5.30 p.m. Tel. : Ambassador 2864. All applications to the Secretary, 
King's Langley. 


NORTHUMBERLAND HOUSE 


GREEN LANES, 
FINSBURY PARK, N.4 


A T'RIVATE HOSPITAL for the treatment of mental! and 
nervous ill Conveniently situated and easy of access 
from all parts. Occupational Therapy, Psychotherapy, and 
other modern forms of treatment, 

Telephone: Stamford Hill 2688. 


For further particulars apply to the Mzp 8 


MALLING PLACE, KENT 
For LADIES and GENTLEMEN of Unsound Mind. 


Terms moderate. Apply to Resident Medical Superintendent. 
lelegrams: ADAM West MALLING. Telephone No.2 MALLING. 


CITY OF LONDON MENTAL HOSPITAL 
Near DARTFORD, KENT. 
Ladies and Gentlemen received for treatment 
under certificates, and without certificates as either 
VOLUNTARY or TEMPORARY PATIENTS, 
at a weekly fee of £2 gs., and upwards. 


FENSTANTON 


Christchurch Road, Streatham Hill, S.W.2 


A Private Home for the Treatment of LADIES 
with Mental and Nervous Disorders. Psycho- 
Therapy, Physio-Therapy, &c. 12 acres of grounds 
: Dr. MADELINE R. LOCKWOOD, 
: TULSE HILL 718! Resident Physician Superintendent. 


ALCOHOLISM 


Drug Habits, and Nervous Disorders 


25 minutes from London, situated in charming grounds and 
country is a ‘‘home from home”’ for those seeking rest 
and treatment under medical supervision. Fees from 
6 guineas. Illustrated brochure on application to the 
Matron or the RESIDENT MEDICAL SUPERINTEN- 
DENT, E. G. MORRIS, Lr.c.s.1., L.R.c.P.1. Consultant : 
L. C. F. CHEVENS, ™.R.c.s., L.R.C.P., D.P.M. 


Phone: CHISLEHURST 451 


LD HILL HOUSE 


CHISLEHURST, KENT. 


RHEUMA SPA, KINMEL HALL, 


ABERGELE, NORTH WALES 


Modern Spa Tr ts, including Conti 1 
Pistany Mud and Scotch Douche, for Rheumatic 
and similar disabilities. Resident Physician. 
Excellent amenities and Recreational facilities. 


IDEAL WINTER QUARTERS—REDUCED RATES 
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nd Finally 


When satisfactory 
healthy, in 

ideal winter residence. 
of sunshine, sheltered si 
and the resinous perfume Se 
thousands of pine trees ve pot 
expedite the successfu wee 

of normal health and strength. 


imming Baths, 
= the Pier Approach Baths during 


the Winter. 


to the Publicity Mana- 


ger, Room 
Hall, Bournemouth. 


For Health 


THE THERMAL ESTABLISHMENT WHOSE TREATMENT BY 
THE FAMOUS MUD BATHS WITH APPROPRIATE DIET IS 
UNRIVALLED FOR RHEUMATISM. 


& Sunshine 


(FRANCE) OPEN ALL THE YEAR ROUND. 


Through trains from Paris. On the 
main line to Biarritz and Pau. 


For information or literature, apply to: 


FEDERATION OF THE HEALTH RESORTS OF FRANCE, BRITISH MEDICAL ASSOCIATION HOUSE, 
TAVISTOCK SQUARE, LONDON, 


or FRENCH RAILWAYS—NATIONAL TOURIST OFFICE, 179, PICCADILLY, LONDON, W.! 
or SOCIETE DES EAUX THERMALES, DAX (FRANCE) 


Newly-fitted Balneological and Electro-Medical and Russian 


Bath sections for recognised forms of Spa, etc., treatment, 
THE MARINE SPA under mild winter climatic conditions. 
(under the direction of the Corporation) Large Cooling Lounge, and “Vita” Glass Sun Lounge. 


Warm Sea: Water Swimming Bath with modern filtration plant. 


Assistants with C.S.M.M.G., and Bio-Physical qualifications, 
I ORQUAY The new illustrated 12-page Brochure post free on application. 
H. Berkeley Holfyer, General Manager. 


(late Manager, Brine Baths, Droitwich 


Unrivalld suites ot Baths— Turkish and R Bathe, Ai id Vichy Dou . ; 
Plombidres, Treatment. Chair, Electric sol ate 
Purposes, Dowsing Radiant Heat, Infra-red Light, Artificial Sunlight, D’Arsonval ie 
Frequency, Diathermy, Nauheim Baths, Soa Foam Baths, etc. “ Certified Mi 
from farm. i ial provision for Invalids. 
ts, etc. 
t Physicians : G. C, R. Hansinson, M.B., B.Ch., B.A.O(R.U.1.), H. R 
BA.MB. BAG. TERMS, 13s. te te, jimclude "Terk 
er Baths. ustrat ods equest. 
Phone: Matlock 17 G lines). 


| | 
Write for the Book 
OURNE MOUTH 
information 
| | 
| 
| medley: | 
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A NURSING HOME FOR SURGICAL, MEDICAL 
THE CLINIC AND MATERNITY CASES 
20 Devonshire Place 150 Suwe Registered Nurses. 
(for emergencies). 


London, W.1 on — under the oupervision of thals own 
Tel.: Welbeck 4444 (20 lines) 


Hospital, 


CARDIAC DEPARTMENT. 


| 
| The post of PATERSON RESEARCH SCHOLAR and 
| CHIEF ASSISTANT in this Department will be vacant on 
| Ist January, 1939. 
e salary is at the rate of £400 per annum 

Applications should arrive at the Hospital not later than 
| Saturday, the 10th December. 
Further eee on request. 

RTHUR G. ELLIoTT, House Governor. 


Roeyal “Werthérn Weapital, 


Holloway, N.7. 


are the post of HONORARY 
BIOLOGIST. Candidates it be University Graduates an 
have had ex ~ 4 this type of work. 
ment is for one with eligibility for re-election. 

50 minutes from London (Victoria), 15S minutes from The successfu ‘candidate will be required to undertake special 
Brighton. Standing in 7 acres of lovely grounds at the biological and biochemical investigations outside the routine 
foot of the South Downs. | work of 

artic 0 e appointment and details w 

sennaee, ase but not relaxing. No fogs, sheltered to the submission of testimonials, &c., may be obtained from the 


undersigned, to whom a , mona! should be returned not later 
Comfort, Service and every facility for Physical Treat- than November 11th, 1 


The Physical Treatment Centre 
that is “ different” ! 


ment, without irksome restrictions of nursing home or ___ GILBERT G. PANTER, Secret 
clinic. 

Treatments, include: Foam Baths, Ultra-Violet and R y or h H os p i its a al, 
Infra-red Ray, Diathermy, and other Electrical treatments, 


Pistany Mud Packs, etc. Massage and Remedial Exercises, 
Fully-qualified staff. Resident Physician. Mentions gee for 

iseases 0 e n (Second) at the above os 
Convalescent patients specially catered for. | "Candidates must possess the @ ee M.B. obtained 
Electric Lift to all floors. Fully Licensed. Superb Cuisine, 


egree 0 
by Examination at a British ot a be Fellows or 
Special Dieting if required. embers of the Royal College of Physicians. 


Practitioner cord vited to visit |. Full particulars of the appointment and details with regard 
the Restorium. Write Jor Brochure" and, Terms _ to the submission of testimonials, &c., may be obtained from the 
to: Li agg in Bo op Sunnyside Rest - | undersigned, to whom applications should be returned not later 
‘assocks, ‘elephone: ‘Hassocks 103 103. than November 11th, 


GILBERT G. PANTER, Secretary. 
Tendon Jewish Hospital, 
G 
unnyside | Hospital. (i09 Beds.) 
Candidates (Male) for the followi ident appointments, 
Re t orium which are foF period of — 
HASSOCKS . : ? SUSSEX next, may obtain forms of application from the Secretary 


whom application, with copies of three recent Bing 
it be sent on or before 18th November, 

"MED ICAL OFFICER AND. ) HOUSE PHYS- 

1A Salary at the rate of £150 per ann 

HOUSE SURGEON. rate of £100 pee annum. 

CASUALTY OFFICER at the rate of £100 per 

annum. 


Hampstead General Hospital, 
Haverstock Hill, N.W.3. 
(Out-patient Department, Camden Town, N.W.1.) 


ast Ham Memorial Hospital, 


Applications are for the of of ANASTHETIST. 
The su e successful candidate yt pap red to attend on Wednesday 
mornings onorarium 8. per session. 

lications, stating age, and full 
imonials, the 


toge er wy ‘copies should reach 
undersign: vember. 
EGINALD PERRY, Secretary. 


Fivelina Hospital “for Sick Children, 


Southwark, 8.E. 


vacancy is declared in_ the office of COMER ALAC 
SURGEON” TO OUT-PATIENTS. Candidates 
Fellows of the Ro¥Yal College of Surgeons of w, ont 
are required to call upon members of the Honorary Medical 
Staff of the Hospital. 
Applications, Btating age, qualifications, and experience, 


. | with copies of three testimo: , Should reach the under- 
is an honorarium attached to tho post at the rate of twenty- ° 
five guineas for each regular sess KENNETH A. F. MILes, Secretary. 


nials, should reach th 
frm wh h copies of of testi oniale, should. reach the (Chelsea Hos spit al for Women, 


first post on i) llth November. reet, 8.W.3. 
. H. SIDNELL, House Governor. 


London Wospital, JUNIOR HOUSE SURGEON (Male). 


post of ASSISTANT | The appointment is for six months at a salary of = 

ALMIC fot the of | annum, together with board, residence, and laundry. 

the Royal College of Surgeons or Englan expiration of this term he will be ey to proceed te the 
Applications should be sent to the Governor, from | Senior for six galery ot pereapum. 

whom further particulars may be obtained, and must ‘arrive | Candidates should forward their applications, giving full 

not later than on Monday, November. particulars, and accompanied ‘by copies 

. ELLiort, House Governor. Monials, to the undersigned wa * pg A an ovember next. 

22nd October, 1938. ZO. W. COOLING, Secretary. 
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BRITISH POSTGRADUATE MEDICAL SCHOOL 


(UNIVERSITY OF LONDON) 


Department of Medicine 


A COURSE OF SIX LECTURES on 
MEDICAL PSYCHOLOGY 


will be given by 
Professor E. MAPOTHER, 
M.D., F.R.C.P., F.R.C.S. 
on NOVEMBER 15th, 22nd, 29th, 
DECEMBER 6th, 13th, 20th, 1938, 
at 4.30 p.m. 


Department 


Department of Pathology 


_A COURSE OF THREE LECTURES on 
THE MUCOUS SECRETION of the 
GASTRO-INTESTINAL CANAL 


will be given by 
Professor H. W. FLOREY, M.A., Ph.D. 


on NOVEMBER 16th, 23rd, 30th, 1938, 
at 4.30 p.m. 


of Su rgery 


A COURSE OF TWO LECTURES on 
DISEASES OF THE BLADDER 


will be given by 
Mr. R. OGIER WARD, D.S.O., M.C., F.R.C.S., 
on NOVEMBER 18th and 25th, 1938, at 2.30 p.m. 


These lectures are for regular students of the School, but a limited number of tickets are available, without fee, 


for medical practitioners. 


Applications for tickets should be addressed to the DEAN, BrITISH PosTGRADUATE MepIca 
ScHOOL, DUCANE-ROAD, SHEPHERD’s Busu, Lonpon, W. 12. 


London Hospital Medical 


THE LIDDLE TRIENNIAL PRIZE 

Under the will of the late Dr. John Liddle, the College Board 
of the London Hospital offer a prize to the value of £120 for 
the best essay on ‘‘ PuRPURA—ITS ALCTIOLOGY AND TREAT- 
MENT.” 

A statement of the rules under which the prize is awarded 
may be obtained from the undersigned, to whom Essays should 
be sent not later than 3lst May, 1939. 

Dr. E. CLARK- KENNEDY, M.D., F.R.C.P., Dean. 

London Hospital Medical College, Turner- street, London, E.1. 


St. Marylebone Borough Council. 


APPOINTMENT OF TUBERCULOSIS OFFIC ‘ AND 
ASSISTANT MEDICAL OFFICER OF HEA 
Applications are invited from duly qualified ~~ 
Medical Practitioners for the whole-time appointment of Tuber- 
culosis Officer and Assistant Medical Officer of Health at a 
salary of £800 per annum, rising, on approved service, by annual 
increments of £25 to £1600 per annum. 
Candidates should not exceed 40 years of age. 
Form of application and further particulars and conditions 
of Heath Towa i can_be obtained from the Medical Officer of 
th, Town Hall, St. Marylebone, W.1. 
ad ions on the official form must be addressed to ‘‘ The 
Town Clerk, Town Hall, St. Marylebone, W.1,’’ and delivered 
in sealed envelopes marked ‘‘ Tuberculosis Officer ’’ not later 
than 10th December, 1938. 
The appointment will be subject to satisfactory medical 
examination and production of birth certificate. 
The Council’s Bye-laws provide that canvassing shall dis- 


‘Phe London Chest Hospital, 
Victoria Park, 


E.2. 
(Bus, Tram and Rail, Cambridge Heath, L. and N 


College. 


.E. Railway.) 


ations (with copies of three testimonials) are invited 
to sent to the Secretary, on or before Wednesday, 
30th November, 1938, for the following posts, subject to the 
rules and by-laws of the Hos spital : 
RES IDENT MEDICAL OFFICER (Male) for one year 
from ist January, 1939. Salary £350 per annum. 
HOU hey tty TAN (Male) for six months from 


it Jan 939. Salary at the rate of £100 per annum. 
HOUSE SU RGKON (Male) for six months from Ist January, 
1939. Salary at the rate of + soa annum. 
Board, residence, and laundry provide 
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THE SIR MEMORIAL FELLOWSHIP 
HILD PSYCHOLOGY. 

Applications a invited for the above Fellowship, which is 
of the —e of £300 per annum, and is tenable for a period of 
two ye 
The *Fellowshi has been established with the object of 
es the vancement of knowledge and research in 

sychology, more particularly through the study of children 
in health and/or in disease. Each candidate must submit 
with his or her application a definite scheme of advanced study 
or research work to be carried out during the tenure of the 
Fellowship, together with particulars of his, or her, previous 
career. he investigations undertaken by the Fellow shall be 
carried out in the Children’s Department of Guy’s Hospital. 

Men and women are eligible for the Fellowship. Candidates 
must be unmarried, of not more than thirty years of age, and 
must possess a registrable qualification to practise medicine 
Canvassing will be regarded as a disqualification. 

Further particulars as to the regulations governing the 
Fellowship may from the Dean, Guy’s Hospital 
Medical School, 1, with whom applications (ten copies), 
together with the 2 neta of three referees, should be lodged not 
later than November 30th, 1938. 


[London | Hospital, 


There is a vacancy for the p. post of FIRST ASSISTANT AND 
REGISTRAR to the Neurosurgical Department. 

Candidates must possess the F.R.C.S. Eng. qualification. 

Applications should be sent to the House Governor, from 
whom further particulars may be obtained, and should arrive 
not later than on Saturday, December 3rd. 

ARTHUR G. ELLIoTT, House Governor. 
31st October, 1938. 


K ing Edward Memorial 
EALING. (145 Beds.) 


are invited for the of— 
USE PHYSICIAN (Male). 
GASU ALTY HOUSE SURGEON (Male). 
Both appointments are for six months, with possibility of 
re-election for a further period, and the salary in each case is 
£150 per annum, with usual residential emoluments. 
Applications, stating age, experience, and qualifications. 
and accompanied by copies of two recent testimonials, should 
be sent to the undersigned immediately. 
R. A. MICKELWRIGHT, House Governor. 


T. J. Evans, Dean. 


Hospital, 
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SERVICE 


During 1938 the Secretary of State for the Colonies proposes to select a number of MEDICAL 
OFFICERS to fill vacancies, the majority of which will occur in TROPICAL AFRICA or in 


MALAYA. 
QUALIFICATIONS. PASSAGES. 


Candidates must be British subjects of European Free first-class passages are provided on first 
parentage, under 35 years of age, and must — * appointment and when proceeding on and returning 
a medical qualification registrable in the United from leave. Assistance is also given towards family 
Kingdom, ference will be given to candidates | passages. 
who have held Hospital or Public Health appoint- | 
or who have of TERMS OF APPOINTMENT. 

iology, surgery, medicine, ophthalmology, gyn®- The appointments are pensionable, subject to a 
pom diseases of the ear, nose, probationary period which varies from two to 


» eC. | three years, 
SALARY. 
Initial salaries vary from £600 to £700, and rise COURSES OF INSTRUCTION IN TROPICAL 
to a maximum of between £1000 MEDICINE and HYGIENE 
and £1200. 


PRIV PRA _ Selected candidates will normally be required to 
Private practice ‘apo a yi of right, but in attend course of instruction leading to ae 
the case of some appointments it is permite’ on | Tropical Medicine and Hygiene before p 8 
certain conditions. 
QUARTERS. DUTIES. 

In Tropical Africa, free quarters, or an allowance | Although Medical Officers are appointed in the 
in lieu, are provided. In Malaya, quarters are first instance for general service, there are oppor- 
provided at an annual rental not exceeding 6 per | tunities for work in special branches of medicine and 
cent, of the officer’s salary. surgery, in public health, and in medical research. 


Further particulars and forms of application may be obtained from the DrrEcToR oF RECRUITMENT 
(Colonia] Service), 8, Buckingham Gate, ndon, S.W.1. 


ROYAL NAVAL MEDICAL 
SERVICE 


Vacancies exist for MEDICAL OFFICERS in the Royal Navy, and applications are 
invited for entry in January, 1939. 


Candidates below the age of 28 years are preferred, and they must be registered under 
the Medical Acts. No examination in professional subjects will be held but candidates will 
be required to attend for interview by a Selection Board. 

Selected candidates will be entered for Service for a period of three years, which if desired 
is usually extended to five years at the discretion of the Admiralty. 

Officers who leave the Service at the end of the initial period of three years will be eligible 
for a gratuity of £400, and those who leave at the end of five years for a gratuity of £1,000. 

At the end of five years’ Short Service permanent commissions will be given to selected 
officers who wish to make the Naval Medical Service their permanent career. Officers 
transferred to the permanent list will receive a gratuity of £1,000 (less Income Tax). 

Full opportunities exist for transfer to the permanent list, and periods of unemployed or 
half pay are very rare. The assistance of private income is not necessary for the purpose 
of supplementing official pay and allowances. 

Opportunities are available for officers on the permanent list for post-graduate study, 
to specialise, to take higher examinations and to obtain further qualifications. 

Copies of the regulations for entry and conditions of Service, including rates of pay, 
allowances and retired pay, may be obtained from the Medical Director-General of the Navy, 
Admiralty, 8.W.1, and from the Deans of all Medical Schools. 


Applications for entry from intending candidates must be received not later than 
2lst November, 1938. 
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THE LISTER INSTITUTE OF University College Hospital, 
PREVENTIVE MEDICINE 


JENNER MEMORIAL _STUDENTSHIP IN VIRUS 


RESEARCH 
LISTER SNSEEEUEE RESEARCH STUDENTSHIP IN 
BIOCHEMISTRY. 

Applications are invited for the above two studentships, 
value £250 per annum, tenable for one year from January, 
1939, but renewable, on satisfactory progress for a second year. 

The selected students will be required to work under the 
supervision of the staff on peentemne ~* virus chemistry and 
bacterial chemistry respectively. und knowledge of 
organic chemistry is essential and rit is Pectelle that candidates 
should have had experience in biochemical and bacteriological 
toeetaae and some training in research methods generally. 

Applications, giving full detailsof scientific training and the 
names of two referees familiar with the candidate’s career, 
should be sent to the Secretary, Lister inee, Chelsea Bridge- 
road, London, 8.W.1, before November 30t 


Bartholomew’s “Hospital. 


CHIEF ASSISTANT IN THE aera, DEPARTMENT. 

Applications are invited for the post of Chief Assistan 
(unpaid) in the Dental Department. 

Candidates must hold a soqpeened British Medical qualifi- 
cation as well as a registered British Dental qualification. 

Appointment will be made for a period expiring the 

3ist Be scember, 1939, with eligibility for re-election. 

Candidates will be required to call upon the six Dental 
Surgeons. 

Twelve copies of applications and testimonials should be 
left with the spcpetignes not later than Saturday, the 


3rd December, 
Clerk to the Governors. 
27th October, 1938. 


St. Bartholomew’s Hospital. 


ASSISTANT DENTAL SURGROR. 
Notice is hereby given that an Assistant Dental Surgeon 
is to be appointed to this Hospital. 
Candidates must hold a registered British Medical qualifica- 
e required to call upon the six Dental 


Twelve ome ¢ of applications and testimonials should be 
ett with the undersigned not later than Saturday, the 


December, 
C. CaRUSs-WILSON, Clerk to the Governors. 
27th October, 


Hampstead General and North-West 


LONDON HOSPITAL, Haverstock-hill, N.W.3. 


APPOINTMENT OF CASUALTY auneicey OFFICER. 

Applications are invited from registered Medi Women 
for the resident appointment of Casualty Sungionl Officer for 
six months, vacant December Ist next, at the Out-patient 
Department, Bayham-street, Camden Town. Salary £100 

r ann 


Applications to be made on the prescribed form, ther 
with copies of not more than three testimonials should be 
returned to the Secretary by November 19th next 


[ihe » Prince of Wales’s General Hospital, 


London, N.15. (238 Beds.) 


plications are invited for the poste of HONORARY 
ont CAL ASSISTANTS in the various Departments of the 
Hospital (S cal, Medical, Children, Skin, Ear, Nose, an 
Tpgoet, Eye, Gyneecological, X-ray and Electrical) for the year 


Applications for a 
be sent to the unders 


pointment to any of these posts should 
ued on or before Friday, November 25th, 


J. C. Burvett, Director and House Governor. 


r[he I Royal Dental Hospital of London, 


32, Leicester-equare, W.C.2. 


is vacancy for an r an HONORARY ASSISTANT 
DENTAL SURGEON, Candidates, who must be Graduates 
or Licentiates of Dental Ls of one of the Universities or 
ey bodies recognised by the General Medical Council 
pe the United Kingdom, are requested to send in forty copies 
a and testimonials on or before the 21st November, 
193 to the Secretary-Superintendent, from whom 
particulars may be obtaine 


Royal Northern Hospital, 


Holloway, N.7. 


Anpioeiioss are invited for the following appointment :— 
OUSE SURGEON, vacant December Loh The a point- 
for nine Tonths (six months as House 
as ity Officer). Salary at the 
Fate of 210 per annum, with board, residence, and 


Applications, with copies of testimonials, should be sent by 
November lith to the undersigned om whom the necessary 


forms of application and rules can o 
GILBERT G. PANTER, Secretary. 


Gower-street, W.C.1. 


Appl lications are invited for the post of whole-tim: 
STRAR in the X-Ray DIAGNOSTIC DEPARTMENT for a 
period of one year from the Ist January, 1939, with salary at 
the rate of £250 per annum. 
Applications, accompanied by evidence of fitness for the 
ost, should reach the mag (0d not an noon on 
onday, the 28th November, 1938. 


R. SLOLEY, Secretary. 


Royal Cancer Hospital (Free) 


Cae under Royal Charter), 
ham-road, London, 8.W.3. 


P Applications are invited for the post of RADIOLOGIST 
(par -time) at this Hospital. 
plicants must be registered Medical Practitioners, who 
hold : Diploma in Radiology 
The duties of the post wi i be entirely in connexion with the 
diagnostic section of the Department. 
Salary at the rate of £500} per annum. 
vy the Secret to be made on a form which will be supplied 
e Secretary, together with three Mg only) recent 
imonials, should be — ae the Secretary on or before 


joe 14th November, 1 
CoOBBOLD, Secretary. 


(Phe Royal Cancer Hospital: (Free) 


(Incor under Royal 
ham-road, London, 8.W.3 


The Committee are to receive Spplicetions for the 
t of ASSISTAN' ATHOLOGIST Hospital 
pat in Clinical Pathology is essential. 
500 per annum. 
The a appointment is subject to rules, a copy of which can 
be obtained from the Secretary. 
Apetieeeiess. to be made on a form which will be supplied 
by the Secretary, anied copies of not more than three 
recent testimonials, to e Secretary not later than 


Monday, 14th November, 1938 
CLEMENT CoBBOLD, Secretary. 


(Phe Royal Cancer Hospital (Free) 


(Incorporated under Royal aster), 
am-road, London, 8.W.3. 


Apgliettions are invited for the office of SURGEON to the 


Hospital 
Candidates must be Fellows of the Rorel College of Surgeons, 
England, or Masters of Surgery of recognised British 


University. 
lications, together with copies of three recent testimonials, 
ae sent to = ee not later than noon on Monday, 
14th November, 
The Senior A asistant Surgeon is a candidate for the office. 
CLEMENT COBBOLD, Secretary. 


[‘he Middlesex Hospital and Medical 
SCHOOL, 
Agpltertions. are invited for 
DICAL REGISTRARSPIP. 
One OTOLOGICAL REGIST RARSHIP. 
AND ORTHOPAZDIC REGISTRAR- 
The appointments are for one | ay ear from the ist January, 
som. "ant the holders are eligible apply for reappointment 
may retain office for three consectitive years. lary 
£300 p annum. Further particulars may be obtained from 
the to whom applications, with 
copies of not more than three Catinentes, must be sent by 
noon on Wednesday, November 16th, 19 
By order of the ian, 
8. R. C. PLIMSOLL, Secretary-Superintendent. 


olingbroke Hospital, 


were 8.W.11. 
5 Beds.) 


HOUSE SURGEON unmarried) required. 

The appointment is for ‘six months oe on the 
1st Decasber, 1938. Salary £120 per annum, with board, 
residence, and laun dry. 

Candidates must be fully qualified and registered. 

Applications, stating age, qualifications, and apace 
with copies of not more than three testimonials, shoul sent 
to the undersigned on or before November 9th, 1938. 

W. 8. RANDOLPH Biss, Secretary Superintendent. 


The Victoria Hospital for Children, 


Tite-street, 8.W.3. 
(138 Beds. 


The invite applications for the 
st of OPH YSICLAN must be 


mdon and are expected to call on = rs of the Honorary 
Medical Staff. 


yy with copies of three recent testimonials, should 
t to _ later than first post, Saturday, 
the roth November, 1938 


D. St. Joun BAMFORD, Secretary. 


ha 
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Edward Memorial Hospital, 


THE LANCET,] 
Ealing, W.13. 


ing 
(145 -) 


Applications, which should be minted by Wednesday, 
November 9th, 1938, are invited for the following appoint- 


en 
CONSULTING PHYSICIAN. 
CONSULTING PHYSICIAN FOR DISEASES OF 
CHILDREN. 
Particulars may from the undersigned. 
. MICKELWRIGHT, House Governor. 


Metropolitan. of Lambeth. 


DEPUTY MEDICAL OFFICER OF HEALTH 

The Lambeth Borough Council invite applications from fully 
qualified Medical Practitioners for the appointment of Deputy 
Medical Officer of Health for the Borough at an inclusive salary 
of £840 per annum, rising by annual increments of £40 to a 
maximum of £960 per annum. 

Candidates be Sen years of age on the 
17th November, ossess the ualifications 
by the Public Health Act, 1936, and the 

nitary O rs Order, 1926. The gentleman ap ointed will 
be required to “Aueke the whole of his time to the duties of 
the office, to contribute to the Council’s Superannuation Fund, 
and to submit himself to the Council’s Doctor for examination, 
the appointment being subject to such Doctor’s report being 

isfactory. The appointment will also be subject to the 
approval of the Minister of Health. 

Applications on forms to be obtained from the undersigned, 
endorsed “‘ Deputy Medical Officer,’’ accom ed by copies 
of three testimonials of recent date ope to be delivered by noon 
on Monday, the 21st November, 19 

Canvassing either directly or indirectly will disqualify a 


candidate. 
oO. L. BERTS, Town Clerk. 
Lambeth Town Hall, Brixton-hill, sw 2, 28t h October, 1938. 


W oolwich and District War Memorial 


HOSPITAL, Shooters-hill, London, 8.E.18. 
GENERAL HOSPITAL (112 Beds.) 


The Board of Management invites applications from suitably 

candidates for the following a Applic 

(a) RESIDENT SURGICAL OFFICER.—Applicants must 
have special knowledge of surgery. his appointment 
will twelve months with effect November 20th, 

is desirable that candidates shall possess 

the “Fellow shi of one of the Royal Colleges of Surgeons. 
vay hy. be £200 pe annum, plus board, residence, 

Fe la ry: the appointment is renewable for a further 
riod of twelve months if approved by the Board of 


(b) HOUSE P PHYSICIAN. —This will be for 
six months from December 1 
tion will be at the rate of £100 per annum, plus board, 
residence, and laundry. 

The closing date for the receipt of applications is November* 
16th, first post, and short-listed candidates will be invited 
to meet the mt ae Committee (at the Hospital) at 
4. y P.M. on November 17th 

ry should be made on the prescribed form, obtain- 
able m the undersigned. 
R. 8S. G. HUTCHINGS, Secretary. 


St Mark’s Hospital for Cancer, Fistula, 


AND DISEASES OF RECTUM, 
y-road, , London, E.C.1 


Applicats invited for the post of RESIDENT 
SU ICAL. ™OFFICER (Male). Salary £150 per annum, 
and certain emoluments, with board, residence, and laundry. 
The appointment is for @ minimum of six months. Duties 
to commence on 27th November, 1938. 
Ap lications, with copie» of testimonials, must reach the 
(from whom further particulars may be obtained) 
not "later than Saturday, 12th November, 1938. 


St- Mark’s Hospital for Cancer, Fistula, 


AND OTHER DISEASES OF oF RECTUM, 
City-road, E.C 


Applications are invited for a CLINICAL ASSISTANTSHIP 
now vacant in the Out-patients’ Department on Monday 
afternoons. The appointment is for six months in the first 
instance, and a fee of Three Guineas is payable on appointment. 

Applications to reach the Secretary (from whom further 
particulars may be obtained) at the Hospital by Saturday, 
12th November, 1938, 


he Salvation. 


THE MOTHERS’ HOSPITAL, Lower Clapton-road, 
Clapton, E.5. 


Apuertions 2 are invited from Medical Women for the post of 
SE IDENT MEDICAL OFFICER, vacant Ist Janu- 
£150 per annum, with board, residence, and 
laundry. ‘The appointment is for twelve months, but in s special 
umstances an of might be consi 
Applications, wi sent to the Secretary 
on or before Wednesday, 30th November, 1938. 
FRED HAMMOND, Secretary. 


1938, and the remunera- * 


Th Salvation Army, 
tas MOTHERS’ HOSPITAL, Lower Clapton-road, 
Clapton, E.5. 


Apptoctions are invited from Medical Women for the post 
of NIOR RESIDENT MEDICAL OFFICER, vacant 
ist January, 1939. Salary £80 per annum, with board, residence, 
and laundry. The appointment is for six months. 

Applications, with testimonials, must be sent to the Secretary 
on or before Wednesday, 30th November, 1938. 

FRED HaMMOND, Secretary. 


Hospital for Sick Children, 


Great Ormond-street, London, W.C.1. 


There are vacancies for the following :-— 

A RESIDENT SURGICAL OFFICER. Duties to commence 
on the Ist January, 1939. Salary £200 per annum. 

This appointment is tenable in the first instance for one 
year, but may be extended for a period of one further year. 


Two RESIDENT HOUSE PHYSICIANS and One RESI- 
DENT HOUSE SURGEON. Duties to commence on the 
lst January, 1939. Salaries at the rate of £50 per annum. 

These appointments are tenable for six months. 


A RESIDENT ANXSTHETIC REGISTRAR. Duties to 
commence on the lst January, 1939. Salary at the rate of £100 
per annum. 

This appointment is tenable in the first instance for six 
pamens but may be extended for a further period of six 
months. 


A RESIDENT MEDICAL OFFICER at the COUNTRY 
BRANCH HOSPITAL, TADWORTH-COURT, TADWORTH, 
SURREY. Duties to commence on the Ist January, 1939. 
Salary at the rate of £250 per annum 

This appointment is tenable for six months, but is renewable. 


Candidates for the above appointments must be unmarried, 
possess a legal qualification to practise, and have held a 
Topical resident appointment at a General Hospital. 

pplications must be received by noon on Monday, the 
28th November, 1938, and candidates must be prepared to attend 
for interview by the Joint Committee at 4.45 P.M. on W ednesday, 
the 7th December, 1938. 

Full particulars and forms of application are obtainable from 
the undersigned. 


_November, 1! 1938. 
V ictoria Hospital for Children, 
Tite-street, Chelsea, S.W.3. 


(138 Beds. 


The Committee of Management invite applications for the 
post of SENIOR RESIDENT MEDICAL ‘FICER (Male), 
vacant Ist January, 1939. 

The appointment is for one year. Salary £200 per annum, 
with board, lodging, and washing, and contain fees from the 
private wards. 

Candidates must have previously held a Hospital appointment. 

They must attend the Hospital for the purpose of an 


HERBERT F. RUTHERFORD, Secretary. 


interview. 

Applications, with copies of three recent testimonials, should 
be sent to the Secretary not later than first post on Thursday, 
17th November. 

D. St. JoHN BAMFORD, Secretary. 
V ictoria Hospital for Children, 
Tite-street, Chelsea, 8S.W.3. 
(138 Beds.) 

The Committee of Management invite applications for the 
post of CASUALTY OFFICER (Non-resident), for a period 
of three months commencing Ist December next. Hours 9 a.M. 
to 1.30 P.M. daily Coctaains Saturday). Salary at the rate of 
£200 per annum, with lunch. 

Candidates are expected to attend a subcommittee for an 
interview and to send their applications and copies of three 
testimonials to the Secretary not later than first post Thursday, 
lith November. 

The post gives | See -graduate study. 

iT. AMFORD, Secretary. 


Miller Hospital, 
Greenwich-road, S.E.10. 


are.invited for the following posts 
HOUSE Male; unmarried. Salary £100 


HOUSE ‘8 SURGEON. Male; unmarried. Salary £100 per 


annum. 

TWO CASUALTY OFFICERS. Male; part-time; one 
for morning session, and one for’ afternoon. ry 
pe [od annum, non-resident. Fuller particulars on 


OUT 1 PATLENT OFFICER, who is required to see Medical 
d Surgical cases. Attendance daily (except Sunday) 
from 9 RE Tuesdays 9 to 5. Salary £150 per-annum 

and lunc 


The appointments are for six months from ist January, 
1939. There are six Resident Officers. 
Application forms can obtained from the Secretary, and 
must be returned not later than 2ist November, 1938. 
1st November, 1938. 
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General Hospital, 
Greenwich-road, 8.E.10. 


Miller 


Applications are invited for the post of RESIDENT SURGI- 
CAL OFFICER AND REGISTRAR (the senior of six resident 
posts). Salary £250 per annum. Candidates (Male) must be 
unmarried. Board, residence, and laundry provided. 

Duties to commence on Ist January, 1939. 

Application forms can be obtained from the Secretary, and 
must be returned not later than 21st November, 1938. 

Ist November, 1938. 


(Phe Royal Cancer Hospital (Free) 
(Incorporated under Royal Charter), 
London, 8.W.3. 


Applications are invited for the post of HOUSE SURGEON 
(Resident) to be attached to the Radium Department. 

Candidates must be registered Medical Practitioners. 

Salary £100 per annum. 

Facilities afforded for Post-graduate study. 

The appointment is for six months commencing Ist December, 

38 


938. 

Applications, to be made on a form which will be supplied 
by the Secretary, with copies only of not more than three recent 
testimonials, to be sent to the Secretary not later than the first 
post on Monday, 14th November, 1938. 

CLEMENT COBBOLD, Secretary. 


‘(he Royal Cancer Hospital (Free) 
(Incorporated under Royal Charter), 
Fulham-road, London, 3.W.3. 


Applications are invited for the Two posts of HOUSE 
SURGEON, to commence duties on Ist January, 1939. 

Salary at the rate of £100 per annum each. : 

The appointments are for six months and subject to rules, 
a copy of which may be obtained from the Secretary. 

Applications, to be made on a form which will be supplied 
by the Secretary, together with three (copies only) testimoniais 
to be sent to the undersigned not later than the first post on 
Monday, 14th November, 1938. 
CLEMENT COBBOLD, Secretary. 


[talian Hospital, Queen-square, W.C. 


The Committee of Management invite applications for the 
post of HONORARY ANASSTHETIST, from fully qualified 
candidates. 

Applications, with testimonials (copies only), should be sent 
to the Secretary on or before Friday, 18th November, 1938. 


Borough of Wimbledon. 


ASSISTANT MEDICAL OFFICER OF HEALTH AND 
ASSISTANT SCHOOL MEDICAL OFFICER (Male). 

Applications are invited for the above appointment from 
qualified and registered Medical Practitioners under thirty-five 
years of age, having at least three years’ experience since quali- 
fication. Applicants should possess the D.P.H., and experience 
of School Medical work and general Public Health work is 
necessary. 

The officer appointed will be required to reside in the Borough, 
to devote his whole time to his official duties, and to work 
under the direction of the Council’s Medical Officer of Health. 

The commencing salary is £600, rising by annual increments 
of £25 to a maximum of £700 per annum. The appointment is 
subject to the provisions of the Local Government and Other 
Officers’ Superannuation Act, 1922, and to the passing of a 
medical examination. 

Application forms can be obtained from the Medical Officer 
of Health, Town Hall, Wimbledon, to whom they must be 
returned, with copies of three recent testimonials, not later 
than first post on Monday, 21st November. 

HERBERT EMERSON Situ, LL.B., Town Clerk. 

Town Hall, Wimbledon, 8.W.19, Ist November, 1938. 


Gtaffs. County Mental Hospital, 


BURNTWOOD, near LICHFIELD. 


Wanted, THIRD ASSISTANT MEDICAL OFFICER (Male). 
Salary £400 per annum, increasing to £450 after a year’s service, 
with board, lodging, washing, and attendance, valued at £130 

rannum. 50 extra per year will be paid if in possession of 

he D.P.M. The appointment is subject to the provisions of 
the Asylums Officers’ Superannuation Act, 1909. 

Candidates must be registered Medical Practitioners ; hospital 
experience and bacteriology essential. 

Canvassing any member of the Committee may render candi- 
date liable to disqualification. 

Applications, together with copies of not more than three 
testimonials, to be sent to the Medical Superintendent, not 
later than Saturday, November 12th, 1938. 


Somerset Hospital. 


A HOUSE SURGEON required at once for a period of three 
months. Another H.S. and a H.P. also in residence. Salary 


at the rate of £125 per annum, with board, residence, and 
laundry, and the retention of certain fees. 

Applications, with copies of not more than three recent 
testimonials, to F. J. J. STacky, Secretary. 
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(County Borough of Barrow-in-Furness. 


ppptiostions are invited for the appointment of MEDICA}, 
OFFICER OF HEALTH AND PORT MEDICAL OFFICER 
of the Borough, subject to the provisions of the Sanitary Officer.’ 
Order, 1926, and the Loca] Government Act, 1933. 

Candidates must not be more than forty-two years of age. 

The person appointed will be required to perform all the 
duties of a Medical Officer of Health under relevant Acts and 
Orders, to act as School Medical Officer for the Borough, 
Administrative Tuberculosis Officer, and Superintendent of 
the work of the Maternity and Child Welfare Service. He wil! 
also be required to act as Medical Superintendent of ‘the 
Devonshire-road Isolation and Tuberculosis Hospital. 

The person appointed must reside within the borough, devote 
his whole time to the duties of the office, and not engage in 
private practice. 

The appointment will be subject to the provisions of the 
Local Government and Other Officers’ Superannuation Act, 
1922. The successful candidate will be required to pass 4 
medical examination. 

The salary to cover all duties will commence at the rate of 
£900 per annum, rising subject to satisfactory service, by annua! 
increments of £50 to a maximum of £1050 perannum. A motor 
car allowance of £50 per annum will be granted. 

Applications, endorsed ‘‘ Medical Officer of Health,” stating 
age, qualifications, and experience, and accompanied by copies 
of not more than three recent testimonials, should reach the 
undersigned not later than Wednesday, 23rd November, 1938. 

Canvassing, directly or indirectly, is prohibited and will 
result in disqualification. 

W. LAWRENCE ALLEN, Town Clerk. 
_ Town Hall, Barrow-in-Furness. 

1 he General Hospital, Birmingham. 


(The Birmingham United Hospital.) 


Applications are invited for the post of RESIDENT 
SURGICAL OFFICER. Candidates must be Fellows of one 
of the Royal Colleges of Surgeons and must also possess a 
Medical qualification and be registered. The salary will be £180 
per annum (plus certain fees) with board, residence, and laundry . 

The appointment will be made for one year from January Ist 
next, and be subject to annual renewal for two subsequent years. 

Applications, with certificates of registration and copies of 
testimonials, should be sent by November 2ist to the under- 
signed, from whom further particulars may be obtained. 

H. LEANEY, House Governor. 

November Ist, 1938. 


(ing Edward VII Hospital, Windsor. 
(200 Beds.) 


CASUALTY OFFICER required, beginning December 
Applicants must be fully qualified men or women and unmarried 

Salary at the rate of £120 per annum, together with board, 
residence, and laundry. 

Applications, stating age, qualifications, and experience, 
accompanied by testimonials, should be sent to the under- 
signed not later than 16th November. 

A. E. CHURCHER, Secretary. 


© ity of Manchester. 


CRUMPSALL HOSPITAL. (1543 Beds.) 
(Recognised under regulation for the F.R.C.S.) 


The Public Health Committee invites applications from 
registered Medical Men for the post of RESIDENT ASSISTANT 
MEDICAL OFFICER at the above-named hospital. 

The salary for the appointment is £200 per annum, with 
board, residence, and laundry in additon, subject to the 
Manchester Corporation conditions of service. 

The appointment will be made in the first instance for a 
period of six months, renewable for a further six months, but 
not renewable thereafter. 

Full information and forms of application may be obtained 
from the Medical Officer of Health, Town Hall, Manchester 2, 
and applications for the post must be received by him not later 
than 16th November, 1938 

R. H. Apcock, Town Clerk.: 

Town Hall, Manchester, 2, 31st October, 1938 


Royal 


Applications are invited for a SECOND ASSISTANT 
HONORARY ANASTHETIST to the Hospital. Candidates 
must be Fellows or Members of one of the Royal Colleges of 
Physicians of Great Britain or Ireland, or a Graduate in Medicine 
of one of the Universities of Great Britain or Ireland, and must 
be duly registered. 

Applications, with testimonials, not more than three, to be 
sent to the Secretary not later than the 21st November. 

Canvassing, direct or indirect, is prohibited. 

HERBERT MASLEN, Secretary. 

Ist November, 1938. 


[stitute of Research for Prevention 
OF DISEASE, Grove-street, LIVERPOOL, 2 


Hampshire County Hospital, 


WINCHESTER. 


RESEARCH FELLOW required. Candidates with experience 
of animal work preferred. Applications to Secretary. 
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W onford House Hospital, Exeter. 


(Incorporated.) 


AP lications are invited for the post of MEDICAL SUPERIN- 
TE ENT at the Wonford House Hospital, Exeter, a Registered 
Mental Hospital. 

Candidates must be duly registered Medical Practitioners, 
holding the in Medicine, and not under 
thirty years o hey must have had experience in the 
and toontment of the Insane in an Institution of similar 
charac 
, Particulars of the terms of the appointment and emoluments, 
and details with regard to the submission of testimonials, 
can be obtained from the undersigned, to whom applications 
tor the post should be sent not later than Ist December, 1938. 

(Signed) GEorGEeE W. Secretary and Treasurer . 

15a, Bedford-circus, Fxeter, Devon. 


(joton Hill Mental Hospital, Stafford. 


Wanted, an ASSISTANT MEDICAL OFFICER (Male) 
unmarried). Salary £400 per annum, with residence, board, 
laundry. 

pplications, with open (copies only), to be sent to 
airman, as soon as possible. 


Southend- on-Sea General 


Hospital. 


(235 Beds. 8 Residents.) 
(Hon. Specialist Staff of 20 ‘Members. ) 


Applications are invited for the post of 
CASUALTY OFFICER (Male). 
(with duties in Orthopedic Dee artment and Fracture Clinic). 
Salary £100 per annum, with board, residence, and laundry. 
bay B. pointment is for ‘six months from Ist December, 1933. 
plications, with copies of two recent testimonials, should 
ned om to the undersigned not a 10th November. 


CONSTABLE, Secretary. 
Altrincham General Hospital. 


(100 Beds.) 


Applications are invited for the post of Honorary Surgeon to 
pplications are inv: or the post o onorary Surgeon 
the Altrincham General Hospital. 

Applicants must have a higher S cal qualification and 
should reside within ten miles from trincham. Applicants 
must state what Hospital appointments they already hold, 
and what attendances these appointments entail. 

Further particulars and list of duties can be obtained from 
the Secretary of the Hospital. Twelve printed or typewritten 
copies ot the application, together with three testimonials, 
should reach the undersigned not later than the 9th November, 
1938. E. A. BIDEN, Secretary. 


(iheshire Joint 


MARKET DRAYTON. 


Wanted THIRD ASSISTANT MEDICAL OFFICER (Male). 
resident for a period of twelve months. 
50 per annum. Forms of application from the 


(Jheshire County Mental Hospital, 
PARKSIDE, MACCLESFIELD. 

Applications are invited for the pont of THIRD SENIOR 
ASSISTANT MEDICAL OFFICE Candidates must have 
had previous Mental Hospital th and must hold a 
Diploma in Psychological Medicine. Preference will be given 
to those who have had experience as a House Surgeon or 
Physician General. Hospital. 

y~ &, sober annum, rising by two annual increments of 
£25 each to “26 with house (rent and rate free), coal, electric 
light, laundry, and en produce, which are valued for super- 
annuation purposes at £100 per annum. 

The appointment will be subject to the provisions of the 
fiicers’ Superannuation Act, 1909. 

he Hospital has a fully equipped laboratory for clinical 
and research purposes. 

Experience in treatment -< Out-patients and Occupational 
Therapy will be an advantag 

Applications, with copies of three testimonials, must be sent 
to the Medical Superintendent not later than the 9th November. 


Ciity of Birmingham. 


SELLY OAK HOSPITAL. (520 Beds.) 


JUNIOR MEDICAL OFFICERS (Male). 

Applications are invited from fully qualified Medical Prac 
titicners for the whole-time appointments of Junior Medical 
Officers (Male) at the Selly Oak Hospital, Birmingham. 

The appointments will be for periods of six months in the 
first instance, but may be extended at the end of that time for 
further periods of not exceeding six months. 

Salary at the rate of £200 per annum, and full residential 
emoluments. 

Further particulars may be obtained from the Medical 
Superintendent at Selly Oak Hospital, to whom applications, 
stating age, “should. be and qualifications, with copies of recent 
testimonials, should be forwarded not later than Wednesday, 


9th November, 1 
H.C. pom Clerk. 
The Council House, esnimaiaan October, 


Sanatorium, 


City and County of Newcastle-upon- 
TYNE 
CITY HOSPITAL FOR INI INFECTIOUS DISEASES. 


JUNIOR RESIDENT MEDICAL ASSISTANT (Male). 

Applications for the above seoennes are invited from 
duly qualified and registered Medical Practioners. The holding 
of a previous resident appointment is essential. 

Salary £250 per annum, with board, lodging, etc. 

The appointment is for a period of one year only. 

Applications on the prescribed form, which can be obtained 
on application to the Medical Officer of Health, Town Hall, 
Newcastle-upon-Tyne, 1, must be submitted not later than 
Saturday, 12th November, 1938. 

(;loucester County and City Mental 
HOSPITALS. 

App! ications are invited for the post of ASSISTANT 
MEDICAL OFFICER (Man or Woman). 

The commencing salary is £350, rising by annual increments 
of £25 to £450 per annum, with board, lodging, laundry, and 
attendance, valued for superannuation purposes at £104 per 
annum. A further £50 per annum will be paid if the selected 
candidate has or obtains a degree or diploma in psychological 
medicine. The appointment will be subject to the Asylums 
Officers’ Superannuation Act, 1909. 

Excellent facilities exist for laboratory and research work. 

Applications, stating age and full particulars, accompanied 
y copies of three recent testimonials, should be sent to the 

edical Superintendent, County Mental Hospital, Gloucester. _ 


[ancashire Mental Hospitals Board. 


CALDERSTONES (Certified Institution for Mental 
Defectives), W mene near BLACKBURN, 


nd 
BROCKHALL Inetitution for Defectives), 
NGHO, near BLACKBURN 


Applications are invited from duly qualified and registered 

ersons for the post of whole-time DENTAL SURGEON to 
he two Institutions named above. The officer appointed will 
be required to carry out his duties under the direction of the 
Medical Superintendents of the respective Institutions, who will 
arrange the hours of duty at each Institution, and to do the 
requisite mechanical work. The appointment is non-resident, 
but the place of residence of the officer appointed will be subject 
to the pecoce of the Committees of Management. 

The Institutions are approximately five miles apart, and 
third class travelling expenses will be allowed between them, 
or, alternatively, if the officer uses his own car for this purpose, 
the mileage rate in force for the time being will be paid. Any 
meals taken in the Institutions will be charged for at the rate 
nid down in the Board’s Scale of Salaries and Wages for Medical 

cers. 

The cupotatment is subject to the pr rovisions of the Asylums 
and Certified Institutions (Officers’ Pensions) Act, 1918, and 
= be terminable by three months’ notice in writing on either 
side. 

Annual leave three weeks. Salary £500 per annum, rising 
by annual increments of £25 to £600. 

Applications must be made on the prescribed form which 
may be obtained from the Medical Calder- 
stones Institution, Whalley, near Blackburn, Laneashire, and 
returned not later than the first post on Thursday, the 
1st December, 1938. 


(Jounty Borough o of Smethwick. 
ST. CHAD’S HOSPITAL, BIRMINGHAM, 16. 


HOUSE SURGEON. 

APP plications are invited from registered Medical Practitioners 
for the Soe of House Surgeon at the Council’s ge on 
Hospital he appointment will be for a period of six _—— hs 
with salary at the rate of £150 per annum, with the 
emoluments. If the successful candidate is A. 4a for 
a further period of six months, the salary will be at the rate 
of £200 per annum. St. Chad’s Hospital contains 147 Beds, 
and the cases treated include General Medical, Acute Surgical, 
and Maternity patients. It is staffed by the Honorary Consul: 
tants of the Birmingham teaching hospitals. 

Forms of application may be obtained from the Medical 
Superintendent, St. Chad’s Hospital, Hagley-road, Birmingham 
16, to whom applications, endorsed ‘ House Surgeon,” an 
accompanied by copies of three recent testimonials, must be 
delivered not later than 9th November, 1938. 

Canvassing, directly or indirectly, will disqualify. 

FRANK CHAPMAN, ~~ Clerk. 
Council House, Smethwick, 25th October, 1938 


N orth Riding Infirmary, Middlesbrough. 


(General Hospital. 143 Beds.) 


The General Board invite oRunon for the position of 
ASSISTANT HONORARY 

Applications, stating conn, qualifications, and experience, 
together with copies of three testimonials, ‘should be sent to 
the undersigned not later than Saturday, November 12th, 
1938. 


By order of the General Board, 
GERALD yh KENYON, Secretary -Superintendent. 
lst November, 1938. 
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Rowley Regis Borough Council. 


ASSISTANT MEDICAL OFFICER OF HEALTH AND 
ASSISTANT SCHOOL MEDICAL OFFICER (Female). 
The Council of the Borough of Rowley Regis invite epatioe. 
tions for the above whole-time appointment from duly ified 

istered Medical Practitioners. It is essential that the 
officer appointed should have had experience in Maternit 
and Child Welfare work. The salary will be £500 and will 
rise, subject to satisfactors service, by annual increments of 
£25 to £700 per annum. Travelling expenses, in accordance 
with the Council’s scale, will be allowed. The appointment 
to the Local Government Officers’ Superannuation 

ct, 1922. 

Candidates must apply on the prescribed form which can 
be obtained from Dr. nk Asker, Medical Officer of Health, 
Haden Hill Park Offices, Old Hill, Staffs. 

Applications, together with copies of not more than three 
testimonials, must be received by the undersigned not later 
than Saturday » November 26th, 1938. 


. Buckiey, Town Clerk. 
Council House, Old Hill, Staffs. 
Richard Murray Hospital, Blackhill, 


co. DURHAM. 


HOUSE SURGEON. 

Applications are invited for the post of HOUSE SURGEON 
at the above Hospital, which has accommodation for sixteen 
surgical cases and sixteen maternity cases. The salary offered 
pA sae per annum, with board, apartments, and laundry in 

on. 
Applicants will require to have had previous experience as 
@ House Surgeon in a General Hospital, and preference will be 
given to those with similar experience in a Maternity Hospital. 


The appointment is for the period commencing Ist January, 
1939, - terminating on the 3lst December, 1939, and is not 
renewabie. 


The hospital is served by a Visiting and Consultant Surgeon 
and a Visiting and Consultant Obstetrician. 

So far as the Maternity Unit is concerned, the porecn. appointed 
will be subject to the administrative control of the County 
Medical Officer of Health. 

The duties will include the medical supervision of an adjacent 
small Convalescent Home for mothers and young children. 

Applications, stating age, qualifications, and experience, 
and accompanied by copies of not more than three recent testi- 
monials, must_be received by the undersigned not later than 
Monday, 21st November, 3. 


W. 
Secretary to the Richard Murray Hospital Joint Board. 
Shire Hall, Durham, 31st October, 1938. 


[ihe Children’s Hospital, 
Kine Epwarp VII MEMORIAL, 
BIRMINGHAM, 16. 


RESIDENT MEDICAL OFFICER. 
Apeiications are invited for the above post. Candidates 
must have held a responsible Resident appointment at a teaching 
hospital. The salary is at the rate of £175 per annum, with 
d, residence, and laundry. The appointment is tenable 
-~ poss year, and the officer is eligible for re-election for a second 


ver he holder has been appointed R.M.O. to the Hos- 
> ntre. The duties, therefore, are to taken up on 
he 7 1938, or as soon after that date as can be 
arrange 

Candidates, who must be fully qualified and registered, should 
pam A their applications to the undersigned within the next 


HaRoLp F. SHRIMPTON, House Governor. 
31st October, 1938. 


[istrict Infirmary, Ashton-under-Lyne. 


(200 Beds, mainly Surgical.) 


Anpliceticns for the following v vacancies are invited, viz. :— 
ENT SURGICAL OFFICER (Male), to take up 
duties about January 12th, 1939. Salary at the rate 
of £200, with the usual residential emoluments. 

CASUALTY HOUSE SURGEON (Male), to take up duties 
on January 2nd, 192 Salary at the rate of £180, with 
emoluments. 

Two HOU ry SURGEONS, to take up duties on January 
2nd, 1939. Salary the rate of £150 each, with 
emoluments. 

All appointments are for six months, with possibility of 
renewal. Candidates must be fully qualified and duly registered. 
Applications, with copies of testimonials, should be sent to 
the undersigned. 
LIVE 


FRA 
October 31st. 1938. 


eeds Jewish Hospital. 

Wanted, RESIDENT MEDICAL OFFICER (Male). Salary 
£200 per annum. The appointment is for six months, but may 
+ extended by mut ‘ual arrangement. Candidates must be 


ualifie 
staging together with 
conte itestimonials, should to the undersigned 


Lity Curtrz (Secretary). 
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The Kirk 


Duncanson Fellowship for 
MEDICAL RESEARCH. 


The Council of the ROYAL COLLEGE OF PHYSICIANS 
OF EDINBURGH are prepared to award the above Fellowshi) 
to the applicant who, in the opinion of the Council, furnishes 
satisfactory evidence of his abi ity for medical research. 

Applicants must state the nature of the proposed research, 
the amount of time it is proposed to devote to it, and the place 
where it is intended to carry it out. If desired, "the successful 
would be granted facilities for conducting bis invest - 

ions in the Research Laboratory of the College. 

The — ¢ the Fellowship for the first year will be £350, 
and a ‘or expenses may allowed. The successful 
ill be eligible for re-election and at the discretion 
Fd the anes the amount of the Fellowship may be substantially 

Applications must be sent to the Secretary, Royal College 
of Physicians, Edinburgh, 2, not later than Ist December, 1938 


[ihe General Hospital, Birmingham 
lications are 


(THE BIRMINGHAM UNITED HOSPITAL). 
STRAR 


invited for the MEDICAL 
Candidates must be Grad 


AND RESIDENT OFFICER. 
uates in Medicine of a University 
of the United Kingdom. Salary £155 perannum, with residence, 
board, and laundry 
The appointment will be made for one year in the first 
incense and will date from January Ist next. 

Applications, with certificates of registration and copies of 
testimonials, should be sent by November 21st to the Eeter- 
signed, from whom a list a duties should be obtained. 

H. LEANEY. House Governor. 


(County of Huddersfield. 


APPOINTMENT OF MEDICAL OFFICER 


Applications are invited from registered Medical Practi- 
tioners (Ladies) who have had special experience in antenatal 
work and in the care of infants. Salary £500-£25-£700, initial 
salary according to experience. 

The doctor appointed will be required to reside a the 
Home when the extensions in peogtess 

& have been completed. A deduction will then be 

a the salary for board, &c. 

™ The post will be designated under the Local Government 
and Other Officers’ Superannuation Act, 1922, and the successful 
candidate will be required to pass a medical examination before 
being appointed to the position. 

staging age, full particulars regarding training, 
bre ations, and appointments held since qualifications, 

ould be forwarded to the Medical Officer of Health, Public 
Health Department, Huddersfield, along with copies of two 
recent eee So as to reach him not later than Thursday, 
November 17 38. 


AMUEL PROCTE 
Town Hall, Huddersfield, November. 1938. 


R, Town Clerk. 


()xford. County and City Mental 


HOSPITAL, LITTLEMORE, Near OXFORD. 


Applications are invited for the post of JUNIOR ASSISTANT 
MEDICAL OFFICER. Applicants must be Male (single), 
under thirty-five years of age, and duly qualified in Medicine 
and Surgery. Experience as Resident in a General Hospital 
essential, but previous Mental Hospital service unnecessary. 
Commencing salary £350 per annum, rising by annual increments 
of £25 to a maximum of £450, together with furnished apart - 
ments, board, laundry, and attendance, valued at £100 per 
annum. An ‘additional £50 per annum will be paid when 
D.P.M. is obtained. The appointment is subject to the pro- 
visions of the Asylums Officers’ Superannuation Act, 1909 
Applications, stating age and full particulars of qualifications 
and experience, accompanied by copies of three recent testi- 
monials, to be forwarded is Ay Medical Superintendent, not 


later than 25th November, 
Bradford 


INFECTIOUS DISEASES HOSPITALS. 


ASSISTANT MEDICAL OFFICER ’ required for a period 
of one year. Salary £250 per annum, plus board-residence. 
Form of application may be obtained from the Medical 
Officer of Health, Town Hall, Bradford, and should be returned 
to the undersigned not later than the 12th November, 1938. 
N. L. FLeMiIne, Town Clerk. 
Town Hall, Bradford, 27th October, 1938. _ 


[he Royal Portsmouth Hospital, 


TSMOUTH. 
csiale) gual are invited for the post of CASUALTY OFFICER 


POR 
(Six Resident Medical Officers.) 
qualified. Salary at the rate of ‘ei per annum, with 
, &e. To commence ist December, 1938. 
months’ appointment. completion of term 
for extension or other resident posts. 
Applications, stating age, nationality, &c., and copies of 
three recent testimonials to be sent to the undersigned on 
or before 16th November, 1938, from whom all particulars can 


obtained. 
B. Waastarr, Secretary. 
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Middlesex County Council. 


WEST MIDDLESEX COUNTY HOSPITAL, 
Twickenham-road, ISLEWORTH. 


Mg," OPHTHALMIC SURGEON required, 
ust be F.R.C.S. (Eng.) or recognised university Ophthalmology 
Piplome, and tered Medical Practitioner practising 
ophthalmology. 
Fee three guineas pee session. One session per week. Non- 
pensionable post, subject to three months’ notice. 
Written application, giving details of age, qualifications, and 
experience, 8 sent to the undersigned in envelope 
endorsed “(B.3) Ophthalmic Surgeon,’’ by 19th November, 


1938. 
C. W. RADCLIFE, Clerk of the County pene. 
Guildhall, Westminster, S. Ww. 1, 29th October, 1938 


QGurrey County Couneil. 


ASSISTANT MEDICAL OFFICERS. 

Applications are invited for the appointment of Assistant 
Medical Officers. Applicants must possece @ qualification 
in Public Health. The main duties will be in connexion with 
the School Medical and Maternity and Child Welfare Services, 
but the officers appointed will be required to undertake such 
other Public Health duties as may be allocated to them. They 
will be on the staff of the County Medica! Officer of Health, must 
reside in the County of Surrey, and devote their whole time 
to the work. 

Salary £600 per annum, rising by annual increments of £20 
to £700 per annum. Travelling expenses in accordance with 
the Council’s scale will be allowed. 

The appointments will be subject to the approval of the 
Ministry of Health and the Board of Education, to the successful 
candidates "oo a medical examination, to the provisions 
of the Local Government and Other Officers’ Superannuation 
Act, 1922, and to the Staffing Regulations of the Council, which 
provide, — alia, that appointment may be determined at 
ay | time by three ‘months’ notice. 

— vations, stating age, qualifications, and experience, 
ox er with copies of three recent testimonials, should be 
made on the prescribed form, and sent to the County Medical 
Officer of Health, County Hall, Kingston-upon-Thames, from 
whom copies of the application form may be obtained, and to 
= any inquiries relating to the appointment should be 
dresse 
mw day for receipt of application,Wednesday, 16th November, 


Canvassing, directly or indirectly, will disqualify. 
UDLEY AUKLAND, Clerk of the County Council. 
County Hall, Kingston-upon-Thames, Ist November, 1938. 


Saint Mary’s Hospital. 


SAINT MARY’S MUNICIPAL HOSPITAL. (1050 Beds.) 


AP lications are inyited for the of a JUNIOR’ 


TANT RESIDENT MEDICAL OFFICER. Applicants 
must be single Gentlemen, duly qualified and registered, not 
exceeding thirty years, and must have had at least one year’s 
experience of Hospital work. Experience in Anesthetics will 
be an additional] qualification. The appointment is limited to 
a term of one year, and the salary will £250 per annum, with 
residential emoluments valued at £125 per annum. The appoint- 
ment includes service at any institution belonging to the City 
Council, and will be subject to termination by one month’s 
notice on either side A resident Medical Superintendent is 
in attendance. 

00 ees forms may be obtained from and must be returned 
e Medical Officer of Health, The Guildhall, Portsmouth, 
a later than Monday, 21st November, 1938. 
Canvassing will be a dis ualification. 
J. SPARKS, 
_ The Guildhall, Portsmouth, 29th October, : 


Fast Sussex County Cou neil. 


SOUTHLANDS HOSPITAL, SHOREHAM-BY-SEA. 


ASSISTANT RESIDENT MEDICAL OFFICER. 
Applications are invited from fully qualified Male registered 
edical Practitioners (unmarried) for the post of Assistant 

Resident Medical Officer at Southlands Hospital, Shoreham- 
by-Sea, near Brighton. The appointment is for one year. 
Salary £300 per annum, with board, residence, and laundry. 
Preference will be given to candidates who have had special 
experience in obstetrics and gynecology. The Hospital (350 
beds) is a general hospital, under the administration of the 
East Sussex County Council. The duties of the post are mainly 
concerned with obstetrical cases (40 maternity beds), but there 
are general duties in addition. 

Application should be made on a form obtainable from the 
undersigned at the County Hall, Lewes, and must be returned 
to him by Saturday, November 19th, 1938. It is desired that 
bt selected applicant shall commence duty on the Ist January, 


. R. Epwar 
De Clerk “of the Council. 
_ County Hall, Lewes, 28th October, 1938. 


A berdeen City District Mental Hospital. 


gUmios. ASSISTANT MEDICAL OFFICER required. 
r annum, together with board, lodgin 
Apply Medi 


&e. 
ical Superintendent, Kingseat, Newmachar. 


(County Borough of Rotherham. 


MEDICAL SERVICES COMMITTEE, 
ALMA-ROAD HOSPITAL, 


JUNIOR ASSISTANT RESIDENT MEDICAL OFFICER. 

Applications are invited for the post of Junior Assistant 
Resident Medical Officer at the Alma-road Hospital, Rotherham, 
at a salary of £180 per annum, together with the usual emolu- 
ments. The appointment wil] be for a period not exceeding 
_—" months, determinable by one month’s notice on either 
side 

The appointment is subject to the provisions of the Local 
Government and Other Officers’ Superannuation Act, 1922, 
and the successful candidate will be required to pass a medical 
examination. 

The Hospital is a general training school for nurses and is a 
recognised school for the training of midwives. The medical 
staff is composed of visiting consultants, a medical super- 
intendent, and four resident medical officers. 

The person appointed will be required to act under the general 
direction of the Medical Superintendent. 

Forms of application may be obtained from the Medical 
Officer of Health, Municipal Offices, Rotherham, and must be 
returned to the undersigned endorsed “ Junior Assistant 
Resident Medical Officer” not later than noon on the 
16th November, 1938. 


Cuas, L. DES FoRGES, Town Clerk. 
Municipal Offices, Rotherham. 


[Durham County Mental 


Hospital. 


ASSISTANT MEDICAL OFFICER. 

The Visiting Committee invite applications from duly 
registered Medical Practitioners for the appointment of Assistant 
Medical Officer at the Mental Hospital. Salary £350 per annum, 
rising by annual increments of £25 to £450 per annum, together 
with board, lodging, laundry, and attendance, valued at £135 
jn annum for superannuation purposes, plus £50 per annum 

or the diploma in psychological medicine. The appointment 
will be subject to the conditions of the Asylums Officers’ Super- 
annuation Act, 1909, and the successful candidate will be required 
to pass a medical examination. 

Applications, with copies of three recent testimonials, to be 
forwarded to the Medical Superintendent, Winterton, Stockton- 


on-Tees, by 12th November, 1938. 
Blackburn. 


(founty Borough 


PUBLIC ASSISTANCE DEPARTMENT. 


RESIDENT JUNIOR ASSISTANT MEDICAL OFFICER. 

Applications are invited from Medical Practitioners (Male 
for the appointment of a Resident Junior Assistant Medica 
Officer at QUEEN’s PARK HOSPITAL and INSTITUTION. 

The Staff consists of a Resident Medical Officer, a Resident 
Assistant Medical Officer, a Consulting Surgeon, a Laboratory 
Assistant, and an X ray Attendant. 

There is a separate Infirmary, a separate Mental Block, and a 
separate Hospital for children, and there is opportunity for 
experience in all departments, including Medical, Surgical, and 
Midwivery cases. An X ray apparatus is installed. 

The person appointed will required to devote his whole 
time to the Unc -—_ a to act as may be directed by the 
Resident Medical O 

=" appointment will "be limited to a term not exceeding one 
yea 

Salary at the rate of £200 per annum, together with board, 
apartments, and attendance. 

Applications, stating age, qualifications, and experience, 
accompanied by copies of not more than three recent testi- 
monials, must sent to the Public = Officer, Public 
Assistance Offices, Cardwell- rpince Black 

» Clerk. 

Town Hall, Blackburn, sist “October, 1938 


\ est 
BURY ST. EDMUNDS. 
(112 Beds.) 


Applications are invited for the post of HOUSE SURGEON. 
Duties include chargg of surgical beds. Salary £180 per annum, 
with board, residence, and laundry. Applicants must 
registered Practitioners. 

Applications, stating age, experience, and nationality, with 
copies of three recent testimonials, to be sent to the Secretary. 
The appointment is for six months. The post will be vacant 
almost immediately as the present House Surgeon wishes to 
be released as soon as possible to go abroad. One other Resident 


Medical Officer. 
E. E. HARDWICKE, Secretary. 
October 31st, 1938. 


[he Royal Hospital for Sick Children, 


GLASGOW. 


The Directors invite as a 
VISITING SURGEON to the Hospita norarium £500, 
with Students’ fees. Twelve copies of the applications and of 
relative testimonials must be lodged on or before 30th November, 
1938, with the Subscriber, who will give any further information 
required. Canvassing is prohib 

JAMES METHVEN, Secretary. 

86, St. Vincent-street, Glasgow. 
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“Suffolk General Hospital, 
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Reya! Infirmary, Preston. 


CASUALTY OFFICER required (Male), Unmarried. 15,000 
casualties per annum. Six months’ appointment. Salary at the 
rate of £150 per annum, with board, residence. 

Applications, stating age and qualifications, with copy 
testimonials, to be forwarded to Mr. JoHN GiBson, Superinten- 
dent and Secretary. 


Gtaffordshire County Coun ceil. 


STANDON HALL HOSPITAL. 
Beds 


HOUSE SURGEON (Female). 

Applications: are invited for the post of House Surgeon 
(Female) at the above Hospital, at a salary of £200 per annum, 
with full board and lodging. The appointment is for one year 
and is not renewable. 

A month’s holiday is allowed during the term of service. 

Applications, stating age and qualifications, accompanied 
by three recent testimonials, must be —— to the under- 
signed not later than the 10th November, 19 

Candidates receiving no reply by the Seth Timiendben 1938, 
May assume the vacancy filled. 

. L. UNDERWOOD, Clerk of the County Council. 

County Buildings, Stafford, 24th October, 1938 


Medical Superintendent, Tilbur y 


HOSPITAL, ESSEX. (92 Beds.) 


The Committee of Management of the Seamen’s Hospital 
Society invite applications for this appointment, falling vacant 
on the Ist December. The appointment will be for one year 
in the first instance at a salary of £200 per annum, with . 
residence, and certain emoluments. The holder is eligible for 
re-election for a second year. 

didates must be single and not more tlian thirty-five years 
of age. Preference will be given to those who have had surgical 
experience. 

Applications, with copies of recent testimonials, to be sent 
in immediately to the undersigned, from whom further particulars 
can be obtained. 

A. Lyon, Secretary. 
__ Seamen’s Hospital, Greenwich, S.E. 14th October, 1938. 


[he Corbett Hospital, Stourbridge. 


100 Beds. Special Departments and Visiting 
Specialist Staff. 


Appi cations vited for the post of RESIDENT 
SURGICAL OFFICER. (Male) which will become vacant within 
the next few weeks. 

The appointment is for a period of one year, but may be 
renewed annually for a period not exceeding three years. 

Candidates must possess the F.R.C.S. and be unmarried. 
Salary at the rate of £200 per annum, with board and laundry. 

Applications, together with copies of recent testimonials, 
stating age qualifications, and experience, to be sent to the 
undersigned forthwit 

W. G. H. Weston, Secretary. 


[ihe Royal Army Medical Corps 


ASSOCIATION, 85, Eccleston-square, S.W.1 (Telephone : 
Victoria 2722), supplies’ qualified Dispensers, Book-keepers 
Laboratory Assistants, Sanitary Assistants, Male Nurses, Menta’ j 
and Special Treatment. Orderlies, Dental Cle tk Orderlies, Wistens, 
Caretakers, &e., without charge to respective employers. 


Typewriting.—Specialists in Typ ping 
edical and Scienti Lectures, Theses, a 
Books. Highest recommendations. Shorthand typists always 
available. Proof-reading, indexing. Translations in all European 
languages.—Margaret Watson Ltd., 16, Palace Chambers, 
Bridge-street. S.W.1. WHitehall 3838. 


ssistant.—For good class practice. 
Assistant wanted, preferably man aiming Post-graduate 
qualification. Ample time for reading. If M.D. or M.R.C.P. 
secured probable partnership and possible succession to Hon. 
Hospital appointment. Salary £350 per annum, living in 
Branch House, everything found.—Address, No. 509, THE 
LANCET Office, 7, Adam-street, Adetphi, W.C.2 


Lady requires Post as Receptionist to 


Medical Man. No experience but V.A.D. training, and 
very keen and adaptable. Age forty-five.- Address, No. 508, 
THE LANCET Office, 7, Adam-street, Adelphi, W.C 


Medical Films.—Expert Projectionist 
with own Projector (500 watts) offers services any part 
of London. Moderate terms.—-Write, ‘‘ Advertiser,” 11, 
artner required for expansion of 
rapidly growing Private’ Practice established 7 years. 
Within 15 miles London in good-class suburb. Small panel. 
Gross cash receipts last year over £2000. Incoming man to 
be about 30, Scot or English. Two-fifth share offered at two 
years’ purchase. —Address, No. 507, THE LANCET Office, 
7, Adam-street, Adelphi, Ww .C.2. 
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N E. Coast Resort.—Old-established, 


*® mainly middle- and better-class PRACTICE, with good 
scope for major surgery, producing £1400 ae annum for las! 
three years. Panel 150. Fees 5s. and 7s. 6d. upwards. Loca! 
hospital. Good introduction. Very nice house, well arrange, 
with all modern conveniences. Garden, garage. Freehold for 

sale.—Address, No. 502, THE LANCET Office, 7, Adam-street, 
Adelphi, W.C.2 3. 


Several Good Secondhand Microscopes 


and Cepeetoves, by, Boss, Zeiss, Watson, &c., to be cleared 
at very low etails on application. —bity Sale and 
Exchange (192 5 fta, 93-4, Fleet-street, E.C 


octor’s Home for Resident Patients. 


within 10 miles of London, for immediate disposal! 
A goi concern. Vendor going abroad. Accountant’s figures 
for last 3 years average £1200. Beautifully situated. Modern 
garage. Delightful garden, about 1 acre. Three reception, 
1 Sports room, sun parlour, and large lounge hall, 8—9 bedroom. 
Excellently equipped and furnished. In perfect condition. Rent 
and rates moderate. Premium £350 inclusive for quick sale. 
ie No. 510, THE LANCET Office, 7, Adam-street, Adelphi, 


Peesident Patients.—Doctors desiring 
accommodation for private patients (mental, neuras- 
thenic, invalid, &c.) may have, post free, illustr ted BOOKLET 
describing residences, &c., of numerous colleagues in all parts— 
town, country, and seaside—who receive such patients.—Apply, 
Manager, British Medical Bureau, Tavistock House South’ 
Tavistock-square, London, W.C.1. 


London.—Cora Hotel. 


Upper Woburn-place, near B.M.A. Sendquncters. 
Accommodates 235 visitors. Modern comforts. 
Excellent table. A.A. and R.A.C. recommended. 
Room, bath, and table d’hdte breakfast, 8s. 6d. 


ouse, near Wimbledon Common. 


Well-built house, Freehold, to be Let or Sold. 5 Beds, 
Reception, central heating, nice garden. 1 minute Station.— 
"Phone Museum 3654, or Ruislip 4406. (Bargain.) 


W eston-super-Mare, the well -known 


Health Resort.—Detached Property, with large rooms, 
ideally suitable for Doctor’s aesgaenee. Situate in central 
residential area. For Sale. — = . C. WEBBER, F.A.I., 
opp. Town Hall, Weston-super-Mare. 


Splendid House. Suitable Doctor’s 


Residence or Nursing-home. Freehold, ideal situation 
overlooking park. Superior locality. Three entertaining, 
six bedrooms, large gardens. £975. ‘‘ Stirling,’’ College-road, 
Crosby, Liverpool. 


MAYFAIR 
IDEAL FOR A DOCTOR 


Ground-F loor Reception- 


rooms, 2 first-floor rooms, 9 bedrooms, 
4 bathrooms, in a quiet street well established as a 
medical centre. 
Long lease for Sale at a rid moderate price. 
Full of sole agen 
JoHN D. Woop & Co., 23, Derkelby: -square, W.1. 
Mayfair 6341. 


(Consulting Room to Let in Professional 


House. Situated best part South Kensington. Very 
reasonable rent to include service and use of waiting-room. 
Suitable for Doctor or Dental Surgeon.—Address, No. 511, 
THE LANCET Office, 7, Adam-street, Adelphi, W.C.2. 


Heatey- -street.—Two beautifully deco- 


rated Consulting Room Suites TO LET, all amenities 

and services ; also available one part-time room and @ complete 

suite of treatment rooms. Moderate rent.—Address, No. 494, 
THE LANCET Office, 7, Adam-street, Adelphi, W.C.2. 


(Consulting Rooms, light and roomy. 


Many services available inclusive of moderate rental 
Exclusive Mayfair Pere and address. Write No. 504, THEr 
LANCET Office, 7, dam ‘street, Adelphi, Ww. C. 2. 


HARLEY STREET DISTRICT 
in a quiet and swupatony ant house much favoured by 
medica: 
A SELF-CONTAINED SERVICE FLAT, ” 
of Hall, 2 beautifully Furnished Rooms, Bathroom, "and W.C 

5 guineas per week, including breakfasts for two. 

Also a LARGE DIVAN ROOM, —_. its own private bath- 
room, 4 guineas per week for two or 3 guineas for one, including 
full service and breakfasts, and a SINGLE ROOM at £1 15s. 
inclusive as above 

All rooms have *phones and concealed and C 

17, Nottingham-place, W.1. WELbeck 3591. 


| 
| 
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Hatley Street and District.—A number 


of excellent CONSULTING ROOMS are available for 
full and part-time use at moderate rents. Particulars on 
application.— ELcoop & Co., 10, Henrietta-place, Cavendish- 
square, Lang. 2601. 


ESTABLISHED 1845. 
ELLIOTT, aN AND BOYTON 
6, VERE STREET, SQUARE, W.1, 
Estate Agents, Auctioneers, and Surveyors, 


are the BEST LOCAL AGENTS for HOUSES and CON- 

SULTING ROOMS in the Harley, Wimpole, Queen Anne, 

and other Streets in the Cavendixh-square district. Valuations 
for all purposes. 


Telephone: 3204 MAYFAIR. 


ESTABLISHED 1860. 
BEDFORD & CO. 
SURVEYORS, AUCTIONEERS AND ESTATE AGENTS 
10, Wigmore Street, Cavendish Square, W. 


SPECIALISTS IN PROFESSIONAL HOUSES AND CON- 
SULTING ROOMS in Harley-st., and leading medical position. 


Telephone: Langham 3927-3928. 


How We Assist in the 
Purchase of Medical Practices 


Scotland’s Oldest Insurance Company is 
repared to assist Doctors in the buying of 
Medical Practices or Partnerships. The pur- 
chase price is repayable over a term ot years, 
and a Life Assurance Policy is taken out as 
a collateral security. This scheme makes it 
unnecessary for a Doctor to approach his 
friends to act as guarantors, and enables him 
to pay for his practice out of income. After 
the repayment of the loan, the Life Policy 
becomes a valuable asset to the Doctor. 


Many Doctors have already established 
themselves i in practice with the aid of the 
“ Caledonian” Scheme. The Interest Rates 
are particularly moderate. The Accountant's 
charges for investigating the practice and the 
Legal Fees for preparation of the deeds. and 

ts in connection with the Loan are paid 
by the Company in completed cases. Arrange- 
ments can be made to meet special cases. 


Full particulars on application to the Head Office, 
or to any of the Company's Branch Offices. 


CALEDONIAN 
INSURANCE COMPANY 


HEAD OFFICE: \9, GEORGE STREET, EDINBURGH 
LONDON, GLASGOW, B/RM/INGHAM., MANCHESTER 
AND BRANCH OFFICES THROUGHOUT GREAT BRITAIN 
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PEACOCK HADLEY, Ltd. 


MEDICAL TRANSFER AGENCY, 
67-68, Chandos Place, Bedford Street, Strand, W.C.2. 


Wires: HERBARIA, LESQUARE, LONDON. 
Phone : _ Temple Bar 5564, 


This old-established reliable Agency negotiates the Sale of 
PRACTICES AND PARTNERSHIPS on reasonable terms 
which can be obtained on application. LOCUM TENENS 
AND ASSISTANTS cupolied free of charge to Principals 


LEE & MARTIN, Ltd. (st. 1877 


MEDICAL AGENTS 
71, TEMPLE ROW, BIRMINGHAM. 

‘Grams: Locum, Birmingham.’’ 'Phone: Midland 5963. 
TRANSFER OF PRACTICES AND PARTNERSHIPS ARRANCED 
Accounts Audited and | Tax Ac ts Prepared. 
FINANCIAL ASSISTANCE AFFORDED ON REASONABLE TERMS 


Reliable and Efficient Locums ~ at short notice 
alse Assistan 


THE OLDEST AND LEADING MEDICAL AGENCY _ 


PERCIVAL TURNER 


25, MAIDEN LANE, STRAND, W.C.2 
(Corner of Bedford Street) 


Telegrams : “ Epsomian, London.”’ Phone : 
After office hours: Waiton-on-Thames 1785. 


Commission chargeable in 
practice or share is limited to 


is left solely i 


of the sale of a 
0 where the business 
hands. 


Dy and Joan—their latest 1 move 


He smokes TOM LONG and both approve. 


IMPORTANT NOTICE 
EMBERS OF T 
MEDICAL PROFESSION 


CLOTHES OF DISTINCTION for GENTLEMEN of DISCRIMINATING 
TASTE. Specially Cut, Fitted, and Moulded to each individual figure, made 
from Finest Quality Materials and in the Best Possible Style, cost no more 


tters and Fitters is at disposal. 
All “ HALL Productions are 
HAND-FINISHED IN EVERY ESSENTIAL DETAIL. 
SPECIAL R. 
JACKET & VEST (in black or grey) 24 4s. 
Lined Best Quality Art Satin, Art Silk or Alpaca 
SOLID FANCY WORSTED TROUSERS, £2 2s. 
THE Ideal Suit for Professional or Business wear. 
OVERCOATS ee to measure from £5 5s. 
LOUNGE SUITS from 26 68. 
DINNER SUITS from £8 8s. DRESS SUITS from £10 10s, 
PLUS FOUR SUITS .from £6 6s. 


THE IDEAL Suit for and Sporting Wear. 

GOLD MEDAL RIDING for Conntey 2 2s. 

RIDING HABITS from £10 10s. RIDING BOOTS £3 3s. 

COSTUMES & LONG COATS from £6 6s, 
UNSOLICITED APPRECIATION. 


Harry Hall Lid as alls the clothes I have had from them 4 ert 

heen perfect im Cut, and Finish.” (Signed) S.J.A.,M.A., MB... C.P.S, 
PATTERNS POST FREE. 


Perfect Fit Guaranteed from Ss Self-Measurement Form or Pattern 
Visitors to 


London can order and ~ same day. Special Patterns 
would then be cut and Perfect Fitting Clothes supplied after without 


Dinwaron = HARRY HALL 
** THE” Coat, Breeches, Habit, & Costume Specialists, 
181, OXFORD STREET, 149, CHEAPSIDE, E.C.2 


Highest Awards. 13 Gold Medals, year 
69 
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BOVRIL MEDICAL AGENCY, Ltd. 


ALDINE HOUSE, 
10-13, BEDFORD STREET, STRAND, LONDON, W.C.2. 


‘elegrams: BOVMEDICAL, LESQUARE, LONDON. : TEMPLE Bak 1616 (3 Hnes). 
Chairman and Managing Director, Dr. Jj. FIELD HALL 


The Maximum Commission payable on the sale of any Practice or Partnership in Great Britain, placed 
exclusively in the hands of this Agency is £50 (aitey. pounds) which sum covers goodwill, New surgery, 
fittings, fixtures and furniture, instruments and book debts, but not house property. of Terms 
will be forwarded on application. 


NO OHARGE IS MADE TO PRINCIPALS FOR THE TENENS OR ASSISTANTS. 
d derate inclusive charges. 


Accountancy and Legal Services furnished by the Agency, w 


PRACTICES AND PARTNERSHIPS FOR SALE. 


1. SURREY.—PARTNERSHIP.—One-half Share is offered 9. MIDLANDS TOWN.—PRACTICE, with scope for anyone 
in old-estab. good middle-class Practice, situated in wishing to combine electrical work with general practice. 
favourite residential locality and averaging for past Receipts over £1800 with panel of 1630 patients. Good 
3 years £2627 p. &. Panel of about 2000. Pleasant houre, house available 
with good garden to rent at £100 p.a. Premium 2 years 10. S.W. ENGLAND.—PARTNERSHIP.—Up to one-third 
purchase or near offer. Vacancy occurs through death Share in old-estab. good-class Practice averaging over 
of Senior Partner. Ingoing partner must be experienced, 


} £4500 p.a. Choice of houses on rental. Premium 2 years’ 
referably married and accustomed to better-class work. | urchase. Ingoing partner must be well qualified and 
2. MIDDLESEX.—Developing area. Rapidly increasi nterested in medicine. 
PRACTICE, the receipts of which for 1938 are estimate 


to be about £1400. Panel of about 1150 patients. Specially 11. ray gin Py a 
built freehold house, with ample accommodation and £1000 p.a. is derived from panel of 1699 atients, PMS 


3. NORTH LONDON.—-Upper- and middle-class PRACTICE Purchaser can arrange own private residence. 
averaging about £2500 p.a. Panel of about 1000. Excellent 12. N.E. SEAPORT.—Good mixed PRACTICE estab. 60 years 
house with ample accommodation. Freehold for sale and producing for last 12 months £8277. Panel of over over 

or would rent. Premium al years’ purchase. 7560. Several appointments worth about £120 p.a. 

4. LONDON.—EASTERN SUBURB.—Old-estab. very sound Central surgery rented at £100 p.a. Suitable for three 
PRACTICE producing over £1500 p.a., including about friends in partnership. 
£700 from panel and contract work. Well-situated corner 13. WELSH COAST.—Old-estab. PRACTICE producing 
house available on ponte. Premium £2858. about £1980 p.a., including over £425 from panel and 

5. NORTHERN OUTSKIRTS.—Better-class non-dispensing about £90 from ‘appointments. Very vice house with 


PRACTICE, with ‘ie Producing over £2000 p.a., ample accommodation. Premium £3300 or near offer. 
small panel. ee nt house, with ample accommodation. 


6. LONDON, E.—Old-estab. lady’s PRACTICE, product 
over £1200. Panel 400 only 2 panel of Lan 1800p. a. Se lected 
ago. House on lease £92 p.a., inclusive. Premium £2000 = hold house rl Ld d air (3 recepti 
to include drugs His, pouse in ‘ery renal (3 reception, 
7. LONDON, 8.E. —Old-estab. middle- and respectable work- . 
ing-class PRACTICE in dense area. Double-fronted mortgage. Premium 2 3 years’ purchase. 


house to rent (£100) in excellent main road a. 15. LONDON, S.E.—LOCK-UP PRACTICE.—Sound middle- 


1 3000. fused. and working-class Practice, producing for last 12 months 
— #1613. Panel of 2450. PMS. about £10 Rent 
8. DEATH VACANOCY.—LANCS TOWN.—Old-estab., pro- | of surgery £75 p.a. 


ducing about £1200 p.a. Panel 1090 patients. Suitable ASSISTANTS REQUIRED.—Several good vacancies. Full 
house available. Offers invited. particulars on application. 


INSURANCE DEPARTMENT 


Life assurance is the best means of saving without straining that 
has ever been invented and the success of your investment is 
guaranteed from the start. 


It will never let you down and it is the only way in which 


you can get a level compound interest yield on your money 
over a long period of years. 


For example: At age 35 next birthday, a 15 year Endowment 
Assurance, with profits, shows a yield, at the present time, of 
43% p.a. compound and free of tax. This is equivalent to 
6% p.a. gross with income tax at 5/- in the £. 


A detailed suggestion applicable to your own case will be sent 


gladly on receipt of your date of birth and the amount which 
you can afford to save each month. 


BOVRIL MEDICAL AGENCY, LTD., ALDINE HOUSE, 10-13, BEDFORD STREET, STRAND, W.C.2 


PUBLISHED by the PROPRIETORS, THE LANCET LIMITED, 7, Adam Street, Adelphi, a the County of London 
70 and printed by Hazes., Watson & VINEY, LTD., 52, Lo: Acre, W.C2. ovember 5th, 1938.” 
PRINTED IN GREAT BRITAIN—Entered as Second at the New York. "GSA. 0 Office. 
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PROGESTIN ORGANON 


Price reduction 


| ce. 


asapouie Lower strength approx. 507, 


of 5 mg. 


and | mg Higher strength approx. 


For further details, samples and literature apply 


ORGANON LABORATORIES 
Standardised Biological Products 
77 NEWMAN STREET, LONDON, W.I. 
Telegrams : Menformon, Rath, London. Telephone : Museum 2857 (3 lines). 


India : Morison, Son & Jones (India) Ltd., P.O. Box 258, Bombay. Australia: F. H. Faulding & Co. Led. 
S. Africa : Heynes Mathew Ltd., P.O. Box 242, Cape Town. New Zealand : Dominion Dental Supplies Ltd. 


5 
Valentine’s Meat-Juice 


In Epidemic and other Diseases of 
the Tropics in which there is great 
Exhaustion, excessive Anzmia and 
extreme Irritability of the Digestive 
Organs, Valentine’s Meat-Juice 
demonstrates its Ease of Assimila- 
tion and Power in Restoring and 
Strengthening. 


Albert Wilberforce Shepherd, Glamorgan, Wales, 
Late District Medical Officer, Assam, India : “| have used 
VALENTINE’S MEAT-JUICE in Assam, India, both in 
cases of Cholera and Dysentery and found it most 
efficacious ; and in Wales, both during and after an 
attack of severe Influenza. | have found that in the Soeur paring Mest braces 
former the stomach retained the preparation when x boiling vate 
all other things failed, and that in the latter, my patients cbsorpson._ character A 
had far less of the weakness usually complained of.”’ om ey 


of ofan Original DIRECTION 


For Sale by all Chemists and Druggists 


VALENTINE’S MEAT-JUICE COMPANY 
A-3s RICHMOND, VIRGINIA, U.S.A. 
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BRAND DRESSING 


Nort only in countries of the Temperate Zone, but 
within the Arctic Circle, as well as in the Torrid Regions 


TRADE MARK 


is known and prescribed regularly by the Medical Profession. 


It is the best-known method for the 
application of prolonged moist heat 
for the alleviation of INFLAMMATION, 
CONGESTION and PAIN. 


Sample on request 


Made in England 


THE DENVER CHEMICAL MFG. CO., 12, Carlisle Road, LONDON, N.W.9 
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* TREATMENT 
Whitla’s 


DICTIONARY OF TREATMENT 
Eighth Edition 
By R. S. ALLISON, ™.D., F.R.CP., Physician with charge of 


Out-Patients, Royal Victoria Hospital, and Consulting Physician and 
Neurologist to the Benn (Ulster) Eye, Ear, and Throat Hospital, Belfast 


and C. A. CALVERT, ™.B., B.Ch., F.R.C.S.1., Assistant Surgeon, 
Royal Victoria Hospital, and Ulster Hospital for Children and Women, Belfast 


WITH THE COLLABORATION OF 


H. Gardiner-Hill, M.B.E., M.D., F.R.C.P., Physician to 
St. Thomas’s Hospital, London, and 


B. W. Williams, M.B., B.Ch., F.R.C.S., Surgeon to the 
Out-Patient Dept., St. Thomas's Hospital, London 


Price 30s. Pp. 1,286 Postage 8d. Abroad Is. 5d 


This standard book has for 47 years been unique as an encyclopedia of reference—toits wide and 
general use the sales of over 38,000 copies in the seven previous editions give ample testimony. 
It has been, in the new edition, entirely revised and reset. It remains a book to which the 
general practitioner can refer for authoritative information on accepted therapeutic methods 


First Edition 1891 Eighth Edition 1938 


DIAGNOSIS 


Cabot’s 
PHYSICAL DIAGNOSIS 


Twelfth Edition 


By RICHARD C. CABOT, ™.D., Professor Emeritus of Clinical 
Medicine, University of Harvard 


and F. DENNETTE ADAMS, 4.D., of Harvard Medical School 


390 Illustrations 
Price 22s. 6d. Pp. xxii + 846. Postage 8d. Abroad Is. 9d. 


Entirely revised and rewritten with 300 extra pages, the illustrations 
are all new, and there are nearly 100 more than in the last edition 


First Edition1900 Twelfth Edition 1938 


BAILLIERE, TINDALL AND COX 
7 and 8 Henrietta Street, London, W.C.2 
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Just Published 


INTRODUCTION TO 


DISEASES OF THE CHEST 


By 
JAMES MAXWELL, M.D. (Lond.), F.R.C.P. (Lond.) 


Assistant Physician and Demonstrator of Practical Medicine, St. Bartholomew's H ospital ; 
Physician, Royal Chest Hospital; Consulting Physician, 
Royal National Sanatorium, Bournemouth 


CONTENTS 


SECTION I 


THE HISTORY 
CHAP, 


1. Tae Stx Mason Symptoms 

2. Tae Srx Masor Symptoms (contd.) 
3. Minor Symptoms 

4. Tae Avuxtmiary History 


SECTION II 
PHYSICAL EXAMINATION OF 
THE CHEST 


SECTION III 
SPECIAL INVESTIGATIONS 


9. THe Sputum 

10. BLoop EXAMINATIONS—PLBEURAL FLUID 
1l. RADIOLOGY OF THE CHEST 

12, DiaGnostic MErHopDs 


SECTION IV 
DISEASES OF THE RESPIRATORY 


15. Tae LARYNX 
16. THe TRACHEA AND BRONCHI 


SECTION IV 
(continued ) 

CHAP, 
17, ASTHMA 
18, BRONCHIECTASIS 
19, TuMOoURS OF THE BRONCHI 
20. CHest INJURIES— DISORDERS OF THE 

PULMONARY CIRCULATION 
21. EmMpHysEMA 
22. COLLAPSE OF THE LUNG 
28. PNEUMONIA 
24, BRONCHO-PNEUMONIA 


With 95 Illustrations 


Demy 8vo, 328+-xii P 12/6 net ( 6d. extra 
ages postage ) 


HODDER & STOUGHTON Medical Publications 
Warwick Square, London, E.C.4 


7, Pamounston 25, PNEUMONITIS 
8, AUSCULTATION 26. LUNG ABSCESS 
27. PULMONARY TUBERCULOSIS | 
_ 
; 29. TREATMENT OF PULMONARY TUBER- 
CULOSIS 
80. Non-TUBERCULOUS CHRONIC LUNG 
INFECTIONS | 
81. Frerosis oF THE LUNG 
$2. THE PLEURA 
34, EMPYEMA 
TRACT 35. TUMOURS OF THE PLEURA 
% 18, THE NosE 36. THE MEDIASTINUM 
14. Tas 37, THE DIAPHRAGM 
INDEX 
| 
| 
4 | 
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SU RGICAL NU RSING 
N 
AFTER-TREATMENT 


By H. C. RUTHERFORD 
DARLING, M.D., M.S., F.R.C.S. 
Surgeon, Prince Henry Hospital, 
and New South Wales Hospital, 

Sydney, N.S.W. 
New (6th) Edition. 206 Illustra- 
Pare tions. 9s. 

G revised t. 


STARLING’S 
PRINCIPLES OF 
HUMAN PHYSIOLOGY 


ith Edition, Edited and Revised by 
C. LOVATT EVANS, D.Sc., 
F.R.C.P., F.R.S. 

Jodrell Professor of Physiology, 
University College, London. 
554 Illustrations, 6in Colour. 24s. 

Among works of reference ‘ Starling’s 

Principles of Human Physiology’ is irre- 

le, and the medical profession is under 

an increasing debt to the editors for main- 
taining it constantly up-to-date.” 

—GLascow MEDICAL JouRNAL. 


A SHORT TEXTBOOK 
OF MIDWIFERY 


By G. F. GIBBERD, M.S., 
F.R.C.S., M.C.O.G. 
Assistant Obstetric Surgeon, 

Guy’s Hospital. 
187 Illustrations. lds: 

“The author and publishers deserve the 
greatest possible praise for this work, which is 
of a practical character, illustrated by — 
photomicrographs and ‘line drawings . . 
undoubtedly one of the best books available pe 
the subject of 


—THE PRACTITIONER. 


MODERN TREATMENT 
OF DISEASES OF THE 
RESPIRATORY SYSTEM 


By A. — PUNCH, M.B., 
M.R.C.P. 
Senior Physician, Royal Northern 
Hospital, and 
F. A. KNOTT, M.D., M.R.CLP., 
Director, Bacteriological Dept., 
Guy’s Hospital. 
96 Plates and 31 Text-figures. 
15s. 
“An excellent book, which is sure to be 


popular because it is well written and prac- 
tical.”"—Tue Mepicat Press AND CIRCULAR. 


A. 


THREE NEW BOOKS 


BIOCHEMISTRY 
FOR MEDICAL 
STUDENTS 


By W. V. THORPE, M.A., Ph.D. 
Reader in Chemical Physiology, 
University of Birmingham. 

4 Plates and 33 Text-figures. 
12s. 6d. (Just Published.) 

This volume is an endeavour to supply 
the student of medicine or dentistr? with 
those Biochemical facts that he will require 
especially, 


THREE STANDARD BOOKS 


THE SCIENCE AND 
PRACTICE of SURGERY 


By W. H. C. ROMANIS, M.B., 
F.R.C.S., and 
PHILIP H. MITCHINER, 
C.B.E., M.S., F.R.C.S. 
Surgeons, St. Thomas’s Hospital. 
6th Edition. 800 Illustrations. 
2 Vols. 28s. 

“This excellent textbook needs little 
recommendation. It has proved its worth, 
and has now held its place for many years 
as @ guide to the student preparing both for 
qualifying and higher examinations.’ 

—Tue Lancer. 


THREE MODERN BOOKS 


A SHORT TEXTBOOK 
OF SURGERY 


By C. F. W. ILLINGWORTH, 
M.D., F.R.C.S.(Ed.). 
Lecturer in Clinical Surgery, 
University of Edinburgh. 


8 Plates and 179 Text-figures. 21s. 


“It covers the whole field of surgery and 
should prove invaluable to the student as the 
important and common surgical conditions 
are dealt with ‘in extenso’ . . . will take its 
place as one of the really valuable books which 
students require.”—Tur MEDICAL PREss. 


THREE VALUABLE BOOKS 


MEDICAL 
EMERGENCIES 


By CHAS. NEWMAN, M_D., 
F.R.C.P. 
Sub-Dean, British Postgraduate 
Medical School, London. 


2nd Edition. 8s. 6d. 
is full of sound medicine of the type 
which is not found in the standard textbooks. 
. The book is ably written and should be 
close at hand on the shelf in every practitioner's 


home.” —Tue Press. 


DISEASES OF 
THE EYE 


By Sir JOHN HERBERT 
PARSONS, C.B.E., D.Sc., 
F.R.C.S., F.R.S. 
Consulting Ophthalmic Surgeon, 
University College Hospital, 
London. 

New (9th) Edition. 21 Plates, 20 in 
Colour. 360 Text-figures. 18s. 


This favourite book gives details of new 
drugs and new methods of treatment. 


MEDICINE 
ESSENTIALS FOR 
PRACTITIONERS 
AND STUDENTS 


By G. E. BEAUMONT, D.M., 
FAC?.,. D.PH. 
Physician to The Middlesex 
Hospital. 
3rd Edition. 74 Illustrations. 21s. 
“WwW thi. licat tt 

to medicine.” 
—EbDINBURGH MEDICAL JOURNAL. 


THE ESSENTIALS OF 
MATERIA MEDICA, 


PHARMACOLOGY AND THERAPEUTICS 
By R. H. MICKS, M.D., 
F.R.C.P.1. 

Professor of Pharmacology, 
Royal College of Surgeons 
in Ireland. 

New (2nd) Edition. 12s. 6d. 
“As a concise account of the essentials 
of modern therapeutics it deserves wide 
popularity among students and practi- 

tioners of medicine.’ 
MEDICAL JOURNAL. 


MODERN PSYCHOLOGY 
IN PRACTICE 


By 
W. LINDESAY NEUSTATTER, 
M.B., M.R.C.P 
Clinical Research Assistant, 
Department of Psychological 
Medicine, Guy’s Hospital. 
10s. 6d. 


“This is a thoroughly practical textbook 
elementary aspects of applied psycho- 

yates and the author's obvious wide experience, 
together with his sincerity, make it a con- 
vincing book which can be wnreservedly 
recommended to all practitioners of medicine.” 
PRACTITIONER, 


O04 GLOUCESTER PLACE, LONDON W.1 


12, 1938 
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Principles of 
MEDICAL STATISTICS 


A. BRADFORD HILL, D.Sc., Ph.D. 


Reader in Epidemiology and Vital Statistics in the Universsty of London (London School of Hygiene 
and Tropical Medicine); Fellow and Member of the Council of the Royal Statistical Society 


Demy 8vo, 172 + Viii. Price 6/- net. 


| 
| NY assessment of success or failure in medicine which is based on fact rather than on opinion 
| must nearly always be expressed in some numerical form—e.g., when the medical observer 
reports that he has treated so many cases with a favourable result in such and such a proportion, | 
| or the public health worker assesses the attack-rate on a population inoculated against some | 
infection. We have reason to believe that there is now a steadily increasing demand among | 
| both clinical and public health workers for some knowledge of the elementary statistical technique, | 
| which will enable them to interpret figures or to analyse and test their meaning. Dr. Hill has 
| succeeded in demonstrating clearly some of the ways in which investigations can be planned 
| and figures derived from them can be analysed in order to yield fruitful results, choosing examples 
| from medical publications to illustrate both the types of problems with which the medical worker 
| is faced and the kinds of error he is most liable to make. | 


CONTENTS 


CHAP. PAGE CHAP. PAGE 
I. THe Am oF THE STATISTICAL METHOD 1 X. FuRTHER EXAMPLES AND DISCUSSION 

II. SELECTION oF x? . 

III. PRgsENTATION oF STATISTICS. XI. Tue Cogrricrent oF CORRELATION . 97 

IV. THe VARIABILITY OF OBSERVATIONS . 29 Xu. ene <0 THE CORRELATION sain 
cy 8 XIII. Lire Tastes anp SurvivaL "AFTER 

3 TREATMENT . 117 


VI. PROBLEMS OF SAMPLING : AVERAGES . 47 XIV. Common FALLactes AND DirFicutties 125 


VII. FURTHER PROBLEMS OF SAMPLING: XV. FurRTHER FALLACIES AND DIFFICULTIES 135 
PROPORTIONS 58 XVI. FuRTHER FALLACIES AND DIFFICULTIES 144 
} VIII. FourTHER PrRoBLeMs oF SAMPLING: XVII. GENERAL SUMMARY AND CONCLUSIONS 153 
DIFFERENCES 68 DEFINITIONS . 165 

FURTHER PROBLEMS OF SAMPLING : 78 INDEX . + 169 


OPINIONS 


| BULLETIN oF HyGienz.—". . . deserves a wide circulation and should do much to increase the number of 
| medical men, clinicians or sanitarians able to use statistical methods intelligently.” 
} Brit. Mep. Jour.—"... short, lucid, and practical. Anybody who has read it carefully . . . will certainly 


have learned how to avoid many errors and how to present the conclusions of his ‘researches in a 


logical way.” 


Jour. or THE Roya. Stat. Soc.— . medical men are indeed fortunate to have at their disposal the small 
handbook provided for ane use. ... In less than 200 pages the essentials of statistical method are 


presented in simple language . - Fequiring no more of mathematics than the four rules of arithmetic and 
the ability to extract a square root. 


Jour. or Amer. Stat. Ass.—‘‘ The medical man is treated not to abstractions but to a discussion of the 
concrete problems which he meets in quantitative studies.... It is a book that every medical man 
should absorb who is either a contributor to or a critical reader of the present-day medical journals.” 


Published by THE LANCET LTD., 7 Adam Street, Adelphi, London, W.C.2 
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Sixth Edition Now Ready THE 


MODERN METHODS OF THINKING BODY 
FEEDING IN INFANCY A Study of the Balancing Forces 
AND CHILDHOOD — 


by 
Donald Paterson, B.A., M.D., F.R.C.P. 
& J. Forest Smith, F.R.C.P. With a Foreword by E. G. Brackett, M.D. 


221 pages 7/6 net Demy 8vo 314 pages 22/6 net Demy 8vo 
CONSTABLE - 10 ORANGE ST. - LONDON CONSTABLE - 10 ORANGE ST. - LONDON 


H. K. LEWIS & Go. Ltd., Publishers and Booksellers 


” BOOKSELLING } TEXTBOOKS and Works in Medical, Surgical, and 
DEPARTMENT / General Science. FOREIGN BOOKS. 


STATIONERY DEPARTMENT. — Special Stock of Medical Stationery, 
Card-Index Systems, Filing Cabinets, Name Plates, Notebooks, 
etc. Hand-painted Shields of the Arms of Universities, Hospitals, 
and Colleges. All Students’ Requisites. 

MODELS DEPARTMENT.—Anatomical Models, Charts, Osteology, eto. 
MEDICAL AND SCIENTIFIC LENDING LIBRARY 

Annual Subscription, from ONE GuINEA. Prospectus on application. 


SECOND-HAND BOOKS DEPARTMENT: 140 GOWER ST.,W.C.1. 
London: H. K. LEWIS & Co. Ltd., 136 Gower Street, W.C.1. 


Telegrams : Pusuicavit, Westcent, Loxpon.” Telephone: BUSton 4282 (5 lines) 


The Prescriber | procress in GLUCOSE 


A Review of the Progress of Medical Science. 
Published MONTHLY—21s. per annum, post.free. 
DECEMBER, 1938 THERAPY 
TREATMENT OF DIABETES. 
Powdered Glucose for 


Price 2s. 0d., post free. a 
Oral administration is 


HE PRESCRIBER OFFICES, 65, Castle Street, EDINBURGH, 2 : 
| now obtainable as VITA 


GLUCOSE, in compressed 


THROUGH CALCIUM RETENTION , 
Sample packet and special Medical Report gladly sent 
on request to :— 


A. L. SIMPKIN & CO. LTD. 


BARLEY SUGAR WORKS, SHEFFIELD, 6 


“LIVEROID”..... 


PREPARATION OF LIVER 


“LIVEROID ” is a concentrated preparation of the uncoagulated juice of liver, 
in combination with other blood and nerve-forming substances. Usefully prescribed for :— 
Pernicious anemia and all forms of megalocytic anemia characterised by high colour index. 

Normocytic or secondary anzmias due to loss of blood from any cause. 
Microcytic anzmias in which iron therapy combined with liver is desirable. 
General debility, neurasthenia or weakness. 


“LIVEROID ”’ is pleasant to take, and can be given in the form of an appetising beverage. 


Literature supplied on application: In Bottles, 3/1! and 6/6 


OXO LIMITED, Thames House, Queen St. Place, London, E.C.4 
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K.B.B. IDEAL SHADOWLESS | LARP, 70cm, 


meter,ceiling pattern c 


Shadowless Lamps 


for Operating Theatres 
PROVIDE AN INTENSE SHADOWLESS, COOL 
edad AND DIFFUSED LIGH 
RST COST, LOW MAINTENANCE EASY 
TO INSTAL. CAN BE TILTED AS REQUIRED 
BY A TOUCH 


EMERGENCY LIGHTING NO 
GLASS MIRRORS. - 


-Infirmaries, and Institutions 


Ketvin, Botromiey & Bairp 


Gear Gear and Counter Balance, Electric 


Bulb for Voltages up to 
types and sizes on application. 


Cambridge Street, Glasgow, C.2 
303 Shell-Mex House, Strand, London, W.C.2 


Most of the leading Hospitals, 


throughout the country, includ- 

ing those of The London 

County Council and the 

Admiralty, have installed 
this Lamp. 


Write for Descriptive .Illustrated Leaflet 


ATOMIZERS 


The Aerograph Company, Limited 
43 Holborn Viaduct, London, E.C.| 


Telephones: Holborn 1257-1258 


DeVilbiss 


DROPPER 


SPRAYED AS DIRECTED 


Home treatment with an atomizer 
requires only a few seconds of your 
patient’s time. Spraying is quick, 
easy and sends the solution where 
you want it to go. The illustrations, 
which are based on X-Ray research, 
clearly demonstrate the advantages 
of the atomizer as compared with 
the dropper. 


CVS-153 
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HEN “woollen”? underwear is indicated, a word of 
qualification should be added. That word is—CHILPRUFE. 


IS PURE WOOL, and only pure wool, of 
CHILPR UFE the highest quality. Subjected to a 
secret process, the finished fabric is free from harshness and all 
impurity, soft and kindly to the skin. For 29 consecutive years 
it has held the diploma of the Institute of Hygiene. 


CHILPRUFE PURE WOOL 


* offers a degree of protection from colds and chills unrivalled 
by any other underwear, woollen or otherwise. 


Governing 
Managing 


CHILPRUFE 
for CHILDREN 


Also for Women and Men 
Further information and CHILPRUFE LIMITED 


Director: JOHN A. BOLTON. 
Director : Geo. E. Hubbard. 


LEICESTER. 


THE BULGIN ELECTRONIC 
VALVE-TYPE HEARING AID 


This latest amplifying instrument has 
been developed to offer those hard of hearing 
the finest technique in valve amplification, 
at a price within the reach of every individual. 
Clarity of tone and controllable volume is 
unbelievable, and will open a wonderful new 
world of sound to a large number of your 
patients afflicted with deafness. Its remark- 
able compact’ size enables use on every 
occasion... but why not send for full details? 


* Please send descriptive booklet on Bulgin Hearing 
Aids, also particulars of Home Trial Offer, 


A. F. BULGIN & Co. Ltd. 


* SPECIFICATION 


List No, D.A.3. A sensitive valve-type 
pocket hearing aid fitted with dry H.T. and 
L.T. batteries, and light-weight black earphone. 
In a morocco-grain covered case, complete 
with carrying strap, 23db combined volume- 
control-switch. Overall size 2” x 34” x 84”. 


PRICE 5} gns. COMPLETE 


RADIO AND ELECTRICAL INSTRUMENT MANUFACTURERS 
ABBEY ROAD - BARKING - ESSEX 


Tel. : RIPPLEWAY 3474. Showrooms: 64, Holborn Viaduct 
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Prostatic Hypertrophy 


5 ed physicians have reported favourably on the treatment of 
this condition by the adequate administration of the prostate 
gland preparations of the British Organotherapy Co., Ltd. 


They state that the results have been successful in conditions of 
incontinence, retention, frequency of micturition and of dysuria, and 
that owing to the great benefit derived by their patients from the 
treatment, surgical interference has been avoided in most cases, 


**Opocaps and Opojex’’ Prostatic have been found to be 


of great value also in the physical and mental disturbances following 
prostatectomy. 


Extract from recent letter:— 
| have nearly finished the first 50‘ Yew one and they have surpassed my expectations. 


am a lot more comfortable.—M.R.C.S., 
Opocaps ”’ Prostatic (B.0.C.), gr. 3 (ora/) 
Mitte = Sig. td.s., ac. (Supplied in boxes of 50 or 100) 
Also “‘ Opojex ”’ Prostatic (B.O.C.) (for injection) 


Mitte - - + Sig. | in die (or dieb. alt. when given concurrently with ‘‘ Opocaps "’) 
(Supplied in boxes of 6 or 12 ampoules 2 c.c.) 


BRITISH ORGANOTHERAPY co., LTD. 
Telephone: Gerrard 7111. Golden Square, London, W.1 Telegrams : Lymphoid, London.” 
Agents in India: SMITH, STANISTREET & Co., Ltd., Calcutta. 


a THE WORLD-RENOWNED NATURAL MINERAL WATER 
FERMENTATIVE DYSPEPSIA 

When the secretion is vitiated in quality, and the motricity of the stomach 
weakens, that organ dilates, and the gastric stagnation allows the micro- 
organisms of many ferments to develop. Quite a series of acids are then 
to be met with (butyric, lactic, acetic, etc.), which not only irritate the 
mucosa, but further, after their passage into the intestine, become absorbed 
by the lymphatics and swept into the circulation. VicHy-CEgLEsTINs, by 
its slightly stimulating action, clears out the stomach, and thus avoids 
stagnation and consequent fermentation. As, in addition to doing this, 
it modifies stomachal metabolism, the secretions return little by little 
to their normal physiological condition. 


NATURAL VICHY SALT for Drinking and Baths. 
VICHY DIGESTIVE PASTILLES prepared with Natural Vichy Salt. 


CAUTION,—Each bottle from the STATE SPRINGS bears a neck label with the word 
“VICHY-ETAT™ and the name of the SOLE AGENTS :-— 


INGRAM & ROYLE, 
BANGOR WHARF, 45, BELVEDERE ROAD, LONDON, S.E.1. And at LIVERPOOL and BRISTOL. 


Samples free to Members of the Medical Profession. 


Tue Lancet, ] 
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COMMON COLD 


ANTI-CATARRH “VACCI NE (EVANS) 


(LOCAL STRAINS) 


For Prophylaxis and Treatment 


The resources of the pathological laboratories at THE EVANS BIOLOGICAL 
INSTITUTE facilitate the issue of vaccines prepared from organisms collected 
in the locality in which the vaccine is to be used. It will be appreciated that such 


vaccines are highly specific, producing a greater proportion of successful results 
than is usual with ordinary Stock Vaccines. 


EVANS’ “ COMMON COLD” AND ANTI-CATARRH VACCINES (Local Strains) are issued as follows : 
Boxes of 3 x | cc. Ampoules, No. 3 Vaccine (Prophylaxis) ... 7/- per box Also in 5 cc., 10 cc. and 25 cc. bottles 


Boxes of 6 x | cc. Ampoules, No. | Vaccine (Treatment) ... 14/- per box and in single Ampoules 


Made in England at THE EVANS BIOLOGICAL INSTITUTE by 


Evans Sons Lescher & Webb Ltd. 


Liverpool and London 


LIVOGEN 


The Reconstructive Tonic 


In addition to liquid extractof liver Livogencon- 
tains all the essential members of the Vitamin B 
complex, including Vitamin B,, lactoflavine 
and nicotinic acid which are concerned in the 
physiological activity of the brain and nervous 
system. Deficiencies of these substances, 
although usually not marked, are common. 

Livogen, therefore, is a valuable tonic in 
debilitated conditions particularly when symp- 
toms of neuritis, neuralgia and other nervous 
dysfunctions are present. 

Sample on request 
THE BRITISH DRUG HOUSES LTD. 
LONDON N.1 


Telephone : Clerkenwell 3000 
Telegrams : Tetradome Telex London 
_ Len/S/63 
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GERMICIDAL EFFICIENCY maintained in 
the presence of organic matter. 


In the conduct of labour ‘ Dettol’ possesses marked superi- 
ority over carbolic and cresylic antiseptics. ‘ Dettol’ has a 
Rideal Walker co-efficient of 3.0, yet ‘ Dettol’ can be used 
at really effective strengths—without discomfort, danger or 
staining. ‘ Dettol’ maintains high bactericidal efficiency in 
the presence of blood and other organic matter. ‘ Dettol’ 
is a clean, clear, DOM- 5514 by Chemises and Medical Suppliers in bottles, 
listinctly pl — Sample, and full information 


RECKITT AND SONS, (PHARMACEUTICAL DEPT.) HULL. LONDON: 40, BEDFORD SQUARE, W.C. I. 


MODERN 
ANTISEPTIC 


ANTIBACSYN 


COLDS— 


INFLUENZA— 
PNEUMONIA 
It is safe. 


Ready for immediate use. 


Will attack all endotoxic 
infections. 


4. Not affected by sulphur 


compounds. 


5. Creates a leucocytosis and 


raised opsonic index. 


6. British, having been supplied 


to the Profession for 8 years. 


25 cc. Bottles .. .. 14/5 net. 


The Laboratories of 
ANTIBODY PRODUCTS LTD. 


WATFORD, HERTS. 
Phone: 4708 WATFORD 
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VOLPA 


Volpar is the new contraceptive which has been formulated in co-opera- 
\ tion with the Medical Sub-Committee of The National Birth Control 
( Association; it is the outcome of nearly ten years’ continuous investigation 

conducted by University research workers under the direction of the 

Birth Control Investigation Committee. 

Laboratory tests have shown that the active principle of Volpar is the 

most powerful non-toxic spermicidal substance known. 


= 


~ 
SSR 


SA 


( Volpar Gels are soluble, vaginal suppositories primarily intended for use alone, or 
) (for maximum safety) with a cap or sheath. They are issued in screw-capped glass tubes 
( containing 1 dozen gels : price 2s. 0d. per tube. 


Volpar Paste is a non-greasy paste for the lubrication of occlusive caps and sheaths 
or condoms. It is supplied in collapsible tubes : price, 2s. Od. per tube. 


THE BRITISH DRUG HOUSES LTD. LONDON N.1 


Vol/S/3 


Volpar Gels and Volpar Paste are sold to the public only through the retail pharmacist. 


Minadex owes not a little of its success Zuo 

to the fact that patients, especially SOR 
children, thoroughly enjoy it and GIS Gis 
take it regularly. The three groups of 


therapeutic agents in Minadex are thus 

given full facilities to act. Minadex 

accelerates progress constructively ; ons. Copp. Sel 25 

i pri no emopoiesis. 

2. Cale. Glycerophosph., 2 grs.; Pot. Glycerophosph., 
1/5 gr.; Sod. Glycerophosph., 1/10 gr.; Vitamin D, 3,000 

vitamins, by enriching the blood, Gi Sueninene’ unite. 

strengthening the mneuro-muscular Se To correct derangements of calcium metabolism. To restore 

system, and fortifying resistance to Ne neuro-muscular tone. To normalise the body functions. 

“build up peste ath. 1.00 

Experience in hospitals and private fortifying the epithdiel linings of the body. 

practice proves abundantly that | 

Minadex is a universal tonic, effective 

alike for convalescent children, ‘run- 


down’ adults, and for post-operative * 
debility in the elderly. 

In 6-0z. bottles, 2/6; 12-0z., 4/6; 80-oz. win- 

chesters, reduced from 22/6 to 20/-. Prices Prod f 
(not applicable in Eire) are subject to usual pense © 


professional di : GLAXO LABORATORIES LTD., Greenford, Middlesex. BYRon 3434 
13 


Each fluid ounce of Minadex contains: 
1. Ferri et Ammon. Cit., 134 grs.; Mang. Glycerophosph.. 
1/25 gr. Cupr. Sulph. 1/25 gr. 
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SI. erenol is a sedative with action on the centres of the 


& Pa nervous vegetative system, sympathetic and parasympathetic, 
and on the cortical centres. Recent knowledge has shown the 


/ P / / interaction of nervous vegetative system and endocrine 
and on this knowledge SERENOL is based. It is 
/O we st NON-lOXI1IC thus a biological, not a symptomatic, sedative, and, unlike 

many other sedatives, has not a direct depressant action on the 


SEDATIVE cortical cerebral centres. 


ee Serenol is indicated in conditions of anxiety and general 
al irritability, insomnia, hyperthyroidism, hyperadrenalism (as 
6.0 grams in neurocirculatory asthenia, effort syndrome), the so-called 


Campho S'iJphonate of sparteine 
Campho “ulphonate of ephedrine 


ct Salvia - - 

“ite: --s »« © © e- “ Serenol is given in the following dosage. For mild cases 
Glycerine ¢ extract of fyseia a ae one to two dessertspoonsful on retiring. For more severe 
Valerian = = = $00 cases one dessertspoonful at 10 a.m., one dessertspoonful at 
4 p-m. and two dessertspoonsful on retiring. 

PRICE - 4/6 per 4 oz. bottle. SF. erenol, being a biological sedative containing no bar- 

Sample and Literature on request. biturate, is not habit forming. 


CONTINENTAL LABORATORIES LTD. } 30 MARSHAM STREET, LONDON, S.W.! 


that is safe, gentle, 
and palatable. 


Lixen is an extract of senna pre- 
pared by a special cold process to. 
allay the griping action. The absence 
of an after-constipating effect gives it 
a special value in habitual constipation, 
and its gentle, though efficient, action, 
together with its pleasant flavour, makes it. 
particularly acceptable to women, children, 
elderly and delicate persons, and convalescents. 
for whom the finding of a satisfactory aperient. 
is often difficult. 


Descriptive literature 
clinical sample 
will be sent on request 


LIXEN Elixir in bottles of 2 0z. 1/-, 4 oz. 1/9, 8 oz. 3/-.. 
16 oz. 5/6. In bottles of 40 and 80 oz. for dispensing. 


LIXEN Laxative Lozenges in tins of 12, 7}d., 24, 1/-, 
and bottles of 100, 3/6. In bottles of 500 for dispensing. 
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MIST. DAMIANA CO. 


(HEWLETT’S) 


In all the various forms of loss of nerve power Mist. Damianz Co. (Hewlett’s) 
is a powerful remedy, relieving the exhaustion and conferring renewed 


capacity for mental and physical endurance. 


Its invigorating properties 


will be found invaluable in many diseases where there is great exhaustion. 
In the frequent cases of nervous depression following influenza it has 


been prescribed with great benefit. 


“In the above preparation Damianez Extract is iy prepared from 
h 


a pharmaceutical point of view, with nux vomica. 


compound is 


claimed to combine Medicinal properties of special value in nervous and 


cerebral exhaustion. 


Mist. Damiane Co. (Hewlett’s) is a clear dark 


brown solution with an acid reaction, and, although an alcoholic extract, 
is miscible with water or even alkalies. Though probably a useful medicant, 
Damiana is not included in the British Pharmacopceia.’’ 


Dose : 


—The Lancet, October 20th, 1894. 


One or Two drachms in Water 


Packed in 5-oz., 10-0z., 22-oz., 40-oz., and 90-oz. Bottles . 


Caution. 


This preparation was introduced by us over 40 years ago and is frequently 


copied. To obtain the original please write :— 
Mist. Damiane Co. (Hewlett’s) 


Introduced and Prepared only by 
C. J. HEWLETT & SON, LTD., 35-42 Charlotte Road, London, E.C.2 


WHAT IT CONTAINS. 

Contains in solution, in an agreeable form, 
the entire nutritive constituents of beef and 
wheat. 

Contains all that is digestible in beef—in 
its juice and in its muscle tissues. 

Contains all that is digestible in wheat— 
its gluten, its carbohydrates. 

Contains all the savory and stimulating 
elements, the extractives, the mineral con- 
stituents of beef and wheat. 


Contains these constituents in the soluble, 
perfectly diffusible form into which they are 


TON 


USES OF ‘PANOPEPTON.’ 


Can be relied upon in cases where the 
nutrition of the patient is of prime importance. 

Has saved the patient in desperate straits 
due to intolerance of food. 


Has nourished and restored in cases of 
intolerance of other foods. 


Possesses remarkably 
stimulating properties. 


restorative and 


Is most nutritious, most agreeable as a 
food at night against insomnia-exhaustion due 


[Nov. 12, 1938 


converted in the process of normal digestion. to acute need of nourishment. 
SUPPLIED IN 1\2-oz. BOTTLES. 
A sample will be sent to Members of the Medical Profession on request. 


Originated and Manufactured by 
Fairchild Bros. & Foster (inc. N.Y.) 
New York, and 65, Holborn Viaduct, London, E.C.1 


Agents: 


Burroughs Wellcome & Co., 
LONDON, SYDNEY, AND CAPE TOWN 


| 
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GYNCGSTRYL MENSTRUAL DISORDERS 


GYNCESTRYL TABLETS 
TRADE MARK 40 Tablets=1 mg. of cestradiol. 


BENZO-GYNGCSTRYL |! 
6 Ampoules=1/10 mg. of cestradiol benzoate per 
ampoule. 

BENZO-GYNCSTRYL 10 
3 & 5 Ampoules=1! mg. of cestradiol benzoate per 
ampoule. 

BENZO-GYNCESTRYL 50 
| & 5 Ampoules=5 mg. of cestradiol benzoate per 
ampoule. 


SEDO-GY NCESTRYL 
10 c.c. Phial=I mg. of cestradiol and sedatives. 


Samples and Literature on application to 


Pure Hormone Preparations 


MENOPAUSE 36 CAVENDISH SQUARE — LONDON w.1 


“ There are very few cases whose requirements TELEPHONE : MAYFAIR 8695-0168 
exceed | mg. of cestradiol two or three times a 

week while the majority may be kept comfort- PARIS, MILAN, BRUSSELS, MADRID, BUCHAREST, 
able on less.’’—Brit. Med. Journ., April 2nd, 1938. : BOMBAY, MEXICO, RIO DE JANEIRO, BUENOS-AYRES 


Gyneestry! is supplied in boxes of 40 and 
tablets, | mg. cestradiol, at the price The Antigen Laboratories, 95 Gt. Portland Street - London W. 1 


of 3/6. Telephone ; Langham 3744 - Telegram, : Antlab-Wesdo London 


A powerful 
non-poisonous 
germicide 


For Surgical, Obstetrical and Medical Purposes 


A combination of para-chlor-meta- 

xyleno!l with pine and other essential 

oils prepared by a suitable method 
of saponification. 


ZANT HAS A_ RIDEAL-WALKER 
CO-EFFICIENT OF SIX 


NON-IRRITANT 


and 


NON-STAINING 
Tins } gall. 


Made by 


EVANS SONS LESCHER & WEBB LTD. Liverpool and London 
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*.. ma variety of inflammatory conditions’ - - — M.B.Ch.B. 


— 


A mass of evidence has accumulated since the introduction of S.U.P. 36 
over twelve years ago testifying to its value in a wide range of inflammatory 
conditions. This range is indicated in a letter received recently from a 
physician, in which he states : 


*I have used S.U.P. 36 . . . with great success in a variety of conditions ranging 


from acute pleurisy to septicemia, and some other types of inflammation such 
as ascending phlebitis and acute fibrositis of the shoulder muscles .. .’ 


Any physician wishing to make a trial with S.U.P. 36 is invited to write in 
for a sample and descriptive literature. 


U.P. 36 


THE BRITISH DRUG HOUSES LTD. LONDON N.1 


Sup/S/s1 


Disorders 


In such conditions it is a primary consideration that the food 

should be light and unirritating. In gastric and duodenal ulcera- 

tion and in the dyspepsias, Allenburys Beef Juice may safely and 

advantageously be given, where beef tea would often increase the 

pain and have a harmful effect. Because of its high protein and 

vitamin content, it provides a valuable means of keeping up a 
patient’s strength. 


In bottles at 1/9 and 3/- each. 
Descriptive literature and clinical trial sample will be sent on application. 


THE LANCET, 
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TERPEROIN 


(SQUIRE) 
Terperoin Elixir presents the therapeutic properties of Terpin 
Hydrate, Codeine, and Oil of Pine in a palatable and reliable form. 
It is especially useful in the troublesome cough of 


PULMONARY PHTHISIS, EMPHYSEMA, LARYNGEAL 
CATARRH, and ACUTE and CHRONIC BRONCHITIS 


A very soothing Linctus for irritating Night Coughs 
One or two teaspoonfuls—undiluted—usually give instant relief 
In 4-0z., 8-0z., and 16-0z. bottles 
Also in Pastille form 


SQUIRE & SONS, LTD. 


Chemists on the Establishment of the late King George V 
413, OXFORD STREET, LONDON, W.1 


Telephone: Mayratr 2307 (2 lines) Telegrams: Sgutrz, Wespo, Lowpox, W.1 


“al 


For Effective Control of Pain 


of the safest and most effective. Its tendency 

to liberate salicylic acid—the irritant properties 
of which are well known to physicians—has, how- tendency to gastric irritation. The superior 
ever, caused many to hesitate to employ it as 


and private practice proves that “‘ Alasil”’ definitely 


In “Alasil” the desirable 
therapeutic effects of acetyl- 
salicylic acid are well exhibited by 
its calcium acetyl-salicylate moiety, 
while the presence of “‘ Alocol ” (Colloidal 
Hydroxide of Aluminium), a powerful 
gastric sedative and antacid, obviates any 


ONG the many and S Ye $$ 
diverse analgesics which Wi 
have been evolved’ by 
modern chemical research, acetyl- GES 
salicylic acid retains its reputation as one ( ia 


absorbability of ‘‘ Alasil’’ over ordinary salicylate 
widely as it deserves. Exhaustive trial in hospital compounds and its freedom from the risk of liberating 
free salicylic acid in the stomach have been well 


the problem of administering acetyl- proved by careful experimentation. ‘‘ Alasi]” can 
salicylic acid in an effective form, being free from be prescribed with perfect safety to patients of all 
the risk of irritating the stomach or bowels or of ages and in larger doses than ordinary salicylate 
causing general reactions. compounds. 


A supply for clinical trial A. WANDER, LTD., Manufacturing Chemists, 
with full descriptive literature 184, Queen’s Gate, London, S.W.7. 
sent free on request. Laboratories and Works: KING’S LANGLEY, HERTS. 


M268 
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RECENT ADVANCES IN 
THE TREATMENT OF INFLUENZA 


ESEARCH on the filtrable viruses has proved that they are present 
both in the common cold and Influenza, but there is no evidence 


that they are the causal factor. 


On the other hand their prerace has been proved to increase and 
activate the pathogenicity of B. Pfeiffer and other organisms associated 


with catarrhal conditions which under ordinary conditions are normal 
inhabitants of the naso-pharynx. 


The rational method of treatment is therefore inhibition of growth of 
the organisms locally to prevent the systemic disturbance arising from 
their toxins. 

Pineoleum Brand Inhalant inhibits the growth of organisms associated 
with nasal catarrh and is particularly selective to Bacillus Influenze ; 


at the same time it protects the mucous membrane from mechanical 
irritants and prevents secondary infections. 


For special Brochure “Recent Advances in the Study of the Common 
Cold and Influenza and their Bearing on Treatment” and clinical sample 
apply to British Distributors — 
CHESEBROUGH MANUFACTURING CO. (CONS.) 
VICTORIA ROAD, WILLESDEN, LONDON, N.W.10 


CONVENIENT - SEDATIVE - SPEEDY - SAFE 


PYRIDIUM 


ENSURES THE RAPID BANISHMENT OF 
GENITO-URINARY SYMPTOMS 


Two Pyridium tablets taken at the first sign of urgency, 
pressure spasm, burning, or other symptoms of irritation 
of the urinary tract, will often bring relief in 10 40 30 minutes. 
Repeat if necessary in 2 to 4 hours. Ambulatory patients 
with recurring symptoms should carry Pyridium tablets with 
them on all occasions. Pyridium is not a narcotic; it has 
no constitutional side-effects; it exerts a definite analgesic 
effect upon irritated or inflamed mucous membranes of the 
urinary tract; it may be used simultaneously in conjunction 
with other lines of treatment, if the physician in charge of 
the case so desires. 


Pyridium effectively shortens the period of treatment of 
Cystitis, Pyelitis, Prostatitis, Urethritis, Vaginitis, etc. 


SAMPLES AND LITERATURE ON REQUEST. 


MENLEY & JAMES LTD., 64, Hatton Garden, London, E.C.1 
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—Chronic 


(Simple M Muc M L 
Post-Dysenteric.) 


————— Alternating intervals of constipation and diarrhoea often occur in cases of colitis. 

Kaylene-ol is applicable in either phase. Its soothing and adsorptive actions combat the 
irritative diarrhoea, and its softening and lubricating actions counteract constipation 
during the intervals. 


DOSE—KAYLENE-OL: I or 2 dessertspoonsful three times a day, half hour 
before meals, or in mild cases half hour before breakfast and at bedtime. 


Kaylene-ol € Phenolphthalein (0.5 per cent.) is taken when constipation is particularly 
troublesome. Dosage as for Kaylene-ol. 


(KAYLENE BRAND OF COLLOIDAL KAOLIN WITH HIGHLY VISCOUS LIQUID PARAFFIN) 
Samples and literature from the manufacturers : 


KAYLENE, LIMITED, Sole Distributors: ADSORBENTS, LTD. 
WATERLOO ROAD, LONDON, N.W.2. 


Ether Puriss. B.D.H. 


1 ie tee 
OF ronson of 


for safety and satisfaction in anzsthesia 


Sample on request = 
THE BRITISH DRUG HOUSES LTD. Aig 


HOUSES 
LONDON N.1 


7m... N 
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CRUNCAY FOODS 
and health 


Most physicians agree that the soft foods 
of the modern diet endanger the perfect 
functioning of the digestive system, and 
that crunchy foods should have their 
place in everyone’s diet. 

The necessity for masticating crisp foods 
induces a more abundant flow of saliva, 
and this is generally held to facilitate the 
work of the digestive tract. Crunchy 
foods are therefore not only easier to 
digest in themselves; they also assist in 
the digestion of the softer foods eaten in 


conjunction with them. 


Crunchy foods eaten regularly have also 
this advantage: they tend to induce the 
habit of proper mastication, so that soft 
food also will be more thoroughly 
chewed. 

Ryvita is a dry, crisp food now fre- 
quently recommended by practitioners 
to their patients. Its consistency makes 
complete mastication a necessity, and it 
can be eaten with every meal. A com- 
plimentary carton of Ryvita will gladly 


be supplied on request. 


THE RYVITA COMPANY LIMITED 
96-98 Southwark Street, London, 8.E.1 


Bakeries in Birmingham 


Mh 
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eae dealing with a case of common 
con 


stipation traceable to a deficiency of 
“ bulk ” in the diet, the first thought is naturally: 
“How can the daily intake of bulk most 
conveniently be increased ? ” 

Fruit and vegetables, of course, supply a 
partial answer to the problem — but it is not 
infrequently found that these foods alone are 
not a sufficient corrective unless eaten in un- 
appetisingly large quantities. 

For this reason many nutritional authorities 
today advise giving prepared wheat bran in the 
pleasant form of Kellogg’s All-Bran. 


An attractively crisp 
breakfast cereal 


All-Bran is an attractively crisp cereal which 
most patients find a pleasant addition to their 
normal breakfast menu. The fibrous bulk in 
All-Bran is of the same type as that derived from 
vegetables and fruit, but has the advantage of 
being less easily broken down during digestion, 
and its action is therefore more effective and 


THE PLACE OF BRAN 
IN THE TREATMENT OF 
COMMON CONSTIPATION 


thorough. All-Bran is, moreover, an excellent 
source of both Vitamin B and iron, which add 
greatly to its dietetic value. 

All-Bran is intended to be eaten daily, like an 
ordinary breakfast cereal. The great value of 
All-Bran is that it absorbs water like a sponge. 
This water-softened mass gently but effectively 
aids elimination. Eaten regularly, it promotes a 
thorough evacuation of the bowel-contents in a 
natural manner that gives real relief and freedom 
from strain. 

All-Bran may with advantage be prescribed in 
all cases where additional bulk in the diet is 
indicated. It may be eaten with milk or cream 
or cooked into scones, bread, etc. It may also be 
sprinkled over salads or other foods. To assure 
maximum effectiveness plenty of fluid should be 
taken, preferably between meals. All-Bran is 
obtainable from all reliable grocers. A packet 
will be sent free on request to any qualified 
practitioner. Inquiries should be addressed to : 
Kellogg Company of Great Britain Ltd., 
Stretford, Manchester. 


Kellogg’s All-Bran is 
most palatable served 
with plenty of milk 
or cream. Many like it 
sprinkled over their 
favourite breakfast 
cereal. 


e 
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Before and 
After Pregnancy 


E results of modern ante-natal care 
have emphasized the importance of 
proper nutrition of the expectant mother, 
in securing a normal pregnancy, labour 
and puerperium and in endowing the 
infant with an initially sound constitution. 


The use of ‘ Ovaltine’ throughout pregnancy — 
goes far towards ensuring this ideal state of 
nutrition. ‘ Ovaltine’ is a complete food, con- 
taining well-balanced proportions of protein, 
carbohydrate and fat, and is rich in the vitamins 
A, B (complex) and D and in readily assimilable 
calcium, phosphorus and iron. Quickly available 
energy is supplied by its high maltose content. 


‘Ovaltine’ is delightful to the taste and 
appeals to the often capricious appetite of the 
pregnant woman. It is so readily digestible that 
unsettled digestion does not preclude its use. 


‘Ovaltine” given daily during pregnancy, 
definitely ensures that the foetus obtains suffi- 
cient nourishment, while sparing the maternal 
tissues from dangerous deprivation. During 
lactation its use enriches the milk and permits 
the mother to continue adequate feeding 
until the normal time for weaning occurs. 
Its tonic stimulating properties assist the general 
well-being of the mother. 


OVALTINE 


TONIC FOOD BEVERAGE 


A liberal supply for clinical trial sent free on request. 
A. WANDER LTD., 


184, Queen’s Gate, London, S.W.7 
Laboratories & Works: King’s Langley, Herts. 


ISIS holding a Figure of 
Osiris between her wings. 


| | 
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High Blood Pressure 
Metabolic Disorders and 
the Anaemias 


constitute a “tripod” of Modern Disease 


By dilating the peripheral blood vessels,| To speed up the latter is to renew the 
Dr. Buergi’s preparation of chlorophyll former. Bodily sluggishness and mental 
(* Phyllosan ’ tablets) becomes a thera- retardation are nowadays linked up with 
peutic weapon in the treatment of high low basic metabolic rates—as for example, 
blood pressure. As it also augments | in myxcedema. 

the force of the heart beat, the circulation 
is adequately maintained. Finally, by reason of its chemical affinities 
to hemoglobin and its “ catalyst” action, 
By stimulating the metabolic exchanges, | chlorophyll is able to stimulate the blood- 
Dr. Buergi’s preparation exercises a| forming apparatus. The indications for 
revitalizing effect upon the human organ- | the use of ‘ Phyllosan’ tablets in anemic 
ism. The lay expression “ vitality” has | conditions are soundly rooted in labora- 


received a technical rechristening in the | tory tests and abundantly confirmed in 
term ‘ metabolism.” the clinic. 


Members of the Medical Profession 
are invited to apply for 
Free Trial supply of ‘Phyllosan’ tablets 


and for a pamphlet entitled 
Metabolic Disorders and the Anaemias,” 
a Review of Experimental and Clinical Evidence for the use of 


PHYLLOSAN 


in Modern Therapeutics 


9, NATURAL CHEMICALS LTD. 12 CLIPSTONE STREET, LONDON, W.1 
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Triumph 
Emulsification 


The ring around the drop tells 
the story. A drop of Agarol on 
blotting paper holds firmly together. 
Try this with a poor emulsion and you 
will soon see the mineral oil being 
taken up by the blotting paper, 
forming a greasy ring around the drop. 
For dependable efficacy in the treat- 
ment of constipation andallied disorders 
Agarol— mineral oil, agar-agar and 


BRAND 


THE OILY RING AROUND 
THIS DROP TELLS THE STORY 


phenolphthalein emulsion— has 
attained a reputation all its own. 


Only the finest and purest ingredients 
are used in Agarol. Its exceptional 
palatability, secured without artificial 
flavouring, renders it acceptable to both 
children and adults. Agarol contains 
no alcohol and no alkali and, being 
devoid of sugar, is particularly suited 
to diabetic cases. 


COMPOUND 


FOR CONSTIPATION 


Supplied in bottles containing 4}, 7} and 17 ounces. 
Agarol is not advertised to the public. 


William R. Warner & Co. Ltd., Power Road, Chiswick, London, W.4. 
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IN LOSS OF APPETITE 


When anorexia is a factor Neuro Phosphates (Eskay Brand) may be of 
exceptional value. 
Its stomachic properties stimulate the appetite; yet the characteristic 
bitterness of its strychnine content has been masked so effectively that 
Neuro Phosphates is acceptable to the most difficult patient. 
Each dose (two teaspoonfuls) contains in acid state :— 

Sodium glycerophosphate - 2 grs. 

Calcium glycerophosphate - 2 grs. 

Strychnine glycerophosphate , gr. 


NEURO PHOSPHATES 


(ESKAY BRAND) 


A Palatable and Efficient Tonic 


THE SAFE ANTI-ARTHRITIC 


Safety in an anti-arthritic is of paramount importance—especially in view of 
the grave results that have been reported following the use of analgesics such 
as cinchophen, amidopyrine, and derivatives of quinoline or barbituric acid. 

* Calsiod’ (the calcium salt of o-iodoxybenzoic acid) is safe and non-habit- 
forming even when taken over a long period. No serious reactions and no 
damage to liver or kidneys have ever been reported following its use. 

For rheumatoid conditions 0-iodoxybenzoic acid has been described as “the 
best single drug which has so far been developed.” 

Jeffery and Burns, Northwest Medicine, Dec., 1927 


TABLETS 


BRAND 


Distributed by MENLEY & JAMES LTD. 
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SUSPECTED AGRANULOCYTOSIS 


*Pentnucleotide’ has become the standard therapy in agranulocytosis— 
a condition in which promptness of treatment is vitally important. 
Therefore, when the diagnosis of any leucopenic state is in doubt, the 
early administration of ‘ Pentnucleotide’ would seem to be justified. 


The timely initiation of this form of treatment in adequate doses may 
mean the difference between success and failure. 


Further information will be sent to any interested physician. 


A mixture of the sodium salts of pentose nucleotides for intramuscular use. 


“MANY A COLD MAY BE ABORTED..." 


Proetz has suggested that “‘ many a cold may be aborted if the nasal 
circulation can be re-established early before violent irritation occurs.” 
*Benzedrine’ Brand Inhaler, being a volatile vasoconstrictor, has precisely this 
effect, and its vapour penetrates to areas usually inaccessible to liquid inhalants. 
It promptly reduces engorgement wherever it exists in the upper respiratory 
tract and assists in re-establishing and maintaining nasal ventilation. 

In prescribing ‘ Benzedrine’ ; 

Brand Inhaler for head colds, 

the physician is providing an 

effective first-aid remedy which 

will prove of service at all times. 


INHALER 
BRAND 


Indicated in head colds and nasal congestions generally. 


64, HATTON GARDEN, LONDON. E. C1. 
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The Vicious Circle 


Painful stools and the 
increasing fear of them 
lead to irregular bowel 
movements and conse- 
quently to constipation. 
So the vicious circle 
starts all over again in 
an aggravated form. 


First there is marked relief from pain 
and irritation. The suppositories 
afford this alleviation not by narcotic 
or analgesic drugs but by their emol- 
lient and protective effect. 


Under this soothing influence in- 
flammation subsides; thus congestion 
is reduced; then pressure-pain dis- 
appears and the patient obtains genu- 
ine relief from the most distressing 
symptoms. The tendency to bleeding 
diminishes as venous stasis is relieved 
and the return circulation is improved. 


ANUSOL 


By softening the faeces the supposi- 
tories promote easy evacuation; 
so the patient loses his fear and is 


helped back to regular bowel action. 


This sequence of good effects follows with- 
out the occurrence of any unpleasant, 


dangerous or systemic disturbance. 


In this entirely mechanical and 
rational way, Anusol Suppositories 
provide freedom from the distressing 
symptoms of hemorrhoids and other 
inflammatory and painful conditions 
in the ano-rectal region. 


BRAND 


Haemorrhoidal Suppositories 


Available also in Ointment form in collapsible tube with nozzle. 


WILLIAM R. WARNER & CO. LTD., POWER RD., CHISWICK, LONDON, W.4 
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Exit LILLY AND COMPANY LIMITED 


Pharmaceutical and Biological Products 


MERTHIOLATE' 
Sodium Etbyl Mercuri Thiosalicylate 


In the Operating Room 


‘Merthiolate’ brand sodium ethyl mercuri thiosalicyl- 
ate is an antiseptic with properties in keeping with 
the highest standards of aseptic surgical technique. 

Tincture ‘Merthiolate,’ an alcohol-acetone-aqueous 
solution, is particularly suitable for preoperative prep- 
aration of the intact skin. 

Solution ‘Merthiolate,’ an isotonic, aqueous dilution, 
1:1,000, is recommended for open wounds and for 


application to membrane surfaces. ’ 


Prompt Attention Given to Professional Inquiries 


2, 3 AND 4, DEAN STREET : LONDON, W.1. 
Telephone: Gerrard 2144. 


Distributing Agent in Britain for 
ELI LILLY AND COMPANY, INDIANAPOLIS, U.S.A. 
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Tuese kymographic tracings illustrate one 
of the important therapeutic advantages of 
* Pitocin’—the fact that its injection is not 
followed by a rise in blood-pressure. Blood- 
pressure tracings were made on an anzs- 
thetized dog which was given all three 
preparations intravenously. Note that ordinary 
post-pituitary extract causes a marked rise in 
blood-pressure. This is due to its content of 
pressor hormone (clinically available in purified 
form as ‘ Pitressin ') the blood-pressure-raising 
action of which is shown by the middle tracing. 
Note (lower tracing) that ‘ Pitocin’ does not 
appreciably affect blood-pressure. 


hormone without any significant amount of pressor hormone—and 
with only a minimum of extraneous proteins. The clinical advan- 
tages of this product in hypertensive patients and in post-partum 
hemorrhage were soon recognized. During the past ten years an 
increasing number of prominent obstetricians have adopted ‘ Pitocin’ 
for routine use. They prefer it not only for cases of nephritis, 
eclampsia and pre-eclampsia, but for every obstetrical patient. Its 
exceptional purity, standardized potency, and general reliability 
make it the outstanding oxytocic preparation. 


@ Supplied in boxes of six and twelve ampoules of 0-5 c.c. 
andlc.c. Further details will be supplied on request. 


PARKE, DAVIS & CO.. 50 BEAK STREET, LONDON, W.1 
Laboratories: Hounslow, Middlesex. 


The Oxytocic Principle of 
the Posterior Pituitary Gland 
EN years ago ‘Pitocin’ was introduced to the medical pro- 


fession. The development of ‘Pitocin’ made it possible for 
the first time to administer the posterior pituitary oxytocic 


Inc. U.S.A., Liability Ltd. 
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IRON 


Full hematinic action of these Burroughs Wellcome & Co. 

Iron Products is assured by the rapidity and completeness 

with which the ferrous ions are released upon ingestion. 

Stability and therapeutic activity are amongst their 
outstanding qualities. 


‘TABLOID’ BLAUD PILL 


Produces its full hzmatinic effect Gr. 5 (representing 22-5% of ferrous carbonate) 
with the minimum of gastric’ 


Gr. 10 (representing 22-5% of ferrous carbonate) 
disturbance. Bottles of \0O sugar-coated products, 1/8 


‘TABLOID’ BLAUD PILL 


AND COPPER 


Pre ideal combination for 
Pil. Ferrugin. (Blaud), gr. 10 (0-648 gm.) 
those Medical Men who prefer to 


erri Carbonatis! 


Cupri Sulphatis, gr. 1/100 (0.00065 gm.) 
administer the iron salt in 


association with copper. 


= “TABLOID’~ 
FERROUS CHLORIDE 
CITRATED 


Resists oxidation and deli 
quescence under all climatic 


Bottles of 100 sugar-coated broducts, 


conditions. Gr. 3. Bottles of \00 sugar-coated products, 3/4 


London Prices to the 
Medical Profession 


BURROUGHS WELLCOME & CO., LONDON 


Address for communications: SNOW HILL BUILDINGS, E.C.1 


Exhibition Galleries: 10, HENRIETTA STREET. CAVENDISH SQUARE Wi 
Associated Houses: 


NEW YORK MONTREAL SYDNEY CAPE TOWN MILAN BOMBAY SHANGHAI BUENOS AIRES 
3582 


COPY2IGH® 
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‘Elastoplast’ elastic adhesive Plasters 


are rolled with the adhesive surface inwards; 
they are clean to handle and to apply, and very 


convenient when short lengths only are required. 


‘Elastoplast’ Plasters consist of 
lightweight cotton cloth, spread to 
the edges, flesh-coloured and rolled 
on snap spools. They are designed 
for use as plasters or as dressings 
for wounds, operation incisions, 
skin affections, etc. Supplied in all 
widths from }” to 4", 5/6 yards 
long. 


‘Elastoplast’ elastic adhesive Bandages 


are rolled with the adhesive surface outwards 
to conform with accepted bandaging technique 


Made from heavy cotton cloth, 
selvedge-edged, rolled on card 
cores, they are suitable for use as 
bandages for varicose legs, sprains, 
dislocations, fractured ribs and 
other cases where complete encircle- 
ment of the limb or trunk, with com- 
pression, is necessary. Supplied in 
all widths from 2” to 6”, 5/6 yards 
long. 


NOTE : If specially required, ‘ Elastoplast’ Bandages can be supplied with the adhesive inwards. 


TRADE MARK 


Elastoplast BANDAGES & PLASTERS 


Made by T. J. Smith & Nephew, Ltd. London, Hull, Manchester, Glasgow. 
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Nort only in countries of the Temperate Zone, but 
within the Arctic Circle, as well as in the Torrid Regions 


TRADE MARK - DRESSING 


is known and prescribed regularly by the Medical Profession. 


It is the best-known method for the 
application of prolonged moist heat 
for the alleviation of INFLAMMATION, 
CONGESTION and PAIN. 


Sample on request 


Made in England 


THE DENVER CHEMICAL MFG. CO., 12, Carlisle Road, LONDON, N.W.9 
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REDUCED PRICES 


We have Pleasure]in Announcing a Further Reduction in 
the Price of 


*‘PROLUTON 
NEW PACKINGS and PRICES INDICATIONS 


Habitual Abortion 
. Box of 3 . 8/- 
2 mg x amp ging Threatened Abortion 
5 mg. Box of 3 amp. 16/- Metrorrhagia 


10 mg. Box of 3 amp. 30/6* 


Spasmodic Dysmenorrhoea 


* New Packings Literature on Request 


SCHERING LTD. 
185/192 High Holborn, London, W.| 


PROGESTIN ORGANON 


Price reduction 


spout Lower strength approx. 507, 
Higher strength approx. 207, 


and 5 mg. 


For further details, samples and literature apply 


ORGANON LABORATORIES 


Standardised Biological Products 


77 NEWMAN STREET, LONDON, W.I. 


Telegrams : Menformon, Rath, London Tel : 

London. ephone : Museum 2857 (3 lines). 
india : Morison, Son & Jones (India) Ltd., P.O. Box 258, Bombay. Australia: F. H. Faulding a! Co. te. 
S. Africa: Heynes Mathew Ltd., P.O. Box 242, Cape Town. New Zealand : Dominion Dental Supplies Ltd. 
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Allenburys | = “Allenburus | 
Milk Food. Malted | 


Allenburys Progressive System 


ALLENBURYS SYSTEM EMBODIES THE FOLLOWING 
ADVANCES IN THE SCIENCE OF INFANT FEEDING 

0 Humanised Casein : lactalbumen ratio. 

2) Intimate incorporation of Dextrin-Maltose, the benign starch-free mixture of non-fermenting 
carbohydrates. 

7 Homogenised Cream in reconstituted Milk Foods. 

4) Prophylaxis of Scurvy. Every tin of Allenburys Foods bears, and has borne in the past, explicit 
instructions for daily administration of vitamin C. 

(5) Prophylaxis of Rickets. Calcium : Phosphorus ratio adjusted. 560 units of vitamin D per quart 
reconstituted. Independent biological assay of antirachitic potency. 

(6) Prophylaxis of Anemia. The reconstityted foods contain 4 parts per million of available iron. 


Allenburys System provides every known Nutritional Requirement of the Infant 

It enables the physician to replace unreliable home-made milk mixtures with readily prepared infant 

foods which eliminate the risk of enteral infection, and provide easily digested, scientifically balanced 
meals for babies at every stage in their development. 


ALLENBURYS Humanised MILK FOOD No. 1 (Entirely Free from Starch) 


The best first artificial food because it resembles breast milk closely in composition and in the ease 
with which it is digested. 
Composition when reconstituted by dilution (1-6) with water as instructed on tins: 
Fat Casein  Lactalbumen Lactose Dextrin Maltose Caas P.as Fe.parts Vitamin D per fi. oz. 
3.1% 1% 0.7% 7.3% 3.3% CaO P,O, per million not less than 14 units 
0.09% 0.16%, 4 
This food is intended for use from birth to 3 months, or for longer periods in 
dyspeptic infants, who tolerate it readily. 


ALLENBURYS Humanised MILK FOOD No. 2 (Entirely Free from Starch) 


Milk Food No. 2 is prepared in exactly the same way as No. 1 and retains its general features. It is 

intended for use during the second trimester when digestion is ¢stablished, and it contains a higher 

proportion of milk protein and correspondingly less carbohydrate. The mineral content is adequate in 

respect of calcium, phosphorus and iron, and each fluid ounce of reconstituted food contains not less 
than 14 international units of vitamin D. 


ALLENBURYS MALTED FOOD No. 3 (The First Step to Weaning) 


This food introduces partially converted starch at the seventh month. It has a mineral and vitamin 
content equal to No. 1 and No. 2, and it is intended for use in conjunction with the broader dietary 
now recommended for the second six months of infancy. 

Malted Food No. 3, prepared for use with cows’ milk and water has this composition : 

Protein Fat Carbohydrate Caas P.as Fe parts Vitamin D per fl. oz. 

2.8% 2.2% 9.7% CaO P.O; per million not less than 14 units 

0.14% 0.13% 4 


ALLEN &® HANBURY S LONDON 
[See also pp. 14 & 17.) 


— 
Simplify the Techni f Infant Feeding by usi 
implify the Technique of Infant Feeding by using 
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NEWTOWN LIMF CHARNWOOD FOREST 


Numerous letters from smokers tell of pleasure 
in finding their favourite ‘‘Player’s’’ on sale here, 
there and everywhere . . . in the most unexpected 
places . . . The vast demand which makes this 
possible also ensures their unfailing freshness, 
and is proof supplied by smokers themselves 
that there is no better Cigarette at 10 for 6d. 
Remember also, whatever your taste, you can 
please yourself by choosing ‘‘Medium”’ or ‘‘Mild’’ 
blends—Cork-tipped or Plain. 


PLAYER'S NAVY CUT CIGARETTES * “MEDIUM” OR ‘‘MILD" 10 for 6d. 20 for 11}d. 


N.C.C.45°H 
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Schweppes 


SUGAR-FREE GINGER ALE. . 
SUGAR-FREE TONIC WATER... 
SPARKLING LIME 


Approved by the Institute of Hygiene and the Diabetic Association. 


These beverages have been analysed by the Institute of Hygiene and 
found “free from sugar and metallic contaminants.” The analyses 
shown have been accepted by the Medical Advisory Council of The 
Diabetic Association and recommended for diabetic and obese subjects. 


SUGAR-FREE 


ANALYSIS SHOWED THE FOLLOWING RESULTS : 


Ordi 
Ginger Ale Tonic Water Tonic Water 


ydrates absent 6.2% Carbohydrates absent 9.1% 
Protein absent absent Protein absent absent 
Fat absent absent Fat absent absent 


Lint Sporting Lim 


Carbohydrates absent 11.8% 
Protein absent absent 
Fat absent absent 


FOR FREE SAMPLES WRITE TO: MESSRS. SCHWEPPES LTD. 1 CONNAUGHT PLACE, LONDON. W.2 


LACTOPEPTINE | 


The formula of LACTOPEPTINE 


[in 3 FORMSTO | 


compounded of Pepsin, Pancreatin, 
needs of Diastase, Lactose and the natural 
patients, Cag tae acids as secreted by the human 


ree le in 


stomach, it assists the failing 
EL POWDER and digestion in whatever respect it 


may be lacking. 
2 APPROVED BY 


Medical workers have frequent! 
found that LACTOPEPTINE 


JOHN BELL & CROYDEN, 
60/62, WIGMORE STREET, 
LONDON, 


couple supplies to the Medical 


sion free on 


St. Hi Lancashire. 


DIGESTS LIKE NATURE DIGESTS 


EMINENT AUTHORITIES 


For a beverage to have the pleasure of beer and 
the curative Properties of medicine is a triumph 
indeed. The medicinal properties of ‘‘ Patz” 


are derived from the choicest Pilsen 
ically pure east cultures, and s 


selected water. tz” matures for 12 months, 
exceptionally gravity (r049°), am = iis fall 


strength 5°18%). It holds the worl 


“Patz” er is prescribed liver 


and kidney disorders, loss of tite, constipation 
and mild diabetes. _ 


Lancet's 


on 
on request. 


JOHN C. NUSSLE 
& Co., Ltd., 


* London, Wels” 


GENUINE & ORIGINAL 
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| POSTERISAN 
Pruritus Ani—severe case, A free supply for clinical trial 
where only Ungt. Cocaine Postersan Therapy sent 
gave relief.” 
—M.B., Ch.B. CHAS. ZIMMERMANN & CO. Ltd. (Medical Dept. } 
9-10, St. Mary-at-Hill, LONDON, E.C. 


ELIXIR VALERIAN 


—— GALE —— 
A unique tion of Inodorous Extract of Valerian, designed to replace preparations 
of Valerian which cannot be tolerated by reason of their unpleasant odour and taste. 
Highly successful in the treatment of Insomnia, and in cases where a sedative 
action is required. 
Also supplied in combination with various i of BROMIDES, 
BARBITURATES, CHLORAL, Etc: 


SAMPLES AND PRICES ON APPLICATION. 


GALE, BAISS & CO. Ltd., Wholesale Chemists and Druggists, 
274/276, ILDERTON ROAD, LONDON, S.E.I5. 


Telephone: New Cross 0094, 


OUR SERVICE TO DOCTORS 
AND THEIR DEAF PATIENTS! 


—NUMBER TWO— 
JN prescribing * “Ardente " for your deaf patients when an aid becomes necessary, you are safe because 
they can obtain service in most important towns throughout Great Britain—to meet any change in 
their aural condition. As an additional safety factor, each “Ardente "’ is covered by its maker's 
queen. There are a full range of “Ardente” types—electrical and non-electrical Bone- 
duction, Granule, Valve and Phantom types—which are 


individually suited, after Aurameter Test, to the needs of each 
case—no expense being incurred until hearing satisfactorily. 
Inst. 


Doctors’ Hospital, or any of eur addresses. 
Medical Reports are 
10 Medals, 5 Diplomas. "Supplied under National Fiealth Insurance. 


ARDENTE 


Birmingham Gristo! Cardiff Exeter Edinburgh Glasgow Leeds Leicester Liverpool Manchester Newcastle Southampton 


JENNER INSTITUTE Stucerinated VACCINE LYMPH 


PREPARED IN ACCORDANCE WITH THE THERAPEUTIC SUBSTANCES REGULATIONS (BRITISH PRODUCT) 


SINGLE VACCINATION TUBES 8d. each; 7s. dozen. Postage 1id. extra. Telegram. 
Telephone: LARGE TUBES (EXPORT Only) sufficient for 5 vaccinations, 1s. 3d. each; 12s.dozen, al NE 
BaTTERSEA 1347, “JENVAOT ONE, 
SOLE AGENTS FOR SCLAVO’S ANTI-ANTHRAX SERUM. LonDOoN a: words). 


JENNER INSTITUTE FOR CALF LYMPH LTD., 73, Church Road, Battersea, S.W.11. 
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é HEALTH BREAD 
ROLLS 


CRACKNELS 
HYGIENIC PACKING 


PROTEIN CARBOHYDRATES 
42.00% 10% 


POLLEY AND GOMPANY LIMITED | 


REGD. TRADE MARE 


——_ WIDELY USED IN DIETS FOR 
DIABETES 
CASTRIC ULCER 
INDIGESTION & OBESITY 


Sample, Diet Plans & Analysis Free on Request 
|(Dept. L), PLYMOUTH RD.. LONDON, E.16 


IMPORTANCE OF SHREDDED WHEAT’S 


Five Food 
Proteins 
Mineral_| For New 
Salts Tissues 
For Energy (=\ 
Bran _| for Regularity 


The mineral salts needed for re- 
newal of tissues constitute one of 


Shredded Wheat’s important Five 
Food Values. Daily Shredded 
0 Wheat yields a liberal supply of 


this essential element in a form 
that ensures 


jon and rapid absorption by the system. 
Replete with ail = aaa of pure whole wheat, Shredded Wheat 
makes a light yet a en diet. It blends deliciously with milk, cream, 
butter, egg, or fruits. 


SHREDDED WHEAT § 


Made by The Shredded Wheat Co. Ltd, Welwyn Garden City, Herts. 


UNIVERSITY EXAMINATION 


POSTAL INSTITUTION 


Founded im 1882 by E. 8. WEYMOUTH, M.A. 
Postal or Oral Preparation for all Medical Examinations. 


SOME SUCCESSES 


(Lond.), 1901-37 (11 Gola Medallists 1913-37)413 


M.S.(Lond. ), 1901-37 (including 4 Gold Medallists) 24 
B.S.(Lond. ), 
F.R.C.S.(Eng.)1919-37 Primary 199 ; Final192 


| D.P.H. (various), 1906-37 (completed exam.) 348 
F.R.C.S.(Edin,), 1918-37 65 
M.R.C.P,(Lond.), 1919-37 ............ 286 


M.R.C.S.,L.R.C.P. Fina! 1919-37 (completed exam.)606 
M.D. (various), by Thesis. Many Successes. 
D.O.MS., D.L.O., D.P.M., &. Many Successes. 


MEDICAL PROSPECTUS (47 pages), 


with List of Tutors, &c., on ap to = 


Red Lion-square, Lond on, *W.C. (Telephone 
314.) 


BRITISH POSTGRADUATE MEDICAL SCHOOL 


(UNIVERSITY OF LONDON) 


Department of Medicine 


A COURSE OF SIX LECTURES on 
MEDICAL PSYCHOLOGY 


will be given by 
Professor E. MAPOTHER, 
M.D., F.R.C.P., F.R.C.S. 


on NOVEMBER 15th, 22nd, 29th, 
DECEMBER 6th, 13th, 20th, 1938, 


Department of Pathology 
A COURSE OF THREE LECTURES on 


THE MUCOUS SECRETION of the 


GASTRO-INTESTINAL CANAL 


will be given by 


Professor H. W. FLOREY, M.A., Ph.D. 


on NOVEMBER 16th, 23rd, 30th, 1938, 


at 4.30 p.m. - at 4.30 p.m. 


Department of Surgery 


A COURSE OF TWO LECTURES on 
DISEASES OF THE BLADDER 
will be given by 
Mr. R. OGIER WARD, D.S.0., M.C., F.R.C.S., 
on NOVEMBER 18th and 25th, 1938, at 2.30 p.m. 


These lectures are for regular students of the School, but a limited number of tickets are available, without fee, 
for medical practitioners. Applications for tickets should be addressed to the Drax, British PostGRADUATE MEDICAL 
ScHoot, DUCANE-ROAD, SHEPHERD’s Busn, Lonpon, W. 12. 
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University of London. N ational Adoption Society, 


4 Baker-street, W.1. Tel.: Welbeck 7211, offers assistance 
A Course of Three Lectures on “‘ THE PATHOGENIC TRYPANO- | jn the legal adoption of illegitimate and orphan babies into 

SOMES OF AFRICA AND THE TSETSE FLIks (GLOSSINA) THAT | suitable family life. Chairman: The Lady Gweneth Cavendish. 

CONVEY THEM” will be given by Dr. H. LYNDHURST DUKE, | — 

O.B.E. (formerly Director of the Human Trypanosomiasis 


Research Institute, Uganda Protectorate) at the LONDON PRELIMINARY EXAMINATIONS FOR MEDICAL 
ScHOOL OF HYGIENE AND TROPICAL MEDICINE (Keppel-street, AND DENTAL STUDENTS 

Gower-street, W.C.1) on NOVEMBER 15th, 16th, and 17th, 

at 5.30 P.M. At the First Lecture the Chair will be taken The College of Preceptors holds Preliminary Examinations in 


by Mr. C. M. WENyon, C.M.G., C.B.E., F.R.S. (Director-in- ee June, September, and December. For regulations, apply 


Chief of the Wellcome Bureau of Scientific Research). the are College of Preceptors, Bloomsbury-Square, 
Illustrations. London, 


ADMISSION FREE, Weert TICKET 


WORSLEY, Academic Registrar. — STAMMERI NG 
X-RAY CAR SERVICE 
Full Particulars upon request to: 
Mr. A. C. SCHNELLE, 


RTABLE 


Mussum 3665. Estab. 1905 


STAMMERING, SPEECH DEFECTS. 
POWER ROAD, CHISWICK BEHNKE METHOD. Estab. 1880. CASES, non-resident, 


treated at 39, Earl’s Court-square, S.W.5, and, in residence, in 
TELEPHONE CHISWICK 4006 the Summer Holidays at Miss Behnke’s = on the Chilterns. 


- in the education and treatment of 
Times, 


-eminent success 
stammering and other speech defects.”’—The 
“Thoroughly physiological principles.’’—The Lancet. 
“The method is scientifically correct and perfectly effective.” 
—Guy’s Hospital 


ANY HOUR 


DAY ANY. NIGHT 
ANYWHERE 


“STAMMERING, CLEFT PALATE, SPEECH LISPING.” 3s. 9d. 
of Miss BEHNKE, 39, Earl’s Court-square, S.W.5 


BRITISH POSTGRADUATE MEDICAL SCHOOL 


(UNIVERSITY OF LONDON) 


KETTLE MEMORIAL LECTURE 


The Kettle Memorial Lecture will be delivered at the London School of Hygiene and 
Tropical Medicine at 5p.m. on Thursday, 24th November, 1938, 


By Professor W. W. C. TOPLEY, M.D., M.Sc., F.R.C.P., F.R.S., on 


“THE PLACE OF PATHOLOGY AMONG THE MEDICAL SCIENCES” 
The Chair will be taken by Sir JOHN CAULCUTT, K.C.M.G. (Chai 


of the Governing Body of the British Postgraduate Medical School) 
Members of the Profession are cordially invited 


POST-GRADUATION SCHOOL 


(@ENTRAL | ONDON THROAT. NOSE & FAR HOSPITAL 


GRAY’S INN ROAD, W.C.I 


GENERAL PRACTITIONERS’ WEEK 
2Ist to 26th NOVEMBER, 1938 


During this week the teaching work of the Hospital, both in the Out-patient 
Dept. and in the Operating Theatres, will be restricted to that most helpful to 
those engaged in general practice and every endeavour made to meet the 


problems met with by general practitioners in so far as they relate to the 
throat, nose and ear. There is no fee. 


| Detailed programme obtainable from C. GILL-CAREY, F.R.C.S. Ed., Dean. 
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Roya! College of Physicians of London. 


Professor J. B. S. HALDANE, F. R. S., will deliver the LLOYD 
ROBERTS LECTURE on THURSDAY, NOVEMBER 17th, at 
5 o’clock, at the College, Pall Mall East, S.W.1. 

Subject: “* SoME PROBLEMS OF HUMAN CONGENITAL DISEASE.” 

Any Member of the Medical Profession admitted on presenta- 
tion of card. 

By order of the President, 
H. M. BaRLow. Secretary. 


HIGHER MEDICAL 
QUALIFICATIONS 


Are you desirous of obtaining one of the special 
higher qualifications ? 


Diploma in Psychological Medicine. 

Diploma in Ophthalmology. 

Diploma in Radiology. 

Diploma in Laryngology, Otology, and Rhinology. 

Diploma in Gynacology. 

Diploma in Public Health. 

Diploma in Tropical Medicine, 

Mastery of Midwifery. 

All Higher Medical and Surgical Degrees 
Diplomas. 


' the above Courses of Combine 


Write at once stating your requirements to the 


Secretary, 
MEDICAL CORRESPONDENCE COLLEGE, 
19, Welbeck Street, W.1. Tel.: Welbeck 8901. 


WE SPECIALISE IN POST-GRADUATE COACHING 
FOR ALL EXAMINATIONS. 


HOME for EPILEPTICS MAGHULL 
(Near Liverpool) 
FARMING and OPEN AIR OCCUPATION for PATIENTS 


A few vacancies 
in Ist and 2nd 
Class Houses. 


FEES: 

Ist Class (men 
only) from £3 p.w. 
upwards. 
2nd Class (men and 
women) 32/- p.w. 


For further 
porticulars apply 
Secretary, 
C. EDGAR GR'ISFWOOD.AC.A., 20, Exchange St. East, Liverpool. 


BARNWOOD HOUSE, GLOUCESTER. 


A REGISTERED HOSPITAL For THE CARE TREAT- 
MENT or LADIES anp GENTLEMEN SUFFERING FRO 
NERVOUS anp MENTAL DISORDERS. 


at the foot of the d Hills and 

stands in its own grounds of over 300 acres. Vol — Patients 
of both sexes also are received for treatment. Special accom- 
modation is also provided at five villa res idcncese all of which 
stand in their own grounds and are entirely separate from the 


in Hospital. 

to terms, &c., apply to G. W.T. H. FLEMING, 

L.R.C.P., D.P.M., Physician Superintendent. 


BROOKE HOUSE, CLAPTON 


A PRIVATE HOME for the en a of Nervous an 
Mental Disorders in both sexes. Situated in nine acres ot 
Pleasure Grounds. 


Voluntary, Temporary, and Certified Patients received. 
For further particulars apply— 
Dr. ERNEST ROLLINS, Resident Physiciam, 
Tel.: Amherst 1642 


EPPING HOUSE 


LITTLE BERKHAMSTED, Nr. HERTFORD, HERTS. 


An attractive and comfortable PRIVATE HOME. Beauti- 
fully situated in its own grounds, 400 feet above sea level. 
Exceptionally healthy air and Dn eee affords every facility for 
convalescence. Foam Baths, Billiards, Squash Racquets, Lawn 
Tennis, Croquet, Bowls, Farm Produce, &e. 


Treatment for Ladies and Gentlemen suffering from Insomnia, 
Functional Nervous Disorders, Alcohol and Drug Habits, Chronic 
naonees and Kidney Diseases, also C Convalescing Cases. 


Tel :E den 12. Apply, J. C. Baker, M.B. 


| ittleton Hall, Brentwood, Essex. 


(18 miles from Lenten.) 400 feet above sea. 


A PRIVATE HOME for LADIES situated in large grounds. 
Voluntary, temporary, or certified cases received. 
Apply to Dr. HayNzs. _ Brentwood 45. 


CHISWICK HOUSE, 


PINNER, MIDDLESEX. 
Telephone: PINNER 234. 


A Private Hospital for the Treatment and Care of Mental and 
Nervous Illnesses in both Sexes. 

A modern country house, 12 miles from Marble Arch, in 
attractive and secluded surroundings. Fees from 10 guineas per 
week inclusive. Cases under Certificate, Voluntary and 
Temporary Patients received for treatment. 

Macavtar, M.D., D.P.M. 


THE WARNEFORD, OXFORD. 
HOSPITAL FOR MENTAL DISORDERS. 
President: The Right Hon. the Lorp SAYE AND SELE. 


This Registered Hospital for the Treatment and Care, at 
moderate charges, of Mental Patients belonging to the educated 
8, Stands in @ healthy and pleasant situation on Headington 

Hill, near Oxford. Voluntar tary and Temporary Patients are also 
received for treatment. The adjacent estate of HIGHFIELD 
PARK has recently been acquired and the house, which has 
been modernised and equipped with every comfort, is now 
available for ae and convalescent patients. Private suites 

arrang 


can be 
For further apply t to ‘Superintendent. 


HILL END HOSPITAL 
AND CLINIC 


FOR THE PREVENTION AND TREATMENT OF MENTAL 
AND NERVOUS DISORDERS 
(20 miles from London) 

Ladies suffering from all forms of MENTAL ILLNESS are 
received for treatment, on modern lines, as Voluntary cay , Temponsey 
or Certified Private’ Patients at the Hill Hos 
Convalescent or mild cases can be treated Re a delightful 
country mansion, with extensive grounds, knows as 


HIGHFIELD HALL, 
situate about a mile away from the Hospital. 
FEES TWO TO FOUR GUINEAS PER WEEK. 


particulars to the Medical Director, 
. J.T. L.R.C.P., 


ST. ALBANS, HERTS 


PORTSMOUTH CITY MENTAL HOSPITAL 


mmodation is provided for the reception of PRIVATE 
PATIENTS of both sexes in three detached Villas, which are 
healthily and pleasantly situated in extensive grounds with sea 


views. 
Charges from 3 guineas weekly tectoding oft necessaries except 
cloth to the Medica and Resideat 
Physi THoMAS BEATON, O.B. F.R.C.P. 
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CAVENDISH NURSES 


jal Nurses for A very convenient form of telephone 
ave MALE and FEMALE | 
Cases. tion to the Secretary. 
Head Office: 54, BEAUMONT ST., LONDON, W.!I (late 43, New Cavendish St., London, W.1). 
Branches :—MANCHESTER : 176, Oxford Road. GLASGOW : 28, Windsor Terrace. DUBLIN : 23, Upper Baggott Street. 


Superior trained Nurses for Medical, Surgical, Mental Dipso- Telegrams: Tactear, enol # Surgical, Glasgow. 
mania, Travelling and all cases. Nurses reside on the premises Tactear, Manches: Tactear, Dublin. 
and are always ready for urgent calls Day and Night. Skilled Telephones : London, 1277 Welbeck (2 lines). 

Masseuses, Masseurs, and good Valet attendants supplied. Manchester, 3152 Ardwick. Glasgow, 477 Douglas 
Terms from £3 13 6. Apply to the Secretary or Lady Supt. Dublin, 62006. 


General 6 Mental Nurses Association, Ltd. 


, HIND: TREET, M HESTER Telegrams: “Isolation, London.” 
SQ, (MALE & FEMALE) Welbeck 9842. 


SUPPLY STATE REGISTERED NURSES FOR ALL TYPES OF ILLNESS, ine MENTAL AND NERVE CASES, AT A MOMENT’S 
All Nurses fully insured against Accident. NOTICE—DAY OR NIGHT Terms from £3 13 6. Apply MATRON. 


NURSE MALE & FEMALE ASSOCIATION, LIMITED. 
All Members of our Staff are Total Abstainers 
50, NOTTINGHAM PLACE, LONDON, W.1. Telegrams: “Gentlest, London.” Telephone: Welbeck 5969 


CERTIFICATED HOSPITAL NURSES (Male and Female) AVAILABLE BAY AND NIGHT FOR MEDICAL, SURGICAL, MENTAL AND ALL CASES 
TERMS frem £3 3s. ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT. Apply, LADY SUPERINTENDENT. 


8, HINDE ST., MANCHESTER SQ., W.1. 


MEDICAL, TRAVELLING AND ALL CASES 


Telephones : Telegrams : 
London: 3297 WELBECR. ASSUAGED, LONDON. 
Manchester: 3619 ARDWICK, ASSUAGED, MANCHESTER, 
Edinburgh : 2715 CENTRAL, ASSUAGED, EDINBURGH, 


MANCHESTER—2387, BRUNSWICK STREET (Facing Owen 

EDINBURGH— —T, TORPHICHEN STREET College) 
Terms £4 4 0 per week 5 

ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT sm Please address all communications W.WALSHE, Secretary. 


THE COPPICE, NOTTINGHAM. 
Telegrams: “ ASSISTIAMO, LONDON.” HOSPITAL FOR MENTAL DISEASES. 
President: The Right Hon. LonD BELPER. 


M A L FE N U m S Ee S This Institution is exclusively for the reception of a limited 


number of PRIVATE PATIENTS of both sexes, of the UPPER 


and MIDDLE CLASSES, at moderate rates of payment. It is 
A S _ O ( j A T | O N beautifully situated in its own grounds, on an eminence a short 


cistance from Nottingham, and commands an extensive view of 


the surrounding country ; and from its singularly healthy posi- 
29, YORK is BAKER ST., LONDON, W.1 tion and comfortable arrangements affords every facility for the 
Established 34 years. relief and cure of those mentally afflicted. Voluntary and 
Temporary Patients received. Occupational Therapy. For 
terms, &c., apply to the Medical Superintendent. 
Permanent Staff of Resident Male Nurses Telephone: 64117 Nottingham. 
We supply fully-trained Male Nurses for all cases. 
Thoroughly experienced men with special training 
for mental work. (grove House, All Church 


STRETTON, SHROPSHIRE. 


W. J. HICKS, Secretary. 
V J A PRIVATE HOME for the care and treatment of a limited 
number of Ladies Afflicted. 


Climate healthy and bracing 
Apply to Dr. McoCLINTOcE, Proprietor and Resident Medical 


‘Phone: BEDFORD 3417. Near BEDFORD BISHOPSTONE HOUSE, BEDFORD 


For Mental Cases with or without Certificates. 

Ordinary T Five Gut k (including S , A SELECT PRIVATE MENTAL HOME FOR LADIES 
Bedrooms for all suitabl t extra charge). Certified and voluntary. With separate house and gardens for 

For forms of admission &c., proce to — Resident Physician, voluntary boarders. Under personal supervision of a Resident 


Ric W. BOWER Menta!) Specialist and Psychiatrist. Medical Superintendent: 
InTeRvigws 1x Lonpom BY APPOINTMENT. Dr. J. LANGHAM MacavuLaY. Tel.: BEDFORD 2708. 
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THE RESIDENTIAL TREATMENT OF 


(Postal Address), WOODBRIDGE, SUFFOLK 


ENDLESHAM HALL, which is 
open to receive patients, is essen- 

tially a Sanatorium. Its daily life and 
routine are that of an ordinary com- 
fortable holiday or health resort, or of 
a large country house. Each patient 
has all the privileges of a guest consistent 


with the prescribed medical treatment. RENDLESHAM HALL 


Rendlesham Hall has 45 Bedrooms, and about 450 acres of Gardens and Park. 
It has also a private Nine-hole Golf Course, Tennis and Croquet Lawns, and Bowling Green. 
Illustrated Booklet, giving particulars as to terms, etc., can be had on application to 


THE RESIDENT MEDICAL SUPERINTENDENT 


Telegrams and Telephone: WICKHAM MARKET 216. (Toll Call from London.) 
Proprietors: THE NORWOOD SANATORIUM, LIMITED. 


RUTHIN CASTLE, NORTH WALES 


A Private Hospital or Clinic for the diagnosis and treatment of Internal Diseases (except Mental or 
Infectious Diseases). 


The weekly fees are from 15 guineas according to the room occupied; rooms with bathroom are 
from 21 guineas. The charges include all chemical, bacteriological, X-ray or other examinations advised 
by the doctors, and all the usual forms of treatment, in addition to board and lodging. There are no extra 
charges except for alcohol (when ordered) and laundry. 


An examination and consultation fee of 15 guineas is charged on the first visit. 


The climate is mild. The annual rainfall is 30°5 inches, that is, less than the average for England. 
There is central heating throughout. 


Addresse—TueE Secretary, Ruthin Castle, North Waies. 
Telegrams : Castle, Ruthin, Telephone: Ruthin 66. 


% 

The MUNDESLEY SANATORIUM 

¥ Resident Physicians: 

% The central building makes S. VERE PEARSON, The buildings face 8.8.W. # 

# the Mundesley Sanatorium M.D. (Cantab.), M.R.C.P. (Lond.). and are sheltered from the 

% the best equipped buildin, E. 0. WYNNE-EDWARDS, | sea by a pine-clad ridge 

% in England for the cure o M.B. (Cantab.), F.R.C.S. (Edin.). The : rd a dd : 

% Tuberculosis. All the bed- GEORGE H. DAY, ‘he sunshine record and dry 

rooms have hot and cold ‘M.D. (Cantab.). Th 

% ter, electric light, e medical equipment is o 

x The public rooms are THE SANATORIUM, a day and night nursing * 

spacious and comfortable MUNDESLEY, NORPOLE. staff 

Telephone: Mapdediey 94 and 95 * 

TERMS FROM 7} GUINEAS WEEKLY 


ALCOHOLISM & DRUG ADDICTION , 
| 
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ST. ANDREW’S HOSPITAL 


FOR MENTAL DISORDERS, 
NORTHAMPTON 


FOR THE UPPER AND MIDDLE CLASSES ONLY. 
PRESIDENT: THE Most Hon. THE MARQUESS OF EXETER, C.M.G., A.D.O. 


MEDICAL SUPERINTENDENT: ‘THOMAS TENNENT, M.D., M.R.C.P., D.P.H., D.P.M. 


This Registered Hospital is situated in 120 acres of park and pleasure grounds. Voluntary patients, who are suffering from 
incipient mental disorders or who wish to prevent recurrent attacks of mental trouble, tempo patients, and certified patients 
of both sexes, are received for treatment. Careful clinical, bio-chemical, bacteriological, and pathological examinations. Private 
rooms with special nurses, male or female, in the Hospital or in one of the numerous Villas in the grounds of the various branches 


can be provided. 
WANTAGE HOUSE 


This is a Reception Hospital, in detached grounds with a separate entrance, to which patients can be admitted. It is 
equipped with all the apparatus for the most modern treatment of Mental and Nervous Disorders. It contains special depart- 
ments for hydrotherapy by various methods, including Turkish and Russian Baths, the prolonged immersion bath, Vichy 
Douche, Scotch Douche, Electrical Baths, Plombiéres treatment, &c. There is an operating Theatre, a Dental Surgery, and 
X-ray Room, an Ultra-violet Apparatus, and a Department for Diathermy and High Frequency treatment. It also contains 
Laboratories for bio-chemical, bacteriological, and pathological research. 


MOULTON PARK 


Two miles from the Main Hospital there are several branch establishments and villas situated in a park and farm of 650 acres. 
Milk, meat, fruit, and vegetables are supplied to the Hospital from the farm, gardens, and orchards of Moulton Park. Occupation 
therapy is a feature of this branch, and patients are given every facility for occupying themselves in farming, gardening, and 


fruit growing. 
BRYN-Y-NEVADD HALL 


The Seaside house of St. Andrew’s Hospital is beautifully situated in a Park of 330 acres, at Llanfairfechan, amidst the finest 
scenery in North Wales. On the North West side of the Estate a mile of sea coast forms the boundary. Patients may visit this 
branch for a short seaside change or for longer periods. The Hospital has its own private bathing bouse on the seashore. There 
is trout fishing in the park. 


At all Branches of the Hospital there are cricket grounds, football and hockey grounds, lawn tennis courts (grass and hard 
court), croquet grounds, golf course, and bowling greens. Ladies and gentlemen have their own gardens and facilities are provided 
for handicrafts such as carpentry, &c. i 

For terms and further particulars apply to the Medical Superintendent (TELEPHONE: No, 2356 and 2357 Northampton), 
who can be seen in London bv ®»nointment 


CAMBERWELL HOUSE 


Telegrams: “ PsYoHoLIA, LONDON.” 33, PECKHAM RD., LONDON, S.E.5. Telephone: Rodney 4242 (2 lines). 
For the treatment of MENTAL DISORDERS. 


Also completely detached Villas for Mild Cases, with private suites if desired. Voluntary Patients received cres 
of Grounds, Hard and Grass Tennis Courts, Putting Greens. Bowls, Croquet, S “with 
Court, gna all Wireless and other Concerts, Occupational Therapy, Calisthenics, and 

ancing Classes. X-ray anc ctino-therapy, Prolonged Immersion Baths, Operating Theat » Li é 
or ysician : r. HUBERT JAMES NORMAN, assisted by three Medical Officers, also resident and visiting Cons 

An illustrated Prospectus, giving fees which are strictly moderate, may be obtained upon application to the La” 

The Convalescent Branch is Hove Villa, Brighton, and is 200 feet above sea level. 


FAIRFORD RETREAT, Gloucestershire 


(Within two hours of London.) ESTABLISHED 1822. 


Home life for Ladies and Gentlemen MENTALLY AFFLICTED. Voluntary Patients received without Certificates. The 
Retreat is pleasantly situated in extensive grounds on the banks of the River Colne, a part of which celebrated trout 
stream flows through the Estate. There is every facility for sport and Occupational Therapy. The neighbourhood abounds 


in pleasant walks, and Fairford, being in the Cotswolds on a dry oolitic soil, is remarkably healthy. Own farm and 
dairy produce, 


For terms, which are very moderate, apply to the proprietor, Dr. A. C. King-Turner, The Retreat, Fairford, Glos. Telephone 9 


THE COTSWOLD SANATORIUM 


First opened in 1898 and rebuilt in 1925 on the Cotswold Hills seven miles from Cheltenham, for the treatm: 

other forms of Tuberculosis. Aspect S.S.W., sheltered from North and East, elevation 800 feet. Pure bracin cain SPECIAL TRO AL 
MENT by artificial PNEUMOTHORAX (X-ray controlled). TUBERCULINS, and ULTRA-VIOLET Rays is available when 
necessary without extra charge. X-RAY plant, Fully Equipped Dental Department, Electric Light Radiators, hot and cold basins 
and Wireless in all rooms. Up-to-date drainage, Full day & night Nursing Staff. Terms 5 to 7} Guineas a week inclusive. 


Med. Supt.: GEOFFREY A. HOFFMAN, B.A., M.B.,T.C. Dub. Asst. Phys.: MARGARET A. HARRIS 
Cons. Laryngologist : G. N. BARKER, F.R‘C.S. Edin., D.L.O. Cons. Dent. Surgeon: GEORGE V. SAUNDERS 


Phone: 81 & 82 Witcombe. Apply: The Secretary, The Cotswold Sanatorium, Cranham, Gloucester. Telegrams : “‘ Hoffman, Birdlip.” 


PRIOR PLACE SANATORIUM 


HEATHERSIDE, CAMBERLEY, SURREY. 
FOR THE TREATMENT OF PULMONARY TUBERCULOSIS 


Well situated on high ground and surrounded by pines and heather. 
All rooms are fitted with electric light, wash basins with hot and cold water, and radiators. 
X ray plant. Day and night nursing staff. 
RESIDENT MEDICAL SUPERINTENDENT: Dr. H. O. BLANFORD, to whom application for admission can be made. 
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THE MAUDSLEY HOSPITAL, DENMARK HILL, S.E.5. 


RODney 3841 


Voluntary patients only received. 


A CLINIC instituted by the London County Council for teeatment of Nervous and Curable Mental Disorder. 


New Out-patients,—Men : Mondays and Thursdays, 2 p.m. Women: Tuesdays and Fridays, 2 p.m, Children : Mondays and Fridays, 10 a.m. In-patients 
(a) 235 beds (both sexes) in wards or separate rooms, including 35 beds in a ward of King’s College Hospital which is in use as a temporary annexe of the 
Maudsley Hospital; (6) a special ward (including some private rooms) for those patients of each sex who are paying the full cost and are otherwise 
suitable. Trerms—£5 a week, but in the case of patients with a legal settlement in the County of London a less sum may be charged according to means, 


Terms include (with rare exceptions) all forms of treatment, for which there are exceptional facilities as there is a Staff of Consultant Specialists, and 


the Central Laboratory of London County Mental Hospitals is attached to the Hospital. Inquiries of EbwarD Mapotuer, M.D., F.R.C.P., F.R.C.S., 
Medica] Superintendent. 


THE ROYAL EARLSWOOD INSTITUTION 


FOR MENTAL DEFECTIVES, REDHILL, SURREY. 
(Formerly the EARLSWOOD ASYLUM.) PATRON: H.M. THE KING. 
FOR THOSE REQUIRING CONTROL with EXPERT SUPERVISION and needing SPECIAL TRAINING in asefu! 
occupations, SCHOOLS, FARMING, and various TRADE WORKSHOPS. 


nclusive fees from £110 pa. THOSE UNABLE TO PAY FULL FEES admitted by votes of subscribers with pari 
towards co! 


st. 
RECREATIONS: Outdoor games. MALE STAFF BAND for Concerts, Dancing, etc. 


Apply: THE MEDICAL SUPERINTENDENT, Earlswood, Redhill, Surrey, ‘Phone: REDHILL 344; 
Mr. H. STEPHENS, 14-16, Ludgate Hill, E.C.4, ’Phone: City 4697. 


PECKHAM HOUSE, 112, Peckham Road, London, $.E.15 


Telegrams: “Alleviated, London.” 


or to the Secretary, 


Telephones: Redney 2641 and 2642. 


The above House is for the care and treatment of persons suffering from mental diseases and nervous disorders. Certified 
voluntary and temporary ——— are received. Separate houses for treatment and accommodation of special cases adjoin the 
Institution. Occupational therapy, physical drill, and other forms of modern treatment. There is a seaside branch, Kearsne 
Court, near Dover, to which patients may be sent for treatment oron holiday. Motor drives are arranged when required. Tenn 
courts. Entertainments, dances, and indoor amusements held throughout the year. Terms from £3 3s. per week. Illustrated 
nrospectus and further particulars can be obtained from the MEDICAL SUPERINTENDENT. 


THE OLD MAN OR A Private Hospital for the Care and 
Treatment of those of both sexes suffer- 
SALISBURY ing from MENTAL DISORDERS. 
Extensive grounds. Detached Villas. Chapel. Garden and Dairy Produce from own farm. Terms very moderate. 
CONVALESCENT HOME Detached Villas standing in 12 acres of ornamental grounds, with tennis courts, etc., which 


AT BOURNEMOUTH Voluntary, Temporary or Certified Patients may visit by arrangement for long or short period 
Illustrated Brochure on application to the Medical Superintendent. The Old Manor, Salisbury. Telephone: Salisbury 2251. 


VALE OF CLWYD SANATORIUM 


This Sanatorium is established for the treatment of Tuberculosis of the Lungs and the Pleural Cavities. It is situated in 
the midst of a large area of park-land at a height of 450 feet above sea level, on the South West slopes of mountains rising to over 
1800 feet, which protect it from north and east winds and provide many miles of graduated walks with magnificent views. Average 
rainfall 29-57 per annum. Full day and night Nursing Staffs. X-Ray plant. Every facility for Artificial Pneumothorax and 
for operations on the chest. Electric Lighting. Central Heating. Home Farm. Grade A Milk from T.T. Herd. 

For particulars apply to Medical Superintendent. 


H. Morriston Davties, M.D., M.Ch. (Cantab.), F.R.C.S., Llanbedr Hall, Ruthin, N. Wales. 


NORTHUMBERLAND HOUSE 


GREEN LANES, 


FINSBURY PARK, N.4 


A PRIVATE HOSPITAL for the treatment of mental and nervous illnesses. Conveniently situated and easy of access from al! 
parts. Six acres of ground facing Finsbury Park. Voluntary and Temporary Patients received without certification. Occn- 
pational Therapy, Payment and other modern forms of treatment. 

Telephone: Stamford Hill 2688. 


Telegrams: SUBSIDIARY, LONDON.” 
Convalescent Home, KEARSNEY CoURT, DOVER. 


For further particulars apply to the MEDICAL SUPERINTENDENT. 


CRICHTON ROYAL, DUMFRIES 


For NERVOUS AND MENTAL’ DISORDERS 


This hospital has every facility for complete investigation of the above conditions, and provides all forms of modern 
treatment, including psychotherapy, physiotherapy, occupational and recreational therapy. Cases uf alcoholism and drug 
addiction are admitted. The Physiotherapy Department has separate units fully equipped for X-ray work, heliotherapy, 
short-wave therapy, electro-therapy, and hydrotherapy (swimming bath, prolonged baths, Scotch and Vichy douches, 
Plombiéres treatment, electric and Turkish bath cabinets, etc.). There is a fully equipped gymnasium under qualified 
instructors. Facilities are provided under special recreational therapists for all indoor and outdoor games, including 
golf course, cricket, football and hockey grounds, lawn tennis and squash courts, croquet and bowling greens. 

The Hospital has its own Church, Library, Cinema and Hairdressing Saloon. Terms include regular motor drives. 
Private rooms, suites, or villas are available, and special nurses can be provided. The hospital grounds extending to 
nearly 1000 acres are situated in delightful country and include an extensive farm (T.T. herd), gardens and orchards. 
As the hospital is well endowed terms are exceptionally moderate, e.g., First Department 3 to 30 guineas per week, Second 


Department 2 and 2} guineas per week. Voluntary and certified patients are received. Medical Certificates given anywhere 
in the British Isles are valid for admission of patients. 


For prospectus, necessary forms, and further information apply to :— 
Physician Superintendent, P. K. McCowan, J.P., M.D., F.R.C.P., D.P.M., Barrister-at-Law. Tel. Dumfries 1119. 
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COURT HALL, KENTON, near EXETER 


FOR THE TREATMENT OF EIGHT LADIES, VOLUNTARY, TEMPORARY AND CERTIFIED PATIENTS 


CLIFFDEN, TEIGNMOUTH 


FOR EARLY AND CONVALESCENT CASES Recreational Therapies are held daily by skilled Leaders 
The house stands high with spacious balconies and extensive views of the South Devon Coast. Beautiful garden. Own Dairy in 25 acres. Private road to beach, 
There is also a charming house, EBWORTHY, MANATON, DARTMOOR, situated in 20 acres, 1100 ft. up for bracing moorland air, 


Resident Physicians—BERTHA M. MULES, M.D., B.S. ANNE S. MULES, M.R.C.S., L.R.C.P. 
Telephones—STARCROSS 59 and TEIGNMOUTH 289 


CHEADLE ROYAL HOSPITAL, Cheadle, Cheshire. 


This REGISTERED HOSPITAL, with a SEASIDE BRANCH at Colwyn Bay, N. Wales is for the treatment and care of 
those of the Upper and Middle Classes suffering from MENTAL AN’ NERVOUS DISEASES. 

The Hospital is governed by a COMMITTEE, appointed by the TRUSTEES of the Manchester Royal Infirmary. 

In addition to the Main Buildings there are separate villas. Extensive grounds. Hard and grass tennis courts, cricket and 


croquet grounds, and a court for badminton. There are also wireless installations. Golf may be bad within easy distance, 
Occupational Thera 


Py. 

VOLUNTARY, LiMPORARY, AND CERTIFIED PATIENTS received. 

The Hospital is nine miles from Manchester, 50 minutes by rail from Liverpool, and 34 hours from London. 

For terms and further particulars apply to the Medical Superintendent, who may be seen in Manchester BY 
APPOINTMENT. Telephone: Gatley 2231 (3 lines), 


HAYDOCK LODGE, 
NEWTON-LE-WILLOWS, LANCASHIRE. 


For the reception and treatment of PRIVATE PATIENTS of both sexes of the UPPER AND MIDDLE 
CLASSES suffering from Mental and Nervous Diseases, either voluntarily, temporarily, or under certificate. 
Patients are classified in separate buildings according to their mental condition. Situated in park and 
grounds of 400 acres. Self-supported by its own farmand gardensin which patients are encouraged to occupy 
themselves. Every facility for indoor and outdoor recreation. For terms, prospectus, etc., apply MEDICAL 
SUPERINTENDENT. ’*Phone: Ashton-in-Makerfield 7311. Tele. Address: Street, Ashton-in-Makerfield. 


MALLING PLACE, KENT 
For LADIES and GENTLEMEN’ of Unsound Mind. F E N S 4 A N T '@) N 
Terms derate. Ap eside } erinte 
Waar | Christchurch Road, Streatham Hill, S.W.2 
A Private Home for the Treatment of LADIES 


CLARENCE LODGE with Mental and Nervous Disorders. Psycho- 


Therapy, Physio-Therapy, &c. I2 acres of grounds 
CLAPHAM PARK, LONDON y: Dr. MADELINE R. Locxwoon,. 
Situated in 3} acres of secluded gardens : TULSE HILL 7181 Resident Physician Superintendent. 
HOME FOR TWELVE MENTAL PATIENTS (LADIES). 


Well-appointed Telegraphic Address : 
private house. ** Relief, Old Catton.” 
Home comforts 
and Trained Nurs- 
ing Staff. Eminent 
Mental Specialist . 
Visiting Physician. 


Station: Clapham 


‘Telephone: 
290 Norwich, 


NERVOUS & MENTAL AFFECTIONS 
Ladies only received 
‘The Grove, Old Catton, Norwich. 


A High-class Home for the Ourative Treatment of 


Common Tube Nervous Affections. Voluntary Boarders are also received 
without certificates. 
Phone: Tulse Hill 4913 For full particulars apply to the Misses McLINTOCK or to 


Dr. S. BARTON, 34, Surrey-street, Norwich, Visiting Physician. 


RUSSELLS 


STRETTON HOUSE, 


Church 8tretton, Shropshire. Telephone: WATFORD 5917 


A convalescent home for the care and treatment of mild and 
A PRIVATE HOME for the treatment of gentlemen suffering ; o an 

trom Mental and Nervous illness, including the allied Disordersof  Tecoverable nervous conditions in both sexes. The house is 
Alcoholiam and the Drug Habit. All types of early Menta! and ated high up in 40 acres of grounds, 17 miles from London, at 
Nervous Cases are received without Certificates as Voluntary the termination of the Watford by-pass. One medical officer is 


. Apply 
Miss THWAITES. 


: . in residence, and two others are in daily attendance. Fees from 
Patients under the provisions of the Mental Treatment Act, 1930. ; . : . To! 
Bracing hill country. See ‘‘ Medical Directory,” p. 2368.—Apply ten guineas @ week, —— _ M 
to the Medical Superintendent. "Phone 10 P.O., Church Stretton. pply : ENT MEDICAL OFFICER. 
HEIGHAM HALL, NORWICH 
CITY OF LON DON MENTAL HOSPITAL A PRIVATE MENTAL HOME situated in 14 acres of well- 
Near DARTFORD, KENT. wooded grounds. For Ladies and Gentlemen suffering from 
Nervous or Mental Illness. Voluntary Patients, Temporary 
Ladies and Gentlemen received for treatment Patients, ene, Patients under Certificates pare, admitted for 
. reatment. Fees: from 4 guineas 2 yards, acc 
under certificates, and without certificates as either to requirements, | A exist "for Ladies: 
4 IN” TR 2A” ntlemen at reduce ees on recommen on 
VOLUN pies PA Patient's own Physician. 
at a weekly tce 2 Qs., and upwards. pply to Dr. J. A. SMALL. 
Telephone: 80 Norwieh, Telegrams: Small, 80 Norwich, 
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THE CLINIC 


20 Devonshire Place 
London, W.1 


Tel.: Welbeck 4444 (20 lines) 


Fees 10 gns. to 18 gns. per 
week 
Operating Theatres. 


dical Practitioner. 


A NURSING HOME FOR SURGICAL, MEDICAL 
AND MATERNITY CASES 


(Average—14 gns.). 
Eetente only received under the supervision of their own 


Drugs and Dressings free (other than Proprietary Articles). 
Illustrated Brochure on application to 


150 State Registered Nurses. 
2 Resident Medical Officers 
(for emergencies). 


Purposes, 


Night attendance. 


B.A., 
other B 
Phone : 


Unrivalled suites of Baths— Turkish and Russian Baths, Aix and Vichy Douches, Massage ; 
wsing iant Heat, Infra-red Light, Artificial Sunlight, D’Arsonv: i 
Frequency, Diathermy, Nauheim Baths, Soapless Foam Bath : ot ie 
from own farm. Large Winter Garden. Orchestra. 
Over 60 trained Male and Female Nurses, Masseurs, Attendants, etc. 
Resident Physicians : G. C. R. 

M.B., B.Ch., B.A.O. 


aths. 
Matlock 17 (3 lines). 


Studa Chair. Electric Installation for Baths and other Medical 
ths, etc. “ Certified” Milk 
Special provision for Invalids. 


Harsinson, M.B., B.Ch., B.A.O.(R.U.1.), H. Ruys Davis, 
TERMS, 13s. to 18s. per day, include Turkish and 
Illustrated Brochure C.J. on request. 

rams: Smedieys, Matiock. 


RHEUMA SPA, KINMEL HALL, 


ABERGELE, NORTH WALES 


Modern Spa Treatments, including Continental 
Pistany Mud and Scotch Douche, for Rheumatic 
and similar disabilities. Resident Physician. 
Excellent amenities and Recreational ‘acilitiec. 


IDEAL WINTER QUARTERS—REDUCED RATES 


ROYAL NAVAL DENTAL 
SERVICE 


Applications are invited for appointment to Commissions as | 
DENTAL OFFICERS in the Royal Navy. 

Candidates, who must be British subjects below the age of 
twenty-eight years, must hold the Degree or Diploma of a 
British University or College of Surgeons and be registered 
under the Dentists’ Acts or Medical Acts. Unmarried candidates 
are preferred. No examination in professional subjects will be 
held, but candidates will be re ceived to attend at the Admiralty 
for interview, and for physical examination as to their fitness 
for service in any part of the world. . 

Successful candidates will be appointed to Short Service 
Commissions as Surgeon-Lieutenants (D) and will receive a 
grant of £50 towards the cost of providing the necessary 
uniform on entry. Vacancies in the permanent list will be filled 
by selection from among officers holding Short Service Com- 
missions who desire to make the Royal Naval Dental Service 
their permanent career. Officers not transferred to the Per- 
manent List will, on the termination of their short service 
a ed after six years’ service, be eligible for a gratuity 
of £1000. 

Opportunities are available for officers on the Permanent List 
for post-graduate study. The assistance of private income is 
not necessary for the purpose of supplementing official pay and 
allowances. 

Naval Dental Officers are included in the Scheme for Marriage 
Allowance under the same conditions as for other Naval Officers. 

Application forms and copies of the regulations for entry and 
conditions of service, rates of pay, and allowances, &c., may be 
obtained from the MEDICAL DIRECTOR-GENERAL OF THE NAVY, 
Admiralty, S.W.1, and from the Deans of Dental Schools. 


Borough of Wimbledon. 


ASSISTANT MEDICAL OFFICER OF HEALTH AND 
ASSISTANT SCHOOL MEDICAL OFFICER (Male). 

Applications are invited for the above appointment from 
qualified and registered Medical Practitioners under thirty-five 
years of age, having at least three years’ experience since quali- 
tication. Applicants should possess the D.P.H., and experience 
of School Medical work and general Public Health work is 
necessary. 

The officer appointed will be required to reside in the Borough, 
to devote his whole time to his official duties, and to work 
under the direction of the Council’s Medical Officer of Health. 

The commencing salary is £600, rising by annual increments 
of £25 to a maximum of £700 per annum. The appointment is 
subject to the provisions of the Local Government and Other 
Officers’ Superannuation Act, 1922, and to the passing of a 
medical examination. 

Application forms can be obtained from the Medical Officer 
of Health, Town Hall, Wimbledon, to whom they must be 
returned, with copies of three recent testimonials, not later 


than first post on Monday, 21st November. 
HERBERT EMERSON SMITH, LL.B., Town Clerk. 
Town Hall, Wimbledon, 8.W.19, 1st November, 1938. 


Metropolitan Borough of Lambeth. 


DEPUTY MEDICAL OFFICER OF HEALTH. 

The Lambeth Borough Council invite applications from fully 
qualified Medical Practitioners for the appointment of Deputy 
Medical Ofticer of Health for the Borough at an inclusive salary 
of £840 per annum, rising by annual increments of £40 to a 
maximum of £960 per annum. 

Candidates must not be more than forty years of age on the 
17th November, 1938, and must possess the qualifications 
yrescribed by the Public Health (London) Act, 1936, and the 
Sanitary Officers Order, 1926. The gentleman appointed will 
be required to devote the whole of his time to the duties of 
the oflice, to contribute to the Council’s Superannuation Fund, 
and to submit himself to the Council’s Doctor for examination, 
the appointment being subject to such Doctor’s report being 
satisfactory. The appointment will also be subject to the 
approval of the Minister of Health. 

Applications on forms to be obtained from the undersigned, 
endorsed “‘ Deputy Medical Otficer,’’ accompanied by copies 
of three testimonials of recent date are to be delivered by noon 
on Monday, the 21st November, 1938. 

Canvassing either directly or indirectly will disqualify a 
candidate. 

O. L. ROBERTS, Town Clerk. 
Lambeth Town Hall, Brixton-hill, S.W.2, 28th October, 1938. 


VW colwich and District War Memorial 


HOSPITAL, Shooters-hill, London, S.E.18. 


GENERAL HOSPITAL (112 Beds.) 


The Board of Management invites applications from suitably 
qualified candidates for the following appointments :— 

(a) RESIDENT SURGICAL OFFICER.—Applicants must 
have special knowledge of surgery. This appointment 
will be for twelve months with effect from November 20th, 
1938, and it is desirable that candidates shall possess 
the Fellowship of one of the Royal Colleges of Surgeons. 
The salary will be £200 per annum, plus board, residence, 
and laundry : the appointment is renewable for a further 

eriod of twelve months if approved by the Board of 
Management. 

(5) HOUSE PHYSICIAN.—This appointment will be for 
six months from December Ist, 1938, and the remunera- 
tion will be at the rate of £100 per annum, plus board, 
residence, and laundry. 

The closing date for the receipt of applications is November 
16th, first post, and short-listed candidates will be invited 
to meet the Appointments Committee (at the Hospital) at 
4.45 P.M. on Nowember 17th. 

Applications should be made on the prescribed form, obtain- 
able from the undersigned. 

R. S. G. HUTCHINGS, Secretary. 


‘The Middlesex Hospital and Medical 


SCHOOL, W.1. 


Applications are invited for :— 
One MEDICAL REGISTRARSHIP. 
One OTOLOGICAL REGISTRARSHIP. 
AND ORTHOPEDIC REGISTRAR- 


The appointments are for one year from the Ist January, 
1939, and the holders are eligible to apply for reappointment 
and may retain office for three consecutive years. Salary 
£300 per annum. Further particulars may be obtained from 
the Secretary-Superintendent, to whom applications, with 
copies of not more than three testimonials, must be sent by 
noon on Wednesday, November 16th, 1938. 

By order of the Board, 
S. R. C. PLIMSOLL, Secretary-Superintendent. 
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ROYAL NAVAL MEDICAL 
SERVICE 


Vacancies exist for MEDICAL OFFICERS in the Royal Navy, and applications are 
invited for entry in January, 1939. 


Candidates below the age of 28 years are preferred, and they must be registered under 
the Medical Acts. No examination in professional subjects will be held but candidates will 
be required to attend for interview by a Selection Board. 

Selected candidates will be entered for Service for a period of three years, which if desired 
is usually extended to five years at the discretion of the Admiralty. 

Officers who leave the Service at the end of the initial period of three years will be eligible 
for a gratuity of £400, and those who leave at the end of five years for a gratuity of £1,000. 

At the end of five years’ Short Service permanent commissions will be given to selected 
officers who wish to make the Naval Medical Service their permanent career. Officers 
transferred to the permanent list will receive a gratuity of £1,000 (less Income Tax). 


Full opportunities exist for transfer to the permanent list, and periods of unemployed or 
half pay are very rare. The assistance of private income is not necessary for the purpose 
of supplementing official pay and allowances. 


Opportunities are available for officers on the permanent list for post-graduate study, 
to specialise, to take higher examinations and to obtain further qualifications. 

Copies of the regulations for entry and conditions of Service, including rates of pay, 
allowances and retired pay, may be obtained from the Medical Director-General of the Navy, 
Admiralty, 8.W.1, and from the Deans of all Medical Schools. 


Applications for entry from intending candidates must be received not later than 
2ist November, 1938. 


[he Royal Cancer Hospital (Free) [he Royal Cancer Hospital (Free) 


(Incorporated under Royal amet), (Incorporated under Royal Charter 
Fulham: road, London, 8.W.3 Full y' 


ham-road, London, S.W 


Applications are invited for the office of SURGEON to the | The Committee ar one prepenea to receive applications for the 
Hospital. | post of ASSISTAN ATHOLOGIST to the Hospital. 
Candidates must be Fellows of the Royal College of Surgeons, xperience in Clinica] Pathology is essential. 
— or Masters of Surgery of a recognised British Salary £500 per annum. 
niversity. 


The appointment is subject to rules, a copy of which can 
Applications, together with copies of three recent testimonials, | be obtained from the Secretary. 


must be sent to the undersigned not later than noon on Monday, ie ations, to be made on a form which will be supplied 
14th November, 1938. | byt 


e Secretary, accompanied by copies of not more than three 
The Senior Assistant Surgeon is a candidate for the office. | recent testimonials, to be sent to the Secretary not later than 


CLEMENT COBBOLD, Secretary. | Monday, 14th November, 
ray 
I Pe under Royal ‘Charter, | [the Royal Cancer Hospital (Free) 
| 


Fulham-road, London, 8.W (Incorporated under Royal ya. 
Fulham-road, London, 8.W.3 


Applications are invited for the post of RADIOLOGIST 

ay time) at this Hospital. | 
plicants must be registered Medical Practitioners, who 

hold Diploma in Radiology. 

The duties of the post will be entirely in connexion with the 
diagnostic section of the Department. a copy of which may be obtained from the Secretary. 

Salary at the rate of £500 per annum. Applications, to be made on a form which will be supplied 

Applications to be made on a form which will be supplied by the Secretary, together with three (copies only) testimonials 
by the Secretary, together with three (copies only) recent | to be sent to the undersigned not later than the first post on 
testimonials, should be sent to the Secretary on or before Monday, 14th November, 1938. 
Monday, 14th November, 1938. | CLEMENT COBBOLD, Secretary. 


rpihe Royal Cancer Hospital (Free) | { ictoria Hospital for Children, 


Tite-street, Chelsea, S.W.3. 


ee esons are invited for the Two posts of HOUSE 
SURGEON, to commence duties on Ist January, 1939. 

Salary at the rate of £100 per annum each. 

The appointments are for six months and subject to rules, 


(Incor yorated under Royal Chater, (138 Beds.) 
Fulham-road, London, 8.W. 
T mmittee M i 
Applications are invited for the post of HOUSE SURGEON he Comantt of Management invite applications for the 


post of SENIOR RESIDENT MEDICAL OFFICER (Male), 
(Reside nt) to be attached to the Radium Department. vacant Ist January, 1939. 

Candidates must be registered Medical Practitioners. The appointment’ is for one year. Salary £200 per annum, 
Salary £100 per annum. | with board, lodging, and washing, and certain fees from the 
Facilities afforded for Post-graduate study. private wards. 

The appointment is for six months commencing 1st December, Candidates must have previously held a Hospital appointment. 
938. They must attend the Hospital for the purpose of an 
Applications, to be made on a form which will be supplied interview. 
by the Secretary, with copies only of not more than three recent Applications, with copies of three recent testimonials, should 
testimonials, to be sent to the Secre tary not later than the first be sent to the Secretary not later than first post on Thursday, 
post on Monday, 14th November, 1938. 17th November. 
CLEMENT COBBOLD, Secretary. | D. St. JOHN BAMFORD, Secretary. 
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Hospital for Children, 
Tite-street, Chelsea, S.W.3. 
(138 Beds.) 


ictoria 


The Committee of Management invite applications for the 
post of CASUALTY OFFICER (Non-resident), for a period 
of three months commencing 1st December next. Hours 9 a.M. 
to 1.30 P.M. daily (including Saturday). Salary at the rate of 
£200 per annum, with lunch 

didates are expected to attend a subcommittee for an 
interview and to send their applications and copies of three 
testimonials to the Secretary not later than first post Thursday, 
17th November. 

AMFORD, Secretar 


Miller Genera! Hospital, 
Greenwich-road, S.E.10. 


Apptections are invited for the following posts :— 
HOU ati, YSICIAN. Male; unmarried. 


nol SURGEON. Male; unmarried. Salary £100 per 
annum. 

TWO CASUALTY OFFICERS. Male; part-time; one 
for morning session, and one for afternoon. Salary 
=a od annum, non-resident. Fuller particulars on 


OUT- “PATIENT OFFICER, who is required to see Medical 


Salary £100 


and Surgical cases. tendance daily (except Sunday) 
Tuesdays 9 to 5. Salary £150 per annum 
and lunch. 


The appointments are for six months from Ist January, 
1939. There are six Resident Officers 

Application forms can be obtained from the md and 
must be returned not later than 21st November, 1938. 

lst November, 1938 


Miller General Hospital, 


Greenwich-road, S.E.10. 

Applications are invited forthe post of RESIDENT SURGI- 
CAL OFFICER AND REGISTRAR (the senior of six resident 
posts). Salary £250 per annum. Candidates (Male) must be 
unmarried. Board, residence, and laundry provided. 

Duties to commence on Ist January, 1939. 

Application forms can be obtained from the Secretary, and 
must be returned not later than 21st November, 1938. 

lst November, 1938. 


Hampstead General Hospital, 
Haverstock Hill, N.W.3. 
(Out-patient Department, Camden Town, N.W.1.) 


vacancy eclared in the office of OPHTHALMIC 
SURGEON” 16 {SUT PATIENTS: Candidates must be 
Fellows of the Royal College of Surgeons of England, and 
are required to call upon members of the Honorary Medical 
Staff of the Hospital. 
Applications, stating age, qualifications, and experience, 
with copies of three testimonials, should reach the under- 
oY 18th November, from whom full particulars may be 


KENNETH A. F. MILES, Secretary. 


H2™p pstead General and North-West 


LONDON HOSPITAL, Haverstock-hill, N.W.3. 


APPOINTMENT OF CASUALTY SURGICAL OFFICER. 
Applications are invited from registered Medical Women 
for the resident appointment of Casualty Surgical Officer for 
six months, vacant December Ist next, at the Out-patient 
Department, Bayham-street, Camden Town. 
per annum. 
Applications to be made on the prescribed form, together 
with oe of not more than three testimonials should be 
returned to the Secretary by November 19th next. 


‘phe Salvation Army, 
THE Lower Clapton-road, 
apton, E.5. 


pplications are invited from Medical Women for the post of 

sen, OR RESIDENT MEDICAL OFFICER, vacant ist Janu- 

ary, 1939. Salary £150 per annum, with board, residence, and 

laundry. The appointment is for twelve months, but in special 

circumstances an appointment of six months mig! ht be considered. 

Applications, with testimonials, must be a to the Secretary 
on or before Wednesday, 30th November, 1938. 

FRED HAMMOND, Secretary. 


T be Salvation Army, 


THE MOTHERS’ HOSPITAL, Lower Clapton-road, 
Pe ie are invited from Medical Women for the post 


‘Clapton, E.5. 

NIOR RESIDENT MEDICAL OFFICER, vacant 
ist January, 1939. Salary £80 per annum, with board, residence, 
and laundry. The appointment is for six months. 

Applications, with testimonials, must be sent to the Secretary 
on or before Wednesday, 30th November 1938. 
ED HAMMOND, Secretary. 


j 


Appointments for 
Medical Officers 
in The 
ROYAL 
AIR FORCE 


Medical men are invited to apply 
for Short Service Commissions in 
the Royal Air Force. 

Candidates must be registered 
under the Medical Acts and be not 
more than 31 years of age on entry. 

The period of service is 3 years— 
extendible to § years. 
£400 or £1,000 is payable at the ter- 
mination of 3 or § years respectively. 
Permanent commissions are awarded 
in a number of cases. These offer a 
pensionable career with the oppor- 
tunity of extra leave on full pay for 
specialised study. 

Applicants who hold—or are likely 
to hold—post-graduate appointments 
in civil hospitals may, on joining the 
Royal Air Force, be seconded until 
the termination of their appoint- 
ments (for a period not exceeding 
one year) An antedate of commis- 
sion, up to twelve months, is allowed 
for appointments held at approved 
hospitals. 


Fuller information can be obtained 
from The Director of Medical Services, 
Air Ministry, Kingsway, Londo». 


A gratuity of 
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UNIVERSITY COLLEGE, LONDON 


FACULTY OF MEDICAL SCIENCES 


SPECIAL COURSE FOR THE PRIMARY FELLOWSHIP 
EXAMINATION OF THE ROYAL COLLEGE OF 
SURGEONS. 


Special Short Courses in ANATOMY and PHYSIOLOGY 
will commence on MONDAY, FEBRUARY 13TH, 1939, in prepara- 
tion for the June Examination. 


ANATOMY Professor H. H. WooLLaRD, M.D., 
Sec 
PHYSIOLOGY os PHYLLIS M. “'TOOKE KERRIDGE, 
Ph.D., M.R.C-P. 


Instructionin Anatomy wille lectures, de 
practical dissection, and oral examination. “pecial courses with 
practical work will be given in Histology one half day each week 
throughout the course. Each week papers will be set, corrected, 
and discussed. Members of the class are invited to use the 
facilities of the Dissecting Room, the Anatomical Museum, the 
Radiographic Department, and the Reading Room of the Medica] 
Sciences Library 

Instruction in Physiology includes Biochemistry and is made 
up of lectures, demonstrations, and viva voce classes, held from 
Monday to Thursday at 9.30 am, ua at 10.15 A.M. (not 
Saturday), beginning on February 14th. 

Full particulars may be oumins d on application to :-— 

0. G. Dovute, Secretary. 

University College, London (Gowe r-street, W.C.1). 


ROYAL INSTITUTE OF PUBLIC 
HEALTH AND HYGIENE 
The course of instruction can be commenced at anv time 
Candidates holding appointments are admitted to Part II 
Course as part-time students 
A prospectus and further partic wars can be obtained from 
the Secretary Telephone: Langham 2731-2 
28. Portland-place, London W.1 


[,ondon Hospital, 
here is a vacancy for the post of HONORARY ASSISTANT 


T 
OPHTHALMIC SURGEON. Candidates must be Fellows of 
the Royal College of Surgeons of England. 

Applications should be sent to the House Governor, from 
whom further particulars may be obtained, and must arrive 
not later than on Monday, 14th November. 

ARTHUR G. ELLIOTT, House Governor. 

22nd October, 1938 

Al 
E.1. 


L ondon 


ay ane invited for the post of SURGICAL FIRST 
assists NT AND REGISTRAR. Candidates must be Fellows 
of the Royal re ‘ollege of Surgeons. 

The appointment is for one year, but is renewable annually, 
on application, for two further periods of one year. Salary 
jane Hy r annum, payable by the Hospital and Medical College 
jointly 

Applications should arrive at the Hospital not later than 

by the first post on Saturday, December 17th. 


A. G. ELLIoTT, House Governor. 
Hospital, E.1 


There is a vacancy for the post of FIRST ASSISTANT AND 
REGISTRAR to the Neurosurgical Department. 
Candidates must possess the F.R.C.S. Eng. qualification. 
Applications should be sent to the House Governor, from 
whom further particulars may be obtained, and should arrive 
not later than on Saturday, December 3rd. 
ARTHUR G. ELLIoTT, House Governor. 


31st October, 1938. 
The Hospital for Sick Children, 
London, W.C.1. 


Great Ormond-street, 
vacancy exists for a MORBID AN ATOMIST 

SE AG-MONTEFIORE RESEARCH FELLO 

The appointment is whole-time and non- end nt. 

The appointment in the first place is for one year, but is 
renewable. Initial salary according to experience, but not 
less than £600 per annum. 

The successful candidate will be required to take 
duties in March, 1939, or subsequently by arrangement. 

Candidates must be registered Medical Practitioners and 
trained in Pathological Anatomy and Histology. 

Applications, accompanied by copies of not more than three 
testimonials given specially for the purpose, must be delivered 
to the undersigned not later than Monday, 30th January, 1939 

Candidates must be prepared to appear before the Joint 
Committee at their Meeting on Welnesiar, Ist February, 
1939, at 4.45 P.M 

Forms of application and details of the appointment will 
be supplied on application. 


HERBERT F. 


THE 


Hospital, 


[,ondon 


AND 


up his 


RUTHERFORD, Secretary. 
November, 1938. 
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‘Lhe Hospital for Sick Children, 
Great Ormond-street, London, W.C.1 
There are vacancies for the following : 
A RESIDENT SURGICAL OFFICER. Duties to commenc« 
on the Ist January, 1939. Salary £200 per annum. 
This appointment is tenable in the first instance for one 
year, but may be extended for a period of one further year. 


Two RESIDENT HOUSE PHYSICIANS and One RESI- 

DENT HOUSE SURGEON. Duties to commence on the 

Ist January, 1939. Salaries at the rate of £50 per annum. 
These appointme nts are tenable for six months. 


A RESIDENT AN-ESTHETIC REGISTRAR. 
commence on the Ist January, 1939. 
per annum. 

This appointment is tenable in the first instance 
months, but may be 
months. 


Duties to 
Salary at the rate of £100 


for six 
extended for a further period of six 


A RESIDENT MEDICAL OFFICER at the COUNTRY 
BRANCH HOSPITAL, TADWORTH-COURT, TADWORTH, 
SURREY. Duties to commence on the Ist January, 1939. 
Salary at the rate of £250 per annum. 

This appointment is tenable for six months, but is renewable. 

Candidates for the above cnetabmnii must be unmarried, 
possess a legal qualification to practise, and have held a 
responsible resident appointment at a General Hospital. 

[oplications must be received by noon on Monday, the 
28th November, 1938, and candidates must be prepared to attend 
for interview by the Joint Committee at 4.45 P.M. on Wednesday, 
the 7th December, 1938. 

Full particulars and forms of application are obtainable from 
the undersigned. 

HERBERT RUTHERFORD, Secretary. 


November, 1938. 
‘[{he London Chest Mospital, 
Victoria Park, 


E.2 
(Bus, Tram and Rail, Cambridge Heath, L. and N.E. Railway.) 


Applications (with copies of three testimonials) are invited 
to be sent to the Secretary, on or before Wednesday, 
30th November, 1938, for the following posts, subject to the 
rules and by-laws of the H- ospital :— 

RESIDENT MEDICAL OFFICER (Male) for one year 
from Ist January, 1939. Salary £350 per annum. 
HOUSE PHYSICIAN (Male) for six months from 
Ist January, 1939. Salary at the rate of £100 per annum. 
HOUSE SURGEON (Male) for six months from Ist January, 
1939. Salary at the rate of £100 per annum. 
Board, residence, and laundry provided. 


Prince of Wales’s General Hospital, 


London, N.15. (238 Beds.) 


Applications are invited for the posts of HONORARY 
CLINICAL ASSISTANTS in the various Departments of the 
Hospital (Surgical, Medical, Children, Skin, Ear, Nose, and 
FS ae Eye, Gynecological, X-ray and Electrical) for the year 

Applications for appointment to any of these posts should 
7 to the undersigned on or before Friday, November 25th, 


J. C. Burpett, Director and House Governor. 


Princess Elizabeth of York Hospital 
FOR CHILDREN, Shadwell, London, E.1. 
(Formerly East London Hospital for Children.) 
(135 Beds.) 


An OUT-PATIENT MEDICAL OFFICER is required on 
Ist January, 1939, by the above Hospital. The appointment 
is for six months and renewable for another six months subject 
to agreement on both sides. The holder of this post will be 
official deputy for the Resident Medical Officer. Salary at the 
rate of £175 per annum, with board, residence, and Jaundry. 
Candidates, who must be properly registered in this country, 
are invited to send in their applications addressed to the 
Secretary not later than first post on Tuesday, 22nd November, 
with copies of not more than three recent testimonials, and 
evidence of having held a responsible Hospital appointment. 
Forms of application and copies of the rules may be obtained 
from the Secretary-Superintendent. 


Princess Elizabeth of York Hospital 


FOR CHILDREN, Shadwell, London, E.1. 
(Formerly East London Hospital for Children.) 
(135 Beds.) 


A HOUSE SURGEON is required on Ist January, 1939, by 
the above Hospital. Candidates are invited to send in their 
applications, addressed to the Secretary, not later than first 
post on Tuesday, 22nd November, accompanied by copies of 
not more than three recent testimonials, and evidence of having 
held a responsible Hospital appointment. The appointment 
is for six months. Salary at the rate of £125 per annum, with 
board, residence, and laundry. Candidates must be properly 
registered in this country. 

Forms of application and copies of the rules may be obtained 
from the Secretary-Superintendent. 
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(jonnaught Hospital, E.17 
FOR LE TON, W ANSTEAD, 
ND CHINGFORD. 
aus ‘Beds and extending.) 


Applications are invited for the post of HONORARY 
DERMATOLOGIST to the above Hospital. Gentlemen 
desirous of applying should be Fellows or Members of the 
Royal College of Physicians, and, preferably, on the staff of 
a London Teaching Hospital 

Applications should be received by Saturday, 3rd December 

Further details can be obtained upon application to the 


undersigned 
R. HALTON HARRISON, Secretary. 


Reyal Free Hospital, 
: Gray’s Inn-road, London, W.C.1. 

Applications are invited from duly qualified registered Medical 
Men or Women for the half-time post of REGISTRAR in the 
Ear, Nose, and Throat Department. Preference will be given 
to candidates with the Fellowship of England, Edinburgh or 
the D.L.O. qualification. Intending candidates should submit 
applications, stating age and accompanied by copies of three 
recent testimonials, to the undersigned (from whom all informa- 
tion may be obtained) on or before the 8th December, 1938. 

Duties to commence Ist January, 1939. 

Present holder, being eligible, is a candidate for reappoint - 
ment. RICHARD T. BARTLEY, Secretary 


Reval Free Hospital 
Gray’s Inn-road, London, W.C.1. 


Applications are invited for the whole-time post of SURGI- 
CAL REGISTRAR. Candidates must be Fellows of the Royal 
College of Surgeons (England). Salary £200 per annum 

Applications, stating age, and accompanied by copies of three 
recent testimonials, must be sent to the undersigned (from whom 
all information may be obtained) on or before 8th December, 
1938. 

Duties to commence Ist January, 1939. 


RICHARD J. BARTLEY, Secretary. 
| oyal Free Hospital 


Gray’s Inn-road, London, W.C.1. 


Applications are invited for the post of DISTRICT 
OBSTETRIC ASSISTANT, tenable for six months in the first 
place at a salary of £100 per annum; at the discretion of the 
Professor of the Unit for a further six months at a salary of 
£200 per annum Duties to commence Ist February, 1939. 
Candidates must be duly qualified registered Medical Women. 

Application form may be obtained from the undersigned and 
should be duly filled in and returned on or before the 
8th December, 1938. 

RIcHARD T. BARTLEY, Secretary. 


Free Hospitad, 
Gray’s Inn-road, London, W.C.1. 


Applications are invited from duly qualified and registered 

Medical Men for the comoving post : 
RESIDENT CASU ALTY OFFICER. 

Duties to commence Ist January, 1939, for six months. 
Salary £150 per annum. 

Application form may be obtained from the undersigned, 
and should be duly filled in and returned on or before the 
8th December, 1938. 


Reya 


Applications are invited from duly qualified and registe red 
Medical Practitioners for the post of ANASSTHETIC REGIS- 
TRAR at the above Hospital for one year from Ist February, 
1939, with option to apply for reappointment for two subseque nt 


oyal 


RICHARD T. BARTLEY, Secretary. 
Free Hospital 


Inn-road, London, W.C.1. 


years. 
The post is a non-resident one, and carries with it a remun- 
eration of £100 per annum. 

Candidates should have had experience in all forms of 
Anesthetics, including Dental work 

They should submit applications, with copies of three recent 
testimonials, stating age and qualifications, to the undersigned 
on or before 8th December, 1938. 

RIcHARD T. BARTLEY, Secretary. 
Royal Free Hospital, 
Gray’s Inn-road, London, W.C.1. 

Applications are invited for the half-time post of 
COLOGICAL REGISTRAR from duly qualified and 
registered Medical Women. 

This post is reserved for former students of the London 
(Royal Free Hospital) School of Medicine for Women. Salary 
£100 per annum. 

Applications, stating age, and accompanied by copies of 
three recent testimonials, must be sent to the undersigned 
(from whom all information may be obtained) on or before the 
Sth December, 1938. Duties to commence Ist January, 1939. 

Present holder, being eligible, is a candidate for reappoint- 
ment. RICHARD T. BARTLEY, Secretary. 


Free Hospital, 


ray’s Inn-road, London, W.C.1. 


Reval 


Applications are invited from Medical Women of six months’ 
or more — rience for the post of IN-PATIENT OBSTETRIC 
ASSISTANT (Anesthetic duties included). The appointment 
is for six months from Ist February, 1939 

Application form may be obtained from the undersigned, 
and should be duly filled in and returned on or before the 


8th December, 1938. 
RICHARD T. BARTLEY, Secretary. 


Reyal Free Hospital, 
Gray’s Inn-road, London, W.C 


Applications are invited for the whole-time post of MEDICAL 
REGISTRAR. Salary £200 per annum. Intending candidates, 
who must be fully qualified and registered, should submit 
applications, stating age and accompanied by copies of three 
recent testimonials, to the undersigned (from whom all informa- 
tion may be obtained) on or before 8th December, 1938 

Duties to commence Ist January, 1939. 


RICHARD T. BARTLEY, Secretary 
= 
I oyal Free Hospital, 
Gray’s Inn-road, London, W.C 
Applications are invited from duly qualified and registered 
Medical Men for the following post : 
FOURTH HOUSE SURGEON. 
Duties to commence Ist February, 1939, for six months. 
Application form may be obtained from the undersigned, 
and should be duly filled in and returned on or before the 
Sth December, 1938. 
RICHARD T. BARTLEY, Secretary. 


THE ARMY DENTAL CORPS 


Applications are invited from DENT AL SURGEONS for 
appointment to commissions in The Army Dental Corps. 

Candidates, who should not be over twenty-eight years of age, 
will for the present be selected for commissions without com- 
pe titive examination, but will be required to present themselves 
in London for interview and physical examination. They must 
hold the degree or diploma of a British University or College 
of Surgeons and be registered under the Dentists’ Acts or 
Medical Acts. 

Successful candidates will, in the first instance, be given 
short service commissions for six years, at the end of which 
period they will retire with a gratuity of £1000, unless they have 
been granted permanent commissions. Permanent commissions 
will be given to officers selected from among those who wish 
to make the Army their permanent career. 

Particulars, including Regulations for admission, pay and 
allowances, and forms of application may be obtained on 
request either in writing or in person to the Danetes, Army 
Dental Service, The War Office, London, 8.W. 


GENERAL POST OFFICE 


HEADQUARTERS MEDICAL BRANCH (MALE STAFF). 


There is a vacancy for a MALE ASSISTANT MEDICAL 
OFFICER in the Headquarters Medical Branch. The appoint- 
ment is pensionable and carries a salary which commences at 
£500 a year and rises by annual increments of £25 to a maximum 
of £800 a year. The rates of salary are liable to review. 

Each candidate must be a fully qualified Medical Practitioner, 
a natural-born British subject, and the child of a person who 
is or was at the time of death, a British subject Preference 
will be given to candidates under thirty who have held one or 
more hospital appointments. The successful candidate will 
not be allowed to engage in private practice in addition to his 
official duties. 

Applications, stating qualifications, age, &c., with copies of 
any recent testimonials, should be sent Any the Chief Medical 
Officer, General Post Office, London, E.C.1. not later than the 
3rd December, 1938. 

Political influgnee should not be sought in support of applica- 
tions ; it would prejudice rather than assist the candidature. 

The Male Medical Staff at Headquarters consists at present 
of a Chief Medical Officer, a Second Medical Officer, and four 
Assistant Medical Officers. Information as to the duties can 
be obtained from the Chief Medical Officer. 

Candidates may be required to attend for personal interview 
in London at their own expense. 


St: John’s Hospital for Diseases of 
HE SKIN, 5, Lisle-street, Leicester-square, W.C.2. 


Applications are invited for the post of HONORARY 
ASSISTANT PHYSICIAN to the Hospital for Saturday morn- 
ing Clinics. Candidates must be Fellows or Members of the 
Royal College of Physicians of London, Edinburgh, or Dublin, 
or Fellows of the Royal College of Surgeons of England, 
Edinburgh, or Dublin. 2 

Applications to be sent to the Secretary, from whom 
particulars can be obtained, on or _ before Saturday, 
November 26th, 1938. 


November 4th, 1938. 


LEONARD G. R. TURPIN, Secretary. 
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‘(he London Homeopathic Hospital. 


(Incorporated by Royal Charter.) ; 
Gt. Ormond-street and Queen-square, Bloomsbury, W.C.1. 
(200 Beds.) 


The Board of Management invite applications for the appoint- 


ment of 
HONORARY ASSISTANT PHYSICIAN. 

The successful candidate must possess a registrable University 
Degree and be or become a Member of the British Homceopathic 
Society. It is required that the successful candidate for the 
post on the Honorary Medical and Surgical Staff of the Hospital 
should show evidence of knowledge of the Theory and Practice 
of Homc@opathy within one year of appointment by having 
attended one or more of the Systematic Courses of Lectures at 
the Hospital 

Applications, stating age, qualifications, and experience, with 
thirty-five copies of application and thirty-five copies of each 
testimonial, should be sent on or before the 3lst January, 1939, 
addressed to the Secretary, of whom further particulars may 
be obtained. 

Candidates will be required to attend a meeting of the Medical 
Committee on the 8th February, 1939. 

L. J. KNOWLES, Secretary. 


London Homeeopathie Hospital 
(Incorporated by Royal Charter.) 
Gt. Ormond-street and Queen-square, Bloomsbury, W.C.1. 


(A General Hospital, 200 Beds.) 


Appointments of 
HOUSE PHYSICIAN, 
HOUSE SURGEON, 
GYNAZCOLOGICAL HOUSE SURGEON. 

Applications are invited for each of these three appointments 
which become vacant on the 31st December, 1938. 

The appointments are for a period of six months each, with 
salary at a rate of £100 per annum, and board, apartments, 
and laundry. 

Candidates must be legally qualified and registered. Selected 
candidates will be required to attend a meeting of the Medical 
Committee for interview on December 14th. 

Applicatians, stating age, with copies of testimonials, to be 
sent to the undersigned not later than December 5th, 1938. 


4. J. KNOWLES, Secretary. 
Maida Vale Hospital 
az 
MEDICAL REGISTRARS. 


for Nervous 
DISEASES, London, W.9. 

Applications are invited for two posts of Medical Registrar. 
The appointments will be for one year from the Ist January, 
1939, and are renewable for a further year. Honorarium £100. 

One-of the present Medical Registrars is a candidate for 
reappointment. 

Applications, accompanied by copies of three recent testi- 
monials, should be sent to the undersigned not later than 
25th November. 

L. C. Drxon Secretary and General Superintendent. 


niversity College Hospital, 
Gower-street, W.C.1. 


Applications are invited for a MEDICAL REGISTRAR, a 
whole-time post, commencing the Ist January, 1939, at a salary 
of £150 per annum (resident). 

Applications, accompanied by such evidence of fitness for 
the post as candidates may see fit to submit, must reach the 
Secretary of the Hospital by noon on Monday, the 28th Novem- 
ber, 1938. 


The London Lock Hospital. 


Applications are invited for the appointment of two 
SURGICAL REGISTRARS (Male) to the Lock Hospitals at 
Dean-street (Men) and Harrow-road (Women). Candidates 
must be Fellows (or Members) of the Royal College of Surgeons 
of England, or Surgical Graduates of a University of the 
United Kingdom. One candidate should preferably have had 
some previous obstetrical experience. The appointments are 
for one year in the first instance, commencing as at lst December. 
Honorarium at the rate of £100 per annum. 

Applications, with three copies of testimonials, must be in 
the hands of the Secretary not later than first post on Tuesday, 
29th November, from whom any further information relating 
to the appointment can be obtained. 

November, 1938, 283, Harrow-road, W.9. 


4th 
(eneral Lying-in Hospital, York-road, 
1 


Lambeth, 8.E.1. 


Applications invited for the post of JUNIOR RESIDENT 
MED CAL OFFICER AND ANASTHETIST. Salary at 
the rate of £100 per annum, with board, residence, and laundry. 
Appointment for three months, commencing Ist January, 
1939. The successful candidate will, subject to satisfactory 
service, be required to succeed to the Senior Medical Officer’s 
post for a further three months. : é : j 

Applications, stating age and qualifications, with copies of 
three recent testimonials, to be sent to the Secretary not later 
than Monday, 28th November, 1938. 
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The Hospital for Women, 


Soho-square, London, W.1. 


Apetestions are invited for the post of RESIDENT MEDICAL 
OFFICER for a period of six months, commencing Ist January, 
1939. The salary is at the rate of £100 per annum, with board, 
residence, and laundry. 
Applications and testimonials must reach the undersigned 
by 10th December, 1938. 
J, P. HEMING, Secretary. 


‘[‘he Queen’s Hospital for Children, 
Hackney-road, E.2. 
(204 Beds.) 

The Board of Management invite capteoctions for the post 
of EAR, NOSE, AND THROAT SURGEON. Candidates 
must be Fellows of the Royal College of Surgeons of England 
or of another recognised College. Attendance required two 
half-days weekly. The appointed candidate will have chargé 
An honorarium to cover travelling expenses wil! 

e paid. 

Further information may be obtained from the undersigned, 
to whom applications, with copies of three recent testimonials, 
should be sent not later than November 23rd, 1938. 

CHARLES H. BESSELL, Secretary. 


Princess Beatrice Hospital, 


Earl’s Court, 8.W.5. 
General Hospital. 


HONORARY AN#STHETIST. 

Applications are invited from fully qualified Medical Practi- 
tioners for the post of Honorary Anesthetist to the Hospital. 
Dental session Wednesday morning; other sessions may be 
required of him. Honorarium, one guinea per session. 

Applications, giving qualifications, age, &c., together with 
copies of not more than three recent testimonials, should be 
sent to the Secretary, The Princess Beatrice Hospital, 
194. Finborough-road, S.W.10, by November 21st, 1938. 


st. John’s Hospital, Lewisham, S.E.13. 


Applications are invited to fill the appointment of ORTHO- 
PDIC REGISTRAR. The successful candidate is required 
to attend the hospital on Wednesday mornings. An honorarium 
of 35 guineas per annum is paid. 

Applications, with particulars of qualifications and experience, 
should be addressed to the undersigned as soon as possible. 

J. C. GILBERT, Secretary-Superintendent. 
he 


Infants Hospital, 


Vincent-square, Westminster. 


Applications are invited for the post of HOUSE PHYSICIAN 
(either sex). Salary at the rate of £100 per annum, with board, 
residence, and laundry. 

(The hospital is recognised for the D.C.H.) 

The appointment is for six months from January Ist, 1939. 

Applications, with copies of testimonials, to be forwarded 
to the undersigned not later than November 30th. 

ARNOLD TUNSTALL, Secretary. 
he 


Infants Hospital, 


Vincent-square, Westminster. 


Applications are invited from qualified Medical Practitioners 
for appointment as CLINICAL ASSISTANTS (Honorary, 
and for D.C.H. Candidates) in the Out-patient Department. 

Applications, stating previous experience, must be delivered 
not later than November 30th to the Secretary, from whom 
further information may be obtained. 


Paddington Green Children’s Hospital 


(Incorporated), London, W.2. 


pyptectiens are invited for the appointment of HONORARY 
PHYSICIAN to the SKIN DEPARTMENT. 

Candidates must be Members of the Royal College of 
Physicians, London. 

Applications, stating age and qualifications, accompanied by 
copies of three testimonials, should reach the undersigned 
as soon as possible. 

JAMES A. HAMLIN, Secretary. 


Princess Elizabeth of York Hospital 


FOR CHILDREN, Shadwell, London, E.1. 
(Formerly East London Hospital for Children.) 
(135 Beds and 30 Convalescent Beds at Bognor.) 


A RESIDENT MEDICAL OFFICER is required on 
Ist January, 1939. Gentlemen are invited to send in their 
applications, addressed to the Secretary, not later than first 
post on Tuesday, 22nd November, with copies of not more than 
three testimonials and evidence of having held a responsible 
Hospital appointment. The appointment is for one year 
Salary at the rate of £200 per annum, with board, residence, 
and laundry. 

Candidates must be properly registered in this country. 

Forms of application and copies of the rules may be obtained 
from the Secretary-Superintendent. 
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the 


are invited for 
PHYSICIAN to THE 


ointment of HONORARY 
BRITISH HOSPITAL for FUNCTIONAL MENTAL AND 
NERVOUS DISORDE Camden-road, N.W.1. Candi- 
dates must bold the Diploma in Pomenaheatoal Medicine and 
address their applications to the 


DENIS G. WILLIAMS, Secretary. 
‘The Royal Waterloo Hospital for 


CHILDREN and WOMEN, Waterloo-road, S.E.1. 


There will be a vacancy on the Ist December, 1938, for a 
HOUSE SURGEON (Male) at the above Hospital. The appoint- 
ment is in the first instance for a posted of six months. Salary 
at } rate of £100 per annum, with board and residence. 

pplications, with copies of testimonials, should be forwarded 
than Tuesday morning, 22nd November, to the 
secretary at the above address, from whom further particulars 
can be obtained. 


Javelina Hospital for Sick Children, 


Southwark, 8.E.1. 


Applications are invited for the post of HOUSE SURGEON 
(Male) for six months from December 12th (first two months 
in the Casualty and Out-patients Department). Salary at 
the rate of £120 per annum, with board and residence. 

Applications, with copies of three recent testimonials, should 
be sent to the undersigned, from whom particulars can be 
obtained, not later than _. post on Tuesday, 22nd November. 


\ H. SIDNELL, House Governor. 
U niversity of 


AP. lications are invited for the GEOFFREY E. 
TRAVELLING STUDENTSHIP in OTO-RHINO-LARYN- 
GOLOGY, value £450 a year. Candidates must be registered 
as Medical Practitioners by the General Medical Council or os a 
had previous education and experience which, in the opinion 
of the University, qualifies them to undertake research in the 
——* of Oto-Rhino-Laryngology or in any part thereof. 

nares oa should reach the University on or before 
31st December, 1938, and must be made on the prescribed form, 
which may be obtained, together with further particulars, 
— ewe 7. Registrar, Senate House, University of 
sondon 


Samaritan 


London. 


DUVEEN 


Free Hospital for Women, 
N.W.1. 


Applications are invited for the post of ANASSTHETIST to 
attend on Tuesday mornings and Wednesday afternoons. 

Applications, accompanied by copies only of three testi- 
monials, should reach the Secretary at the Hospital before 
NOON, Thursday, Ist December, 1938: 


. H. HAWKINS, Secretary. 
W irral Joint Hospital Board. 


CLATTERBRIDGE ISOLATION HOSPITAL. 
(100 Beds.) 


The Wirral Joint Hospital Board invite applications from 
registered Practitioners for the post of RESIDENT ASSISTANT 
MEDICAL OFFICER at the above-named Hospital. 

Preference will be given to applicants who have had experience 
in Bacteriology. 

he Hospital is situated within easy distance of the Liverpool 

Medical School, and time will be allowed, when the work of 
the Hospital permits, for attendance at D.P.H. or other higher 
qualificati ion classes. 

‘he appointment is for one year only, and is not renewable. 
Salary £200 per annum, with board, residence, and laundry. 
Duties begin Ist February, 1939. 

Application, stating age, qualifications, &c., and accom- 
panied by copies of recent testimonials, to be made not later 
than 15th December, 1938, to :— 

DAVID BUNTING, Clerk to the Joint Hospital Board. 

61, Hamilton-square, Birkenhead. 


Royal Cornwall Infirmary, Truro. 
Beds.) 

HOUSE SURGEON (Male) required with experience of 
Aneesthetics to commence duties on the Ist December next. 
Salary £170 per annum, rooms, board, and washing. 

Apply, with copies of three recent testimonials, to the 
Secretary, of whom further particulars may be obtained. 

W. E. GRENFELL, Hon. Secretary. 

Truro, November 8th, 1938. 
(Jaernarvonshire and Anglesey 

INFIRMARY, BANGOR. 
(General Hospital.) 


JUNIOR HOUSE SURGEON wanted. 
annum, with residence, board, and 
commence December 10th 

Applications, stating age, 
with two testimonials, shoul 
28th November. 

Good opportunity for Medical and Surgical experience. 


Salary 
laundry. 


ualifications, and nationality, 
reach the Secretary by the 


£120 per 
Duties to 


Ciity of 


ASSISTANT MEDICAL OFFICER OF HEALTH. 

The Public Health and Maternity and Child Welfare Com- 
mittee invite applications for the post of whole-time Assistant 
Medical Officer of Health for general, and mainly administrative 

ublic health duties. Candidates must be qualified Medical 
ractitioners and hold a Diploma in Public Health. 

The successful Candidate will be required to pass an approved 

medical examination, to contribute to the Superannuation 
Scheme, established under the Local Government and Other 
Officers’ Superannuation Act, 1922, as amended by Section 82 
of the Birmingham Corporation Act, 1935—Annuities for 
Widows—and, if under thirty years of age, to join the Birm- 
ahem Municipal Officers’ Widows’ and Orphans’ Pensions 
Scheme. 

The appointment will be terminable by one month’s notice 
= either side. Salary £600 per annum, rising by £25 annually 

o £800. 

Applications endorsed ‘‘ Assistant Medical Officer of Health ”’ 
and accompanied by copies of three recent testimonials, to be 
made on a form to be obtained from the Medical Officer of 
Health, The Council House, ge 3, and returned to 
him by Saturday, 26th November, 1938 

Canvassing will disqualify. 


F. H. C. WILTSHIRE, Town Clerk. 


‘Phe Warneford Hospital for Mental 


DISORDERS, OXFORD. 


Birmingham. 


ASSISTANT MEDICAL OFFICER required for the above 
Registered Hospital. Young Graduate with some General 
Hospital experience preferred. Opportunities for modern 
Psychiatric practice and ample time for reading or research in 
Psychiatry. Salary £350 a year, with board and laundry. 

Applications, together with copies of not more than three 
testimonials, should be sent to the Physician Superintendent 
before 10th December, 1938. 


(lity of Leicester. 


RESIDENT MEDICAL OFFICER. 

Resident Medical Officer (Male) required for the CITY 
ISOLATION HOSPITAL AND SANATORIUM, Groby-road. 

Appointment for a period of six months, renewable if service 
is satisfactory for a further period of six months. 

Salary at the rate of £300 per annum, with the usual resi- 
dential emoluments. The officer appointed may be required 
to assist with Infant Welfare work. 

Applications, on forms to be ~ 9 to be sent to the 
undersigned not later than the 23rd November, 1938 

E. K. MACDONALD, Medical Officer of Health. 

Health Offices, Grey Friars, Leicester, November, 1938. 


JK ing Edward VII Hospital, Windsor. 


(200 Beds.) 


CASUALTY OFFICER required, beginning December 
Applicants must be fully qualified men or women and unm 

Salary at the rate of £120 per annum, together with board, 
residence, and laundry. 

Applications, stating age, qualifications, and experience, 
accompanied by testimonials, should be sent to the under- 
signed not later than 16th November. 


A. E. CHURCHER, Secretary. 


(Sheltenham General and Eye Hospitals. 


(176 Beds. 4 Residents.) 
Recognised for the F.R.C.S., D.L.O., and D.O.M.S. Examinations. 


The Board of Manageme nt invite applications for the post 
of HOUSE SURGEON (Male) at the General Hospital. 

Candidates must be unmarried, and have a registered qualifi- 
cation in Medicine and Surgery. 

Salary £150 per annum, with board, lodging, and laundry. 

There are two House Surgeons for General Surgical work, 
in addition to which one is attached to the Orthopeedic and 
Gynecological Departments and the other to the Genito-Urinary 
and Radium Departments. 

Applications, with copies of testimonials, to be sent in sealed 
envelopes markéd “House Surgeon”? to the undersigned as 
Soon as possible. 

J. CUMMING SMITH, F.C.I.S., Secretary. 

The General Hospital, Cheltenham, 7th November, 1938. 


R ent County Ophthalmic and Aural 
HOSPITAL, MAIDSTONE. (109 Beds.) 

lications are invited for the post of HOUSE SURGEON 
Male to the Ear, Nose, and Throat Department, which post 
will be vacant on the 16th December. Candidates must be 
duly qualified and registered Medical Practitioners, single, and 
of British birth and nationality, and should have had some 
experience in the treatment of Diseases of the Ear, Nose, and 
Throat. The Hospital is recognised by the Examining Board 
for the D.L.O. The appointment is for six months, but a senior 
post at a higher salary may be given after that period if mutually 
agreed upon. Salary at the rate of £200 per annum, with board, 
residence, and laundry. 

Applications, stating age, together with copies of not more 
than three testimonials, should be sent to the undersigned. 

JOHN W. STRICKLAND, Secretary. 
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"he King Edward VIL Welsh National 


MEMORIAL ASSOCIATION. 


Applications are invited from duly registered Medical Prac- 
titioners (Male) for the following post at the GLAN ELY 
TUBERCULOSIS HOSPITAL, FAIRWATER, CARDIFF 
(197 Beds for Pulmonary and Non-pulmonary Tuberculosis 
in Adults and Children): 

SENIOR ASSISTANT MEDICAL OFFICER. Salary £500 
per annum, rising by annual increments of £25 to £700 per 
annum, less emoluments in the case of an unmarried man of £100 
per annum. A married man will be expected to live near the 
Hospital. 

P ore ferably candidates should have had six months’ resident 
experience in a special institution (Hospital or Sanatorium) 
for the treatment of Pulmonary and/or Non-pulmonary Tuber- 
culosis, with eighteen months’ experience in general Clinical 
work, of which six months should have been spent in a Hospital 
not confined to the treatment of Tuberculosis 

This post is subject to the provisions of the Association’s 
Superannuation Scheme. Applicants must be under forty-five 
years of age and the successful candidate must undergo medical 
examination 

Applications, stating age, qualifications, and previous experi- 
ence, together with copies of three recent testimonials, should 
reach the wndeenigges not later than November 22nd, 1938. 

A. POWELL, Frincipal Medical Officer. 

Memorial Offices, Cathays Park, Cardiff 


Hertford County Hospital. 


(171 Beds.) 

A rplic: ations are invited for the post of HOUSE SURGEON 
(Male—Three Residents). Salary £200 per annum, with board, 
residence, and laundry. The appointment is for six months in 
the first instance 

Applications, with three recent testimonials, should be sent 
to the undersigned not later than Tuesday, 22nd November 
instant Percy G. BRooKS, Secretary. 


Boston General Hospital, 


(70 Beds.) 


RESIDENT MEDICAL OFFICER required to commence 
duty as soon as possible. Salary £150 per annum, with board, 
residence, and laundry. The appointment is for six months, 
and is renewable 

Applications, stating age, qualifications, and previous experi- 
ence, together with copies of three recent testimonials, should 
be addressed to the undersigned. 

GORDON EASTO, Secretary. 


N ottingham City Hospital. 


RESIDENT ASSISTANT SURGICAL OFFICER. 

Applications are invited for the post of Male Resident 
Assistant Surgical Officer at the above Hospital. 

The Hospital is a General Hospital of over 1000 Beds, with 
a considerable amount of acute work 

The appointment is tenable for six months in the first instance, 
at a salary of £250 per annum, with the usual emoluments, 
but may be renewed for a further period of six months, subject 
to satisfactory service. 

The successful candidate will be responsible for Ear, Nose, 
and Throat, and General Surgical cases, under the supervision 
of Pm Visiting Consulting Surgeons 

Candidates must have held previous Hospital appointments 
and have had practical Surgical experience. 

Application forms can be obtained from me and should be 
returned, together with three copies of recent testimonials, 
on or before 25th November, 1938. 

Canvassing, directly or indirectly, is forbidden. 

J. E. Ricwarps, Town Clerk. 

Guildhall, Nottingham, 7th November, 1938 


Re ral Manchester Children’s Hospital, 
PENDLEBURY, Near MANCHESTER. 


(232 Beds.) 


RESIDENT MEDICAL OFFICER. 

Applications are invited for the post of Resident Medical 
Officer. Salary £150 per annum. The appointment is for a 
period of six months, commencing Ist January, 1939. Candi- 
dates must be unmarried and duly registered. Previous hos- 
pital experience essential 

Applications, stating age, and accompanied by copies of not 
more than three recent testimonials, to be sent to the under- 
signed not later than Friday, 2nd December. Canvassing, directly 
or indirectly, may disqualify. 

By Order, 
H. HEARDMAN, Secretary. 


General Hospital, Birmingham. 
(The Birmingham United Hospital.) 


Applications are (haa from qualified Medical Practitioners 
for the post of RESIDENT SURGICAL REGISTRAR for 
twelve months in the first ‘instance from December 15th, at a 
salary at the rate of £100-£10-—£120 per annum. 
Applications should reach the undersigned by November 2 Ist. 
LEANEY, House Governor. 
November 3rd, 1938. 
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Lancashire Mental Hospitals Board. 


CALDERSTONES (Certified Institutidn for Mental 
Defectives), WHALLEY, near BLACKBURN, 
anc 
BROCKHALL Institution for Defectives), 
ANGHO, near BLACKBURN. 


Applications are invited from duly qualified and registered 
persons for the post of whole-time DENTAL SURGEON to 
the two Institutions named above. The officer appointed wil! 
be required to carry out his duties under the direction of the 
Medical Superintendents of the respective Institutions, who wil! 
arrange the hours of duty at each Institution, and to do the 
requisite mechanical work. The appointment is non-resident, 
but the place of residence of the officer appointed will be subject 
to the approval of the Committees of Management. 

The Institutions are approximately five miles apart, and 
third class travelling expenses will be allowed between them, 
or, alternatively, if the officer uses his own car for this purpose, 
the mileage rate in force for the time being will be paid. Any 
meals taken in the Institutions will be charged for at the rate 
= down in the Board’s Scale of Salaries and Wages for Medical 

cers. 

The appointment is subject to the provisions of the Asylums 
and Certified Institutions (Officers’ Pensions) Act, 1918, and 
ps od be terminable by three months’ notice in w riting on either 
side. 

Annual leave three weeks. Salary £500 per annum, rising 
by annual increments of £25 to £600. 

Applications must be made on the prescribed form which 
may be obtained from the Medical Superintendent, Calder- 
stones Institution, Whalley, near Blackburn, Lancashire, and 
returned not later than the first post on Thursday, the 
Ist December, 1938. 


Surrey 


ASSISTANT MEDICAL OFFICERS. 

Applications are invited for the appointment of Assistant 
Medical Officers. Applicants must possess a qualification 
in Public Health. The main duties will be in connexion with 
the School Medical and Maternity and Child Welfare Services, 
but the officers appointed will be required to undertake such 
other Public Health duties as may be allocated to them. They 
will be on the statf of the County Medical Officer of Health, must 
reside in the County of Surrey, and devote their whole time 
to the work. 

Salary £600 per annum, rising by annual increments of £20 
to £700 per annum. Travelling expenses in accordance with 
the Council’s scale will be allowed. 

he appointments will be subject to the approval of the 
Ministry of Health and the Board of Education, to the successful 
candidates passing a medical examination, to the provisions 
of the Local Government and Other Officers’ Superannuation 
Act, 1922, and to the Staffing Regulations of the Council, which 
provide, inter alia, that appointment may be determined at 
any time by three months’ notice. 

Applications, stating age, qualifications, and experience, 
together with copies of three recent testimonials, should be 
made on the prescribed form, and sent to the County Medical 
Otticer of Health, County Hall, Kingston-upon-Thames, from 
whom copies of the application "form may be obtained, and to 
whom any inquiries relating to the appointment should be 
addressed. 

Oe day for receipt of application,Wednesday, 16th November, 


County Couneil. 


Canvassing, directly or indirectly, will disqualify. 
DuDLEY AUKLAND, Clerk of the County Council. 
County Hall, Kingston-upon-Thames, 1st November, 1938. 


M iddlesex County Couneil. 
REDHILL COUNTY HOSPIT ah 
EDGWARE, MIDDLESEX 


RESIDENT JUNIOR ASSISTANT MEDICAL OFFICER, 
registered Medical Practitioner, with previous General Hospital 
resident service. Duties mainly Obstetrical and Gynecological, 
appointment recognised qualification for M.C.O.G., and D.C.0.G 

Salary £250 per annum, with board, lodging, and laundry, 
valued at +100 per annum. 

Whole-time appointment, subject to medical examination, 
is primarily for six months, with possibility of six months 
extension, when contributions to superannuation fund may 
be required. 

Written application to undersigned, in envelope endorsed 
““A.M.O., Redhill—B.3,”’ giving details age, experience, and 
qualific ations, and enclosing copies two/three recent te stimenials. 

W. Rapc._irre, Clerk of the County Council. 
Guildhall, “Westminster, s.W.1. 


| oyal West Sussex Hospital, Chichester. 


“14 Beds, including 12 in the Private Patients’ Block— 
Two Residents.) 


The Board of Management invite applications for the post 
of HONORARY OPHTHALMIC SURGEON from Practitioners 
in Ophthalmology only. 

Applications, giving details of special training and accom- 
panied by copies of three testimonials, should be sent to the 
Secretary before 18th November, 1938. 

J. COXON INCE, Secretary. 
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( ‘hesterfield and North Derbyshire Royal Sussex County Hospital, 
ROYAL HOSPITAL, CHESTERFIELD. BRIGHTON: 


(220 Surgical and Medical Beds.) 
HOUSE SURGEON TO OPHTHALMIC AND EAR, 
AND THROAT DEPARTMENTS 

Applications are invited from fully qualified 
above post, to commence Ist December, 1938. 

The appointment is for six months. 

Salary at the rate of £150 per annum, with board, apartments, 
and laundry. 

Applications, stating age and nationality, together with 
copies of three recent testimonials, should be sent to the under- 
signed as soon as possible. 

M 


. H. Boone, Superintendent and Secretary. 
7th November, 1938. 


(thesterfield and North Derbyshire 


ROYAL HOSPITAL, CHESTERFIELD 
(220 Surgical and "Medical Beds.) 


NOSE, 


men for the 


HOU SE SURGEON. 

Applications are invited from fully qualified men for the 
above post, to commence Ist December, 1938. 

The appointment is for six months. 

Salary at the rate of £150 per annum, with board, apartments, 
and laundry. 

Applications, stating age and nationality, together with 
copies of three recent testimonials, should be sent to the under- 
signed as soon as possible. 

M. H. Boone, Superintendent and Secretary. 

7th November, 1938. 


Middlesbrough Education Committee. 


APPOINTMENT OF SENIOR ASSISTANT SCHOOL 
MEDICAL OFFICER. 

Applications are invited from duly qualified Men, who have 
had experience of School Medical work, for the post of Senior 
Assistant School Medical Officer in connexion with the Medical 
Inspection and Treatment of School Children, and such other 
duties as may be required by the Education Committee. The 
—— appointed will be responsible to the School Medical 
Officer 

Commencing salary £700 per annum, rising by annual incre- 
ments of £25 to £750 per annum, thence by two annual incre- 
ments of £50 to a maximum salary of £850 per annum. 

The successful candidate will be required to devote his whole 
time to the duties of the office. The appointment will be subject 
to two calendar months’ notice on either side, such notice 
dating from the last day of any calendar month. 

Applicants must have had experience in the work of the 
School Medical Service, and preference will be given to candidates 
who have had experience of Refraction work and who are 
recognised by the Board of Education in connection with 
certification under the Mental Deficiency and other Acts. 

The appointment will be subject to the provisions of the 
Local Government and Other Officers’ Superannuation Act, 
1922, and to the successful candidate passing satisfactorily a 
medical examination. 

Forms of application may be obtained from the Director of 
Education on receipt of a stamped, addressed foolscap envelope, 
and these should be returned to the Director of Education, 
Education Offices, Middlesbrough, not later than Saturday, 
26th November, 1938. 

Canvassing in any form will disqualify. 

PRESTON KITCHEN, Town Clerk. 

Town Clerk’s Offices, Middlesbrough, 7th November, 1938. 


Borough of Todmorden 
MEDICAL OFFICER OF HEALTH AND SCHOOL MEDICAL 
OFFICER. 


Applications are invited for the position of 
Medical Officer of Health, School Medical Officer, 
tendent of Infectious Diseases Hospital. Salary £800 per 
anpum and motor-car allowance of £70 per annum. The 
appointment is subject to the Local Government and Other 
Officers’ Superannuation Act, 1922 

Applications, stating age, qualifications, and experience, 
with copies of not more than three recent testimonials, to reach 
me on or before the 28th November, 1938, in envelopes endorsed 
** Medical Officer.’’ 


whole-time 
and Superin- 


HERBERT GARRATT, Town Clerk. 


Municipal Offices, Todmorden. 
Royal Sussex County Hospital, 
' BRIGHTON. (Beds 272.) 


Required at the end of December— 
One HOUSE PHYSIC cam. 
One HOUSE SURGEO 
One CASUALTY HOU SE SURGEON. 

Salaries respectively £150, £150, and £120 per annum, with 
board, residence, and laundry. 

Candidates must hold Medical and Surgical qualifications of 
the British Empire, and be duly registered under the Medical 
Acts. 

They must be 
years of age. 

Applications, with copies of recent testimonials, should be 
Sent to the undersigned. 

L. L. W. LANCASTER-GAYE, Secretary-Superintendent. 


unmarried and when elected under thirty 


Applications are invited for the offices of HONORARY 
MEDICAL REGISTRAR and HONORARY SURGICAL 
REGISTRAR, from Gentlemen who hold a Medical and Surgical 
qualification of the British Empire and who are duly registered 
under the Medical Acts 


The appointments will be for a term of three years, the 


suc- 
cessful candidates being eligible for re-election at the end of 
that period. 

Applications must reach the undersigned at the Hospital 


before a NOON on the 26th November, 


L. W. LANCASTER-GAYE, 
Phe Bolton 


(318 Leds, 


1938. 
Secretary-Superintendent 


Royal Infirmary. 


including two Auxiliary Hospitals.) 


Applications are invited for the following posts :— 
RESIDENT SURGICAL OFFICER (Gentleman). 
Resident Staff comprises Assistant R.S.0., House Physician, 
and three House Surgeons. R.S.O appointment is recognised 
by the Royal College of Surgeons of England for the Final 
Fellowship Examination. 
Salary ya 30 per annum, 
and laundry. 
ASSIST ANT RESIDENT SURGICAL OFFICER (Gentleman ) 
The duties of the Assistant R.S.O. comprise responsibility 
for the whole of the Casualty and Orthopwdic Departments 
and to deputise for the R.S.O. in his absence 
The post is recognised by the Royal College of Surgeons of 
England for the Final Fellowship Examination. 
Salary £200 per annum, with board, residence, 
and laundry. 
THREE HOUSE SURGEONS (Ladies or Gentlemen). 
Salary £150 per annum, with board, residence, attendance, 
and laundry. 


with board, residence, attendance, 


attendance, 


Applications for the posts, stating age, nationality and 
experience, together with copies of testimonials, should be 
forwarded to the undersigned not later than the first post 
Monday, November 2 Ist. 

Duty in each case will commence on the Ist January, 1939, 
with the exception of one house surgeon, who will be required 
to commence Dec. 6th. 

H. CORLESS, Secretary. 


and City Mental 


orcester County 
near WORCESTER. 


HOSPITAL, POWICK, 


Applications are 


invited for 
MEDIC AL 


the post of ASSISTANT 
OFFICER. 


Applicants must be Male, single, under 
thirty-five years of age, and duly qualified in medicine and 
surgery. Commencing salary £350, rising by annual incre- 
ments of £25 to a maximum salary of £450 per annum, together 
with furnished apartments, board, laundry, and attendance 
A further £50 per annum will be paid if the selected candidate 
holds or obtains a Diploma in Psychological Medicine. Experi- 
ence in Anesthetics will be a recommendation. The appoint- 
ment is subject to the provisions of the Asylums Officers’ 
Superannuation Act, 1909. 

Applications, stating age and full partic ulars of qualifications 
and experience, accompanied by copies of three recent testi- 
monials, to be forwarded to the ee Superintendent not 
later than Friday, 18th November, 193 


H cttfordshire Count y 


WARE PARK SANATORIUM. 


ASSISTANT MEDICAL OFFICER. 
Applications are invited for the appointment of a Male 
Assistant Medical Officer at the County Sanatorium, Ware 
Park, near Ware. Age not less than twenty-five and not more 
than forty years. Applicants must not be married men, and 
should be qualified Medical Practitioners with Hospital experi- 
ence, and preference will be given to those who have had 
experience of the institutional treatment of Tuberculosis. The 
appointment is for one year. Salary £300 per annum, with 
furnished rooms rent free, together with board, washing, light, 
fuel, and service 
Forms of application, with particulars, can be obtained from 
the Clerk of the County Council, Clerk of the Peace Office, 
Hertford, and must be returned duly completed before 
30th November, 1938. 
ELTON LONGMORE, 


Couneil. 


Clerk of the County Council. 
Clerk of the Peace Office, Hertford, November, 1938. 
Royal Portsmouth Hospital, 
PORTSMOUTH. 


Phe 
(Six Resident Medical Officers.) 


Applications are eetied for the post of SENIOR HOUSE 
SURGEON (Male). Salary at the rate of £175 per annum, with 
board, &c. Candidates must have held an appointment as 
House Surgeon at a General Hospital and had considerable 
experience, as the post is a very responsible one. 

To commence 12th December, 1938. Six months’ appointment 
and eligible, on completion of term, for extension. 

Applications, stating age, nationality, and full details, with 
copies of three testimonials, to be sent to the undersigned not 
later than 30th November, 1938, 3 whom all particulars 
can be obtained. . WAGSTAFF, Secretary. 
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Rowley Regis Borough Council. 


ASSISTANT MEDICAL OFFICER OF HEALTH AND 

ASSISTANT SCHOOL MEDICAL OFFICER (Female). 
The Council of the Borough of Rowley Regis invite applica- 
tions for the above whole-time appointment from duly qualified 
registered Medical Practitioners. It is essential that the 
officer appointed should have had experience in Maternity 
and Child Welfare work. The salary will be £500 and will 
rise, subject to satisfactory service, by annual increments of 
£25 to £700 per annum. Travelling expenses, in accordance 
with the Council’s scale, will be allowed. The appointment 
» ra ot to the Local Government Officers’ Superannuation 

et, 1922. 

Candidates must apply on the prescribed form which can 
be obtained from Dr. Frank Asker, Medical Officer of Health, 
Haden Hill Park Offices, Old Hill, Staffs. 

Applications, together with copies of not more than three 
testimonials, must be received by the undersigned not later 
than Saturday, November 26th, 1938. 

C. BUCKLEY, Town Clerk. 


Council House, Old Hill, Staffs. 
Blackhill, 


Richard Murray Hospital, 


co. DURHAM. 


HOUSE SURGEON. 

Applications are invited for the post of HOUSE SURGEON 
at the above Hospital, which has accommodation for sixteen 
surgical cases and sixteen maternity cases. The salary offered 
is £200 per annum, with board, apartments, and laundry in 
addition. 

Applicants will require to have had previous experience as 
a House Surgeon in a General Hospital, and preference will be 
given to those with similar experience in a Maternity Hospital. 

The ge mee is for the period commencing 1st January, 
1939, and terminating on the 3lst December, 1939, and is not 
renewable. 

The hospital is served by a Visiting and Consultant Surgeon 
and a Visiting and Consultant Obstetrician. 

So far as the Maternity Unit is concerned, the pereen appointed 
will be subject to the administrative control of the County 
Medical Officer of Health. 

The duties will include the medical supervision of an adjacent 
small Convalescent Home for mothers and young children. 

Applications, stating age, qualifications, and experience, 
and accompanied by copies of not more than three recent testi- 
monials, must be received by the undersigned not later than 
Monday, 21st November, 1938 

W. ADDI ISON, 
Secretary to the Richard Murray Hospital Joint Board. 
Shire Hall, Durham, 31st October, 1938 


(County Borough | of Huddersfield. 


APPOINTMENT OF ASSISTANT MEDICAL OFFICER 
OF HEALTH. 

Applications are invited from registered 
tioners (Ladies) who have had special experience in natal 
work and in the care of infants. Salary £500-£25- £700, “initial 
salary according to experience. 

The doctor appointed will be required to reside in the 
ga Maternity Home when the extensions in progress 

dy have been completed. A deduction will then be 

from the salary for board, &c. 

The post will be designated under the Local Government 
and Other Officers’ Superannuation Act, 1922, and the successful 
candidate will be required to pass a medical examination before 
betas eppeinted to the position. 

lications, staging age, full particulars regarding training, 
oan cations, and appointments held since qualifications, 
should be forwarded to the Medical Officer of Health, Public 
Health Department, Huddersfield, along with copies of two 
recent Ce So as to reach him not later than Thursday, 
November 17th 

Application forms are not provided. 
SAMUEL Town Clerk. 

Town Hall, Huddersfield, November, 1938. 


Kast Sussex County Council. 
SOUTHLANDS HOSPITAL, SHOREHAM-BY-SEA. 


ASSISTANT RESIDENT MEDICAL OFFICER. 
Applications are invited from fully qualified Male registered 
Medical Practitioners (unmarried) for the post of Assistant 
Resident Medical Officer at Southlands Hospital, Shoreham- 
by-Sea, near Brighton. The appointment is for one year. 


Salary £300 r annum, with board, residence, and laundry. 
Preference will be given to candidates who have had special 
experience in obstetrics and gynecology. The Hospi (350 


beds) is a general hospital, under the administration of the 
East Sussex County Council. The duties of the post are mainly 
concerned with obstetrical cases (40 maternity beds), but there 
are general duties in addition. 

Application should be made on a form obtainable from the 
undersigned at the County Hall, Lewes, and must be returned 
to him by Saturday, November’ 19th, 1938. It is desired that 
ae" selected applicant shall commence duty on the Ist January, 


R. EDWARDS, 
Dopey Clerk’ of the County Council. 
County Hall, Lewes, 28th October, 1938. 
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()xford County and City Mental 


HOSPITAL, LITTLEMORE, “af OXFORD. 


we Betications are invited for the post of JUNIOR ASSISTANT 
CAL FICER. Applicants must be Male (single), 
ier thirty-five years of age, and duly qualified in Medicine 
and Surgery. Experience as Resident in a General Hospita! 
essential, but aly Ary Mental Hospital service unnecessary. 
Commence ing salary £350 per annum, rising by annual increments 
of £25 to a maximum of £450, together with furnished - 
ments, board, laundry, and attendance, valued at £100 
annum. An additional £50 per annum will be paid w 
D.P.M. is obtained. The appointment is subject to the pro- 
visions of the Asylums Officers’ Superannuation Act, 1909. 

Applications, stating age and full particulars of qualifications 
and experience, accompanied by copies of three recent testi- 
monials, to be forwarded to the Medical Superintendent, not 
later than 25th November, 1938. 


Saint Hospital. 


SAINT MARY’S MUNICIPAL HOSPITAL. 


Mary’s 


(1050 Beds. 


potters are invited for the a sprstptzeent of a JUNIOR 
asst TANT R ESIDENT MEDIC FICER. Applicants 
must be single Gentlemen, duly qualified and registered, not 
exceeding thirty years, and must have had at least one year’s 
experience of Hospital work. Experience in Anesthetics will 
be an additional qualification. The appointment is limited to 
a term of one year, and the salary will £250 per annum, with 
residential emoluments valued at £125 per annum. The appoint- 
ment includes - Ey at_any institution belonging to the City 
Council, and will be subject to termination by one month’s 
notice on either side A resident Medical Superintendent is 
in attendance. 

Sgoteee forms may be obtained from and must be returned 
to the Medical Officer of Health, The Guildhall, Portsmouth, 
not later than Monday, 21st November, 1938. 

Canvassing will be a disqualification. 

F. J. SPARKS, nage Geek. 
The Guildhall, Portsmouth, 29th October, : 


(Sounty Borough of of Barrow-in-Furness. 


are invited for the ointment of MEDICAL 
OFFICER OF HEALTH AND PO MEDICAL OFFICER 
of the Borough, bevy y to the provisions of the Sanitary Officers’ 
Order, 1926, and the Local Government Act, 1933. 

Candidates must not be more than forty-two years of age. 

The person appointed will be required to perform all the 
duties of a Medical Officer of Health under relevant Acts and 
Orders, to act as School Medical Officer for the Borough, 
Administrative Tuberculosis Officer, and Superintendent of 
the work of the Maternity and Child "Welfare Service. He will 
also be required to act as Medical Superintendent of the 
Devonshire-road Isolation and Tuberculosis Hospital. 

The person appointed must reside within the borough, devote 
his whole time to the duties of the office, and not engage in 
private practice. 

The appointment will be subject to the provisions of the 
Local Government and Other Officers’ Superannuation Act, 
1922. The successful candidate will be required to pass a 
medical examination. 

The salary to cover all duties will commence at the rate of 
£900 per annum, rising subject to satisfactory service, by annual 
increments of £50 to @ maximum of £1050 perannum. A motor 
car allowance of £50 per annum will be granted. 

Applications, endorsed ‘‘ Medical Officer of Health,’’ stating 
age, qualifications, and experience, and accompanied by copies 
of not more than three recent testimonials, should reach the 
undersigned not later than Wednesday, 23rd November, 1938. 


Canvassing, directly or indirectly, is prohibited and will 
result in 
LAWRENCE ALLEN, Town Clerk. 
Town Hall, Barrow- ink Furness. 


[he Royal Hospital for Sick Children, 


GLASGOW. 


The Directors invite applications for appointment as a 
VISITING SURGEON to the Hospital. onorarium £500, 
—_ Students’ fees. Twelve copies on the applications and of 

elative testimonials must be lodged on or before 30th November, 
1938, with the Subscriber, who will give any further information 
required. Canvassing is prohibited. 

JAMES METHVEN, Secretary. 
_ 86, St. Vincent-street, Glasgow. 


Royal Portsmouth Hospital, 
PORTSMOUTH. 
(Six Resident Medical Officers.) 


Applications are invited for the post of CASUALTY OFFICER 

(Male) qualified. Salary at the rate of £1 30 o= annum, with 
rd, &c. To commence ist December, 19 

Six months’ appointment. Eligible on eS of term 
for extension or other resident posts. 

Applications, stating age, nationality, &c., and copies of 
three recent testimonials to be sent to the undersigned on 
4 = — November, 1938, from whom all particulars can 

obtaine 


B. WaestaFr, Secretary. 
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INDIAN 


MEDICAL SERVICE 


RECRUITMENT OF EUROPEAN OFFICERS 


Applications are invited from Medical Men for Permanent Commissions in His Majesty’s Indian Medical 


Service. 


The terms offered include a gratuity of £1,000 on retirement after six years’ service, or of £2,500 


after 12 years’ service, together with free return passages, for those who no longer desire to remain in the 


Service. 


In other respects the terms will be as detailed below. 


British subjects of pure European descent who are 
under 32 years of age who are registered under the 
Medical Acts in force in Great Britain and Northern 
Ireland are eligible to apply. 


CAREERS. 

The Indian Medical Service offers a permanent career 
with wide opportunities of medical experience, including 
clinical, preventive, specialist, and research work. At the 
beginning of his career an officer is employed on the 
military side, which has medical charge of the Indian 
Army. Promotion is on a time scale up to the rank of 
Lieutenant-Colonel, and by selection to the ranks of 
Colonel and Major-General. An officer may apply after 
one year’s Indian Service to have his name registered for 
transfer to the civil side, from which appointments are 
made to Civil Surgeoncies, which are established at the 
principal civil centres to provide for the medical needs of 
Civil Officials and for general medical administrative 


purposes ; to specialist (for example, public health and | 


bacteriological) services; to research posts; and to 
professorships at the Medical Schools. 
RATES OF PAY. 

Basie Pay. | Overseas Total 
ot Rank. Rs. per | Pay. £ per | £ per 

; mensem. | month. | annum. 
1 Lieutenant. 450 15 585 
2 Captain. 500 25 750 
3 550 25 795 
4 re 550 23 795 
5 » 600 25 840 

6 > 600 30 900 
7 ” 700 30 990 
8 ” 700 30 990 
9 ” 700 35 1050 
10 ® 700 35 1050 
11 Major. 800 35 1140 
12 ° 800 40 1200 
13 ” 800 40 1200 
14 " 800 40 1200 
15 : 800 40 1200 
16 950 40 1335 
17 ” 950 40 1335 
18 ” 950 AO 1335 
19 » 1100 40 1470 
20 ” 00 40 1470 
21 | Lieut.-Col. 1350 40 | 1695 
22 » 350 40 1695 
23 1350 40 1695 
24 ” 1500 | 40 1830 
25 ” | 1500 } 40 1830 


Note.—(1) The rupee is at present stabilized at a rate equiva- 
lent to 1s. 6d. 

(2) An officer promoted to the rank of Lieut.-Colonel 
before completion of 20 years’ service will receive 
pay at the rate of Rs. 1200 per mensem (basic) 
plus £40 per month overseas pay. 

Extras.—In addition to the above rates various allowances 
are admissible for a large number of special appointments on 
both the military and the civil side which may be held by 
members of the Indian Medical Service. Special high rates of 
pay are also attached to the numerous administrative appoint- 
ments open to officers in both branches of the Service. 


ANTEDATES IN COMMISSION. 


_ Candidates possessing certain higher medical qualifica- 
tions or holding the Diploma in Public Health may be 
granted an antedate in their commissions. 


Past service | 


in certain hospital appointments may also render candi- 
dates eligible for an antedate. Persons holding or about 


| to hold resident posts at recognized hospitals may be 


seconded in those posts for a period. The maximum 
period of antedate, secondment, or antedate and second- 
ment combined, admissible under this paragraph, is’ 
limited to 18 months. 


OUTFIT ALLOWANCE. 


Officers on appointment will receive an allowance of 
£75 towards the cost of outfit. 


PRIVATE PRACTICE. 

With the exception of Administrative Officers, military 
or civil, and officers holding certain special appointments, 
officers are not debarred from taking private practice, so 
long as it does not interfere with their proper duties. 


LEAVE. 
Leave can be taken at reasonable intervals, and adequate 
rates of leave pay are provided. Extra leave (known as 


| study leave), which may not exceed twelve months in all 


during an officer’s service, may be granted to officers 
desirous of pursuing special courses of study of a post- 
graduate nature. During such leave, study allowance, at 
present fixed at the rate of 12s. a day in the United 


| Kingdom, £1 a day on the Continent of Europe, and 


£1 10s. a day in the United States of America and Canada, 


| is granted to an officer in addition to ordinary rates of 


leave pay. 


PENSIONS. 
The rates of pensions are as follows :— Per annum. 
2 2. 
After 17 years’ service for pension .. oa 372 0 
” ” 400 0 
” ” 428 0 
» 20 > 465 0 
o 502 0 
” ” 539 10 
» 25 ” 651 0 
» 26 ” 697 10 
27 744 0 


There are additional pensions ranging from £65 to £350 
per annum for officers who have held administrative 
appointments. 

PASSAGES. 

An officer on appointment is provided with free passage 

to India. The families of officers who are married prior 


| to the date of the officers’ embarkation on first appoint- 


ment will also be provided with free passage to India, 
subject to the payment of messing charges. Officers and 
their families are also eligible for passage concessions 
under which they are granted a certain number of return 
passages home at Government expense during their 
service. 

INSTRUCTION PRIOR TO EMBARKATION. 

Officers are required to undergo courses of instruction 
at the Royal Army Medical College and at Aldershot, 
lasting approximately three months, prior to their embarka- 
tion for India on first appointment. Information as to 
the rates of pay admissible during this period and subse- 
quently up to arrival in India is contained in the 
memorandum referred to below. 


A memorandum giving full details reg these ap 


a. intments and forms of application may be obtained from the UNDER- 
SECRETARY OF STATE FOR INDIA, MILITARY DEPARTMENT, INDIA OFFICE, LONDON, S.W.1. 


The Selection Committee 


will meet at the India Office on 6th December, 1938, and the selected candidates, unless seconded for hospital appointments, will 
be uired to join a course of instruction commencing on Ist January, 1939, prior to sailing for India in April, 1939. Applications 


Should reach the India Office as soon as possible. 
INDIA OFFICE, November, 1938. 
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Bemingham and Midland Hospital for 
WOMEN. 

HOUSE SURGEON (Man or Woman) wanted for six months 
from Ist January, 1939. Salary to be at the rate of £100 per 
annum 

Applications, with full particulars and copies of testimonials, 
to be sent not later than 2nd December to HUGH C. ASTON, 
45, Newhall-street, Birmingham, 3 


Middlesex County Council. 


WEST MIDDLESEX COUNTY HOSPITAL, 
Twickenham-road, ISLEWORTH. 


Additional VISITING OPHTHALMIC SURGEON ‘required, 
should hold F.R.C.S8. (Eng.) or degree or diploma in Ophthal- 
mology of recognised University. 

Fee three guineas per session. 
three hours) per week. 

Non-pensionable post, subject to three months’ notice. 

Written application, giving details, age, qualifications, and 
experience, should be sent to the undersigned in envelope 
endorsed * (B.3) Ophthalmic Surgeon,’”’ by 26th November. 

Cc. W. Rapcuirre, Clerk of the County Council. 

Guildhall, Westminster, 8.W.1. 


Royal Army Medical Corps 
ASSOCIATION, 85, Eccleston-square, 8.W.1 (Telephone : 
Victoria 2722), supplies qualified Dispensers, Book-kecpers, 
Laboratory Assistants, Sanitary Assistants, Male Nurses, Mentai 
and Special Treatment Orderlies, Dental Clerk Orderlies, Porters, 
Caretakers, &c., without charge to respective employers. 


Typewriting.—Specialists in Typing 

fedical and Scientific Papers, Lectures, Theses, and 
Books. Highest recommendations. horthand typists always 
available. Proof-reading, indexing. Translations in all European 
languages.—Margaret Watson Ltd., 16, Palace Chambers, 
Bridge-street, 8.W.1 WHltehall 3838 


As Nurse- Receptionist to Doctor. 
4 Good hospital experience, excellent references. 
Drive car. Free now.—Address, No. 518, THE LANCET Office, 
7, Adam-street, Adelphi, W.C.2. 


ady requires Post as Receptionist in 

London to Medical Man No experience but V.A.D. 

training and keen and adaptable.— Pv wing No. 516, THE 
LANCET Office, 7, Adam-street, Adelphi, W.C.2. 


oung Lady requires position (resident 

if required) as SECRETARY or BOOK-KEEPER- 

RECEPTIONIST. Previous Medical Secretarial experience. 

Driving if necessary Address, No. 514, THE LANcET Office, 
7, Adam-street, Adelphi, W.C.2 


(Seaching in Medicine for all Finals, by 
Physician, M.D., M.R.C.P., recent successes, personal 


tuition.— Address, No. 519, Tue LANcET Office, 7, Adam-street, 
Adelphi, W .C.2 


One session (of approximately 


\wansea Area, experienced Practitioner 
h would like to hear of good-class Practice or Partnership 
with succession. House to rent required Address, No. 512, 
THE LANCET Office, 7, Adam-street, Adelphi, W.C.2 


Jartnership.—Third Share increasing 
later in old-established sound Glamorgan County Practice 
producing £2880 gross. Panel 2400. Expenses low. Practice 
increasing yearly and good scope for further increase. Welsh 
desirable but not essential Ample scope for surgeon if desired. 
Collieries working well and large factory about to be opened 
in the district Good house at low rental. 1} years’ purchase.— 
Address, No. 517, THE LANCET Office, 7, Adam-street, Adelphi, 


Ww. 

South Africa.—In large Ccastal City. 
» Medical PRACTICE for Sale with modern X ray plant 
and accessories. Cash price £2000 Address, No. 515, THE 
LANCET Office, 7, Adam-street, Adelphi, W.C.2. 


W orking-class and Colliery Practice 
for sale in West Riding of Yorkshire. Owner retiring 
after thirty years Average receipts about £1200 per annum, 
capable of expansion. Panel 1150. House in pleasant locality, 
3 reception, 7 bedrooms, &c. Good surgery accommodation, 
garden and garage. Practice 1} years’ premium, house £1500. 
—Provincial Medical Services Limited, 44, Silver-street, 
Lincoln. 


Resident Patients.—Doctors desiring 


accommodation for private patients (mental, neuras- 
thenic, invalid, &c.) may bave, post free, illustruted BOOKLET 
describing residences, &c., of numerous colleagues in all parts— 
town, country, and seaside—who receive such patients.—Apply, 
Manager, British Medical Bureau, Tavistock House South, 
Tavistock-square, London, W.C.1. 


58 


London.—Cora Hotel. 
Upper Woburn-place, near B.M.A. Headquarters. 
Accommodates 235 visitors. Modern comforts. 
Excellent table. A.A. and R.A.C. recommended. 
Room, bath, and table d’h6te breakfast, 8s. 6d. 


(\lapham (within few minutes Clapham 
North Tube Station), FREEHOLD HOUSE, 5 bedrooms 


3 reception, and usual offices. Suit Doctor, Dentist, or lVrofes 


sional Man. Vacant possession. Just been redecorated 
£1150.—- ONYx, Central House, Finsbury-square, E.C.2 
(Met. 4361) 


Hariey-street. —In Physician’s own 

House, Consulting-room Suite, handsomely decorated 
Name plate and all services, £250 per annum ; also part-time 
room with plate. Furnished treatment rooms and X ray avail- 
able.—Address, No. 513, THk LaNceT Office, 7, Adam-street, 
Adelphi, W.C.2. 


For available 


CONSULTING ROOMS, PROFESSIONAL 
HOUSES AND FLATS 


In Harley Street and the medical area generally including Mayfair 


LEY CLARK and PARTNERS 


Auctioneers, Surveyors, and Valuers 
3a, WIMPOLE STREET, CAVENDISH SQUARE, W.! 
Represented in Cannes, Nice, Monte Carlo 
Telephone: LANgham 1095 (3 lines) 


HARLEY STREET DISTRICT 


in a quiet and scrupulously clean house much favoured by 
medical men. 
A SELF-CONTAINED SERVICE FLAT, 
of Hall, 2 beautifully Furnished Rooms, Bathroom, and W.C., 
5 guineas per week, including breakfasts for two. 

Also a LARGE DIVAN ROOM, with its own private bath- 
room, 4 guineas per week for two or 3 guineas for one, including 
full service and breakfasts, and a SINGLE ROOM at £1 1is. 
inclusive as above. 

All rooms have ’phones and concealed H. and C. 

17, Nottingham-place, W.1. WELbeck 3591. 
Hatley Street and District.—A number 
of excellent CONSULTING ROOMS are available for 
full and part-time use at moderate rents. Particulars on 
application.— ELcoop & Co., 10, Henrietta-place, Cavendish- 
square, W.1. Lang. 2601. 


PEACOCK @ HADLEY, Ltd. 


1868 
MEDICAL TRANSFER AGENCY, 
67-68, Chandos Place, Bedford Street, Strand, W.C.2. 


Wires: HERBARIA, | LESQUARE, LONDON, 
Phone; Temple Bar 5564. 


This old-established reliable Agency negotiates the Sale of 
PRACTICES AND PARTNERSHIPS on reasonable terms 
which can be obtained on application. LOCUM TENENS 
AND ASSISTANTS supplied free of charge tu Principals 


LEE & MARTIN, Ltd. (st. 1877 


MEDICAL AGENTS 
71, TEMPLE ROW, BIRMINGHAM. 

‘Grams: ‘Locum, Birmingham.’’ ’Phone: Midland 5963. 
TRANSFER OF PRACTICES AND PARTNERSHIPS ARRANCED 
Accounts Audited and Income Tax Accounts’ Prepared. 
FINANCIAL ASSISTANCE AFFORDED ON REASONABLE TERMS 


Reliable and Efficient Locums supplied at short notice 
alse Assistants. 


THE OLDEST AND LEADING MEDICAL AGENCY 


PERCIVAL TURNER L": 


25, MAIDEN LANE, STRAND, W.C.2 
(Corner of Bedford Street) 


Telegrams : * Epsomian, London.” Phone : Temple Bar 9011 (3 lines) 
After office hours: Walton-on-Thames 1785. 


Commission chargeable in respect of the sale of a 
practice or share is limited to £50 where the business 
is left solely in our hands. 
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BOVRIL MEDICAL AGENCY, Ltd. 


ALDINE 


HOUSE, 


10-13, BEDFORD STREET, STRAND, LONDON, W.C.2. 


Telegrame: BOVMEDICAL, LESQUARE, LONDON. 


Telephone: TEMPLE BaR 1616 (3 lines). 


Chairman and Managing Director, Dr. J. FIELD HALL. 


The Maximum Commission payable on the sale of any Practice or Partnership in Great Britain, placed 
exclusively in the hands of this Agency is £50 (fifty pounds) which sum covers goodwill, drugs, surgery, 
fittings, fixtures and furniture, instruments and book debts, but not house property. Schedule of Terms 


will be forwarded on application. 


NO OHARGE IS MADE TO PRINCIPALS FOR THE INTRODUCTION OF LOCUM TENENS OR ASSISTANTS. 
Accountancy and Legal Services furnished by the Agency, where desired, at moderate inclusive charges. 


PRACTICES AND PARTNERSHIPS FOR SALE. 


1. WEST OF ENGLAND.—COUNTY TOWN.—PARTNER- 
SHIP.—One-third Share (increasing to one-half later) 
in very old-estab. middle-class Practice. Gross cash 
— for past 3 years average £3000 p.a. Selected 

anel of 100. Fees 5s. upwards. Choice of houses. 
-remium 2 years’ purchase. Good hospital in town 
and ingoing partner (who should be about 30, married, 
and ee. hold a higher qualification) would probably 
be elected to staff. Sport of all kinds. 

2. DEATH VACANCY.—OUTLYING EASTERN SUBURB. 
—Receipts for past 12 months stated to average £1600, 
including panel of 1600, and appointments worth about 
£100 p.a. Small house with garden. Garage. Rent 
£104 p.a. Premium 2 _ years’ purchase. Efficient 
locum in charge. 

3. MIDLANDS.—ATTRACTIVE COUNTRY DISTRICT 
WITHIN EASY REACH OF 3 GOOD TOWNS.— 
Old-estab. mixed-class PRACTICE averaging for last 
12 months about £2350. Panel of 1889. Several 
appointments (probably transferable). Fees from 3s. 6d. 


to 10s. 6d. Good house (ample accommodation). 
Electric light. Nice garden. Garage, &c. Premium 
2 years’ purchase. Sport of all kinds. Educational 
facilities. Vendor retiring. 


5. WELSH COAST .—Old-estab. mixed-class PRACTICE 
held by vendor 18 years. Gross cash receipts for past 
12 months £1129, including panel of 240 and various 
appointments. Fees from 3s. 6d. Well-situated house 


with ample accommodation. Small garden. Price 
£1500. Premium 1? years’ purchase. Sport of all 
kinds. Excellent educational facilities. Ample scope 
for man with higher qualification. 

5. CUMBERLAND.—AGRICULTURAL DISTRICT.—Very 
old-estab. unopposed PRACTICE averaging for past 


3 years £978 p.a. Panel of 346. Appointments worth 
about £37 p.a. Fees 2s. 6d. upwards. Suitable house 
with ample accommodation, garden, garage, rented at 
£40 p.a. Premium £1240. Excellent sport. 


6. 


10. 


. SURREY. 


. MIDDLESEX. 


. LONDON, 


. LONDON, 


2. DEATH VACANCY.—LANCS. TOWN.—Old-estab., 


EASTERN COUNTIES.—Very old-estab. mixed-class 
PRACTICE averaging about £1000 p.a. About £1000 
from panel. Fees from 3s. 6d. Good house in own 
eroumen with ample accommodation. Large garden. 
Rent £160 p.a. Premium £3000. 

PARTNERSHIP.—One-half Share in old- 
estab. good middle-class Practice situated in favourite 
residential area, and averaging for past 3 years £2627 

p.a. Panel about 2000. Pleasant house, good garden. 

Rent £100 p.a. Premium 2 years’ purchase or near 

offer. Ingoing partner must be experienced, preferably 

married and accustomed to better class work 

DEVELOPING AREA.—Rapidly increas- 

ing PRACTICE. Receipts for 1938 estimated about 

£1400. Panel about 1150. Specially built freehold 
house (ample accommodation) all modern conveniences. 

Premium £2700. Vendor going abroad. 

S.E.—Old-estab. middle- and working-class 
PRACTICE in populous area. Income £2500 p.a. 
Panel of 3000. No midwifery. Double-fronted house 
in excellent main road position. Rent £100 pa. 
Premium 2 years’ purchase. 

NORTHERN OUTSKIRTS.—Better-class non-dispensing 
PRACTICE, with scope. Producing over £2000 p.a., 
small panel. Excellent house, with ample accommodation. 
Premium 2 years’ purchase. 

E.—Old-estab. lady’s PRACTICE, producing 

over £1200. Panel 400 patients, only commenced 2 years 

ago. House on lease £92 p.a., inclusive. Premium £2000 

to include drugs, &c. 

pro- 

ducing about £1200 p.a. Panel 1090 patients. Suitable 

house available. Offers invited. 


3. MIDLANDS TOWN.—PRACTICE with scope for anyone 


Receipts 
Good house available. 


wishing to combine electrical work with G.P. 
over £1800 p.a. Panel of 1630. 
Premium £3000. 


INSURANCE DEPARTMENT 


PUBLIC SCHOOL EDUCATION IS EXPENSIVE 


—TOO EXPENSIVE TO LEAVE TO CHANCE 


One of the simplest ways of providing for the heavy cost out 
of income is by means of a SCHOLARSHIP POLICY, the 
guaranteed benefits of which—free of income tax—are : 


(a) £150 a year for 5 years beginning at the end of 
a selected term of years, and in addition 


(b) £150 a year beginning immediately in the event 
of the father’s death and continuing until the 
payments under (a) commence. 


The monthly payments required are not high, and are available, 
within the usual limits, for abatement of income tax. 


Detailed figures applicable to your own case will be sent on 
receipt of a note of your date of birth and the term of years at 
the end of which you wish the education payments to commence. 


BOVRIL MEDICAL AGENCY, LTD., ALDINE HOUSE, 10-13, BEDFORD STREET, STRAND, W.C.2 
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A HANDMAID to the HOSPITALS 
Your Help is Needed by the 


ROYAL SURGICAL 
AID SOCIETY 


which Supplements the Work of the 
Hospitals 
by Providing the Afflicted Poor with 


SURGICAL APPLIANCES 


of every description, upon the certificate of a 
Surgeon and the Recommendations of Subscribers. 


Over 1,530,000 Appliances already supplied. 


Annual Subscription of £1 | 0 
or Life Subscription of £10 10 0 
Entitles to Four Recommendations per Annum. 


The number of recommendations increasing in proportion te 
the amount of subscription or donation. 


Patron: HIS MAJESTY THE KING. 


Head Office: 
SALISBURY SQUARE, FLEET STREET, 
E.cA 


Several Good Secondhand Microscopes 


and Ceteatives, by, Ross, Zeiss, Watson, &c 
at very low 


Exchange (1925), Ltd., 93-4, Fleet-street, E.C 


be cleared 
etails on application: Sale and GERrard 
of Finest t Civi 
Makers Quality Bespote, 


ROGERS’ standard SPRAYS 


ROGERS’ 


“* The standard of 
CRYSTAL NEBULIZER perfection in 
for oils or medical sprays.” 


balsamio solutions. 


AQUOLIC ATOMIZER 
for nose XA throat without 


FRANK A. ROGERS, 


1, BEAUMONT STREET, LONDON, 


W.1. 


| we smoke TOM LONG and like the 


Kangaroo 
Keep in the pouch our best possessions too. ‘ 


“IMPORTANT NOTICE 
TO MEMBERS OF T 
MEDICAL. PROFESSION 


CLOTHES OF DISTINCTION for GENTLEMEN of DISCRIMINATING 
TASTE. Finest Qual Cut, Fitted, and Moulded to each indi 


All * HALLZONE “* Productions 
IN EVERY ESSENTIAL DETAIL. 
PECIAL OFFER. 


JACKET & wer (in black or grey) 24 4s. 

Lined Best Quality Art Satin, Art Silk or Alpaca 
SOLID FANCY WORSTED TROUSERS, £2 2s. 
THE Ideal Suit for Professional or Business wear. 
OVERCOATS os ee oe . tomeasure from 


from 
DRESS SUI7'S fom 810 108. 
TS -from 2&6 6s. 
THE IDEAL Suit for Country and. Sporting Wear. 


GOLD MEDAL RIDING B from £2 2s. 
RIDING HABITS from £10 10s. RIDING BOOTS from £3 3s. 
COSTUMES & LONG COATS from £6 6s. 


SOLICITED APPRECI |ATION. 


Hern tell all medical men who wish to have satis 
Lid., all 


faction to patronise 
the clothes I have had from them during 35 years have 


35 
beon perfect in Fil, Cut, and Finish.” (Signed) S.J.A.,M.A.,M.B. 
PATTERNS POST FREE. 
Perfect Fit Guaranteed from y= nen Self-Measurement Form or Pattern 


Visitors to London can order and Te atitninn, Special Patterns 
would then becut and Perfect Fisting Clothes supplied after withowt 


i HAMRY HALL HALL?) 


“THE” Coat, Breeches, Habit, & Costume Specialists, 
181, OXFORD STREET, = 149, CHEAPSIDE, E.C.2 


1997. 


Awards. 12 Geld Medals. Wet. ever 49 


THE LANCET 


The subscription rates, post free, when paid strictly in advance 
are as follows :— 


One Year a2 2 «0 
INLAND Six Months 110 
Three Months 010 6 
One Year 210 0 
ABROAD ~ Six Months 15 0 
Three Months 012 6 


Subscriptions not paid in advance are charged out at the 


| published price of 1s. per copy, plus postage. Cheques and 


| Booksand Publications 


P.O.’s (crossed ‘“‘Westminster Bank, Ltd., Covent Garden 
Branch”) should be made payable to THE MaNaGER, THE 
Lancet LTv., 7, Adam-street, Adelphi, W.C.2. 


SMALL ADVERTISEMENT RATES. 


Four lines 


Official and General Announcements and under 6s. 0d. 


Tradeand Miscellaneous Advertisements . 
Every additional line 1s. 6d. 
For complete scale of advertisement charges apply to 


| Toe ManaGER. 


CATALOGUE of SECONDHAND SURGICAL INSTRUMENTS, OSTEOLOGY 
MICROSCOPES POST FREE. 


Students’ Half Sets of Osteology. Articulated Skeletons and Disarticulated Skulls. 


MILLIKIN & LAWLEY, 67 & 68, CHANDOS PL., STRAND, W.C.2 


(Adjacent to Charing Cross Hospital Medical School.) 


Telephone : Temple Bar 2206. 


HED by the PROPRIETORS, THE LANCET 


PUBLISHE: 
60 and * by & VINEY, LTD., 


INTED IN GREAT BriTain—Entered 


Adelphi, = the County of Londen n, 


| 
| The invaluable Practical Experience and Advice of our 14 Expert West 
End Cutters and Fitter always at your disposa 3 
| 
| 
| — 
| 
a 
1 | 
| 
ar 
| 
Produces the finest vapour for eC 
Inhalation. 
ROGERS’ 
Made also in laryareal and 
post-nasal forms. 
‘ Particulars of these and other reliable spray producers 
gladly oupplied by the maker— 
_ | 
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THE prevalence of Anemia in 
» - Infancy is more widespread 
. than is popularly believed (Med. 
Research Report No. 157, H.M. 
" M. Mackay). In these extensive 
investigations, treatment by 
iron dosage was demonstrated 
as being the most effective— 
particularly in the vehicle of 
7 5 a Milk Food. In the form of 
In addition to its value in 
4 the treatment of Nutri- HE MOL AC 
tional Anemia, Hémolac AA\ REG? 
. A has been shown to act as * (Full Cream Milk Powder with Iron Ammonium Citrate) 
a prophylactic against the the dosage of iron is assured 
| common catarrhal infec- and graduated for weight 
1 tions of the respiratory and age. 
and alimentary tracts. 
: Clinical samples and literature aS 
will gladly be sent to any 
z member of the Medical or 


Nursing Professions. 


To COW & GATE LTD., 
COUPON Guildord, Surry. 


Please send me Post Free Literature 
and Clinical Samples of Hémoiac. 


NAME 


ADDRESS 


j L12/11/38 
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NEO-FEMERGIN 


A NEW UTERINE HAEMOSTATIC WITH AN 
IMMEDIATE AND PERSISTENT EFFECT 


Each tablet, each c.c. of oral solution, and each ampoule of | c.c. contains: 


0.00025 Gm. 
Ergobasine (ergometrine) 
Ergotamine Tartrate Tartrate 


Ergotamine (from Ergobasine (from acetone) 
aqueous acetone) 


“The action of ergot on the uterus is not to be ascribed to any one alkaloid. For obstetric 
and gynaecological purposes the most suitable drug is one which combines both groups 
of alkaloids. Unfortunately, very few preparations satisfy this requirement. In the raw 
material, the alkaloids exhibit extreme variations in form and amount and the alkaloidal 
content may be reduced as a result of decomposition. Consequently in obstetrics when 
a rapid as well as a reliable action is required, the crude drug is unsuitable. In employing 
it, the obstetrician employs an unreliable medicament. In order to ensure certainty of 
action and accurate dosage, the use of pure active principles is inevitable.’’ 


“*Combined treatment with ergotamine and ergobasine is to be recommended. Thus, a 


rapidly acting constituent is combined with one the action of which is long sustained. 
Side effects are reduced.”’ 


H. Guggisberg, Helv. med. Acta, 4, 13, 1937. 


Further particulars from : 


J. Flint, SANDOZ PRODUCTS, 134, Wigmore Street, London, W.I 


a 
: 
| 
\ 
— 
7 
| 
| 
i | 
lv 


THE LANCET GENERAL ADVERTISER [Nov. 19, 1938 


H. K. LEWIS & Co. Ltd.—— 


RECENTLY PUBLISHED. SECOND EDITION. With Revisions and Additions. 


TREATMENT IN GENERAL PRACTICE 


THE MANAGEMENT OF SOME MAJOR MEDICAL DISORDERS 
Articles republished from the British Medical Journal 


Volume I. With Illustrations. Demy 8vo. 8s. 6d. net; postage 6d. 
Volume II. With Illustrations. Demy 8vo. 10s. 6d. net ; postage 6d. 
“*. .. will continue to serve practitioners who seek concise and well-balanced sketches of methods of treatment.’’—Lancet. 


SECOND EDITION. Thoroughly Revised. With 9 Coloured Plates and 162 Illustrationsin Plates and the Text. 
Royal 8vo. 28s. net; postage 6d. 


THE PRINCIPLES AND PRACTICE OF RECTAL SURGERY 


By W. B. GABRIEL, MLS. Lond., F.R.C.S. Eng., Surgeon to St. Mark’s Hospital for Cancer, Fistula, and 
other Diseases of the Rectum; Surgeon to the Royal Northern Hospital, etc. 


“, .. almost a new book providing one of the best accounts of rectal surgery in the English language... ."—Tue Lancet. 
ROXBURGH’S COMMON SKIN DISEASES ROBERTS’ PRINCIPLES AND PRACTICE OF X-RAY 
Fourth Edition. 8 Coloured Plates and 165 Illustrations. THERAPY. 
Demy 8vo. 15s. net; postage 6d. (Ge neral Practice Series.) ilies 5 = F = 
“*No better manual in the English language.” —THe LANCET. Demy 8vo. 115 Illustrations. 10s. 6d. net ; postage 5d. 
“ welcome contribution to the 


MONRAD-KROHN’S CLINICAL EXAMINATION OF THE 


NERVOUS SYSTEM. r 
Seventh Edition. Thoroughly Revised and Enlarged. With TUCKER’S INJURIES AND THEIR TREATMENT. 


111 Illustrations. Crown 8vo. 8s. 6d. net; postage éd. With 80 Illustrations. Demy 8vo, 9s. net; postage 6d. 
= - a very complete guide for ail interested in neurology.” **, . . well produced and excellently illustrated . . . worthy of 
—CHARING Cross Hospitat GAZETTE. careful study.”’—PRACTITIONER. 


FOURTH EDITION. With 66 Plates, including 72 Figures. Demy 8vo. 35s. net; postage 7d. 


The DERMATERGOSES or OCCUPATIONAL AFFECTIONS of the SKIN 


Giving Descriptions of the Trade Processes, the Responsible Agents and their Actions 
By R. PROSSER WHITE, M_D. Edin., M.R.C.S., late President of the Certifying Factory Surgeons’ Association ; 
Life Vice-President, Consulting Dermatologist, Royal Albert Edward Infirmary, Wigan, &c. 
.With a Memoir by Dr. W. E. COOKE. 
.. the standard text-book on the subject.... The amount of information contained is really monumental.”"-—Lancert. 
NINTH EDITION. Thoroughly Revised and Enlarged. With 4 Plates and 208 Illustrations. Pp. xiv + 975. 
83 x 5zins. 30s. net. ; postage 7d. 


PRACTICAL BACTERIOLOGY, HAMATOLOGY AND ANIMAL 
PARASITOLOGY 


By E. R. STITT, M.D., Sc.D., LL.D., Rear-Admiral, Medical Corps, and Surgeon-General, U.S. Navy (retired), 
etc.; PAUL W. ‘CLOUGH, M.D. , Chief of Diagnostic Clinic, Johns Hopkins Hospital, etc. ; and 
MILDRED C. CLOUGH, M.D. , formerly Fellow in Bacteriology and Instructor in Medicine, Johns Hopkins Univ. 


the book can be warmly ... Vast amount of field and laboratory data . . .”—Tropicat BULLETIN. 


*,* Complete CATALOGUE post free on application. 


LEWIS’S CHARTS—Used in Hospitals and in Private Practice 


CHART (Morning and Arranged for three weeks. 10$in. X Sin. 18s. per 1000; 11s. per 500 ; 
per 2 6d. per 100; Is. 6d. per 50; Is. per 2 
COMBINED TEMPERATURE CHART for graphing pk all Pulse and Respiration on one Sheet (Morning and bmg - Each Chart 
will last six weeks. 10}in. x Sin. 22s. 6d. per 1000; 12s. 6d. per 500; 7s. per 250; 3s. per 100; Is. 9d. per 50; 1s. 3d. per 25. 
FOUR-HOUR TEMPERATURE CHART. B tg ne wheats or Red.) Each Chart lasts one week. 10} in. x Sin. 15s, per 1000; 8s. 6d. per 500 ; 
5s. per 250; 2s. per 100; Is. 3d. per 50; 9d. per 
THE FOLLOWING THREE CHARTS ARE UNIFORM IN PRICE :— 
25s. per 1000; 13s. 6d. per 500; 7s. per 250; 3s. per 100; Is. 9d. per 50; or Is. 3d. per 25. 
Teena, PULSE AND RESPIRATION CHART. 6 in. x 34 in. Arranged for two weeks. 
NURSING CH This Chart affords a ready method of recording the progress of the case from day today. 10}in. x 8 in. 
MATERNITY CHART Arranged for two weeks. 
CHARS FOR fy py oy TREATMENT OF DIABETES seen CHART). Designed by Dr.O. LEYTON. 45s. per1000; 24s. per 500; 
BLOOD: ‘SUGAR CHART 45s @d. per 250 ; 6s. per 100 ; 3s. 3d. per 50 ; 2s. per 25. 
CLINICAL CHART FOR STA OBSERVATIONS, Etc. (Morning and Evening). Arranged by W. RIGDEN, M.R.C.S. Each Chart 
is —_ for os npn 13in. X 8gin. 27s. 6d. per 1000 for 5000; 30s. per 1000; 17s. 6d. per 500; 9s 9s. 64. per 250; 
r 50; 1s. 6d. per 25; 1s. per dozen. 
HamaTOLSGIcAL cH, chant. Specially arranged to ‘record Red Corpuscles, ee and Leucocytes, and the Differential Count per cent. 
in. x 8 Os. per 1000; 22s. 6d. per 500; 12s. 6d. per 250; 5s. 6d. pe’ ; 3s. per 50; 1s. 9d. per 25; or Is. pet dozen. 
CLINICAL ope. Speciahy designed for use with the VISITING LIST. 18s. yes 1060, 9s. 6d. per 500; 5s. per 250; 2s. 3d. per 100; 
dozen. This Chart measures 6 in. x 3 in., and is arranged for 4 wee! 
aRTiFi IAL LIGHT CHART. Designed_ by Dr. KATHERINE M. L. GAMGEB. £3 10s. per 1000; £1 17s. 6d. per 500; £1 per 250; 
9s. per 100; 5s. per 50; 2s. 9d. per 25; 1s. 6d. per 12. Size 13in. x 8 in. 
ALL CHARTS CARRIAGE FREE IN THE BRITISH ISLES. SPECIMENS OF ANY CHART POST FREE. 
Boards to hold the above Charts, prices 9d., \s. 2d., 1s. 3d., and 1s. 6d. each. 


London: H. K. LEWIS & Co. Ltd., 136 Gower Street, W.C.I 


Telegrams: “ Publicavit, Westcent, London ” Telephone: EUSton 4282 (5 lines) 
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WRIGHT’S PUBLICATIONS 


EMERGENCY SURGERY. By Hamitton Batey, 
F.R.C.S, (Eng.). 3rd Edn., Fully Revised. 852 pp. 816 Illustra- 
tions, a large number of which are in colour. 50s. net; postage 8d. 

“ Forms a reliable guide, and the author merits praise for the high 
standard which is consistently maintained.”"—Tue Lancet. 


DEMONSTRATIONS OF PHYSICAL SIGNS 
IN CLINICAL SURGERY. 2, 
F.R.C.S. (Eng.). 6th Edn., Fully Revised. 296 pp. 358 Illustra- 
tions, some of which are in colour. 21s. net; postage 6d. 
“It fally maintains the very high standard of its pred _— 
British Journat or Surcery. 


Hamitton Battey, | 


SYMPTOMS & SIGNS IN CLINICAL MEDICINE. 


An Introduction to Medical Diagnosis. By E. Nose 
Cuamaeriain, M.D., M.Sc., F.R.C.P. With a chapter on the 
Examination of Sick Children B. Capon, M.D 
FR.C.P. Just Published. 2nd E » Fully revised. La. 8vo. 

pp., with 318 ex ang in colour. 25s. net; 
postage 6d 


AN ATLAS OF THE COMMONER SKIN 


DISEASES. Henry C. G. Semon, M.A., M.D.(Oxon.), 
M.R.C.P. (Lond.). Chosogmoby under the direction of ARNOLD 
Morttz, B.A., M.B., B.C. (Cantab.). With 103 Plates reproduced b 
direct colour photography ham living subjects. 42s. net; postage 

* We have no h the Atlas to the medical 
public.”—British Mepicat "Jounmat. 


Bristol: JOHN WRIGHT & SONS LTD. 


London: 


SIMPKIN MARSHALL LTD. 


Sample 
on 


application 


A copy of 
this new 
booklet will 
be sent free 


on request 


The 
MARMITE FOOD 
EXTRACT CO. LTD. 


35 Seething Lane 
LONDON - E.C.3 


For use in the treatment of the 
Chest and Lungs 
and surgical uses generally ... 


REGD. TRADE MARK 


Made exactly according to the 
direction of its inventor, the 
late Sampson Gamgee, F.R.S.E., 
Consulting Surgeon to the 
Queen’s Hospital, Birmingham. 
Composed of high grade cotton 
wool enclosed in absorbent gauze. 


Obtainable in three qualities from all chemists 


| SOLE PROPRIETORS & MANUFACTURERS: ROBINSON & SONS LTD. OF CHESTERFIELD & 168 OLD ST., LONDON, E.C.1 
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Block of London 


vou see 

A block of working-class flats: ¥° 

rally alt th 

homes practically 

and gets hot water by 

You should these house 


& miracle, of 


Covers keep fresh Srudgery! And 
are Coke are fire that mane 
Gav 


WiTH 


Many prominent medical men have pointed out 
that a great deal of disease and illness is due to 
fog and grime from smoking chimneys, and that 
the solution of this smoke problem is of national 
importance. 


There is only one way to end smoke, and that is 
to persuade women to give up the old-fashioned, 
smoking fire which is responsible for 70°, of city 
fog and grime. 


GAS ano COKE 


the fuel of Clean Homes | 
and Clean Cities 


help 


youtomake 


it from the 
_ In their old | 


homes, free 


COKE ag 10 your home, 
miracle that parucles 
a always how your 
yot into the che bedrooms? Dow | 


ssopped using 


sything twice 
fuel! 


savs Mr. Therm 


| In the campaign which it is conducting to convert 
women to the use of gas and coke—the fires 
| without smpke—the British Commercial Gas 
_ Association is in a happy position of knowing 
| that it is not only promoting its own interests 
but is also contributing to the improvement 
of the public health. Mr. Therm is greatly en- 
couraged by the knowledge that his efforts to 
clean up the air over England’s cities have the 
approval of the Medical Profession. 


Issued by THE BRITISH COMMERCIAL GAS ASSOCIATION, GAS INDUSTRY HOUSE, 1 GROSVENOR PLACE, LONDON, S.W.1. 


(Fam 
4 smokeless, smutiess nomes for 
PP 
Gas or Coke. 
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| No SMUTS—NO SMOK 
\ 
wi 
‘ 7 


THE LANCET, ] THE LANCET GENERAL ADVERTISER (Nov. 


19, 1988 


Watson F Factory ‘proves 
‘the ability of Britain lo ful Ufil 
British Xr vay needs 


To-day Watson's have the facilities to 
produce sufficient x-ray apparatus to 
meet the whole requirements of the 
home and dominions markets. 


The designs have been developed in 
accordance with British needs; the 
materials and class of workmanship 
are of the very highest order. Produc- 
tion is planned to take advantage of 
repetition methods in which precision 
forms an essential part. 


To those Radiologists who have not 
yet visited our factory, we extend a 
pressing invitation to do so. Transport 
by car from London will be arranged 
gladly. 


Examples of Watson equipment can 
be seen at our London and Pro- 
vincial showrooms or under operating 
conditions in numerous hospitals 
throughout the country. 


| 


The illustrations show glimpses 
of Watson’s Wembley Factory. 
No country in the world can 
show better facilities for the pro- 
duction of modern x-ray apparatus. 


APPOINT MENT 
TO Tee LATS 
GEORGE. 


WATSON & SONS 


(ELECTRO-MEDICAL) LIMITED 


Sunic House, Parker Street, Kingsway, London,W.C.2 
Telephone ; Holborn 3881 


BRANCHES AT BRISTOL, BIRMINGHAM, MANCHESTER, EDINBURGH, LEEDS, AND GLASGOW 
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To be able to recommend, in cases of 


convalescence, a tea which is readily Over 
assimilated by the weakest stomach is 18,000 
undoubtedly an advantage. Doctors 
There is such a tea with juices milder— use 
much milder — than those which the “Ty-phoo” 
astringent varieties contain. 
in their own 
This pure tea, ‘‘ TY-PHOO” TEA, is h d 
grown upon the mountains of Ceylon Genes on 
and mainly consists of the delicate edges recommend 
of the tea leaf ; hence its difference. it to their 
Write to: patients. 
Sumner’s 


ae 


Here is a recent letter from a medical 
Man: 
“ Ever since I have been im practice I have prescribed 
‘ Ty-phoo’ tea to numerous patients of mine as it is 
so easily digestible and it is the proper tea for 
digestive disturbances,” 


.ph 


for a FREE sample. 
(This offer applies only to the British Isles. 
We regret that we cannot send ‘‘Ty-phoo”’ abroad.) 


in Pruritus Ani,’ Anal Fissure,' Pruritus Vulvz,' and Lower 


Abdominal Pains originating from the Cervix Uteri? 


Proctocaine is a lasting, non-toxic, local anzsthetic, for use in irritating or painful conditions of the 
skin and subcutaneous tissues. It is an improved form of A.B.A. Proctocaine is a combination 
of oil-soluble anzsthetics of low toxicity. These are combined so as to produce immediate local 
anesthesia which is maintained by the slow, uniform absorption 
of its oily vehicle, and action of its oil-soluble ingredients. 
The advantages of Proctocaine over other solutions have been 
found! to be as follows: 
1. Its effect is almost certain. 
2. It produces anzsthesia or hypo-anxsthesia for periods 
varying from 7 to 28 days or longer. 
3. The relaxation which it produces in the anal musculature 
is much greater and more prolonged. 
4. It is comparatively non-toxic, injection of 20 to 30 c.cm. 
producing no general effect. 
5. Even large quantities of it at one sitting have not been 
found to produce any local reaction if injected properly. 
6. Its injection is painless if made slowly. 
7. In no case did it produce severe after-pain. 


‘British Medical Journal, 1935, November 16th, p. 938. 
*British Medical Journal, 1938, January 15th, p. 105. 


In 2 c.cm. of and 12, 8/6. 
5 c.cm. 


"10 c.cm. ” ” 3 8/6. 


Injection Solution 


LOCAL 


ALLEN & HANBURYS Ltd., LONDON, E.2 
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The subcutaneous injection of Colloidal Calcium with Ostelin 


(5,000 international units of vitamin D and 0.5 mgm. of 


colloidal calcium per cc.) is almost a specific for chilblains. 


ne AG By this treatment even habitual sufferers can be helped 


COLLOIDAL CALCIUM WITH through the winter in comfort ; and in quite severe cases 
the skin circulation can be brought to a normal state. 


Frequently the pain, irritation and swelling subside after 
the first injection. The usual procedure is to give 2-3 in- 
jections of 1 ce. at 3-day intervals: but in chronie cases 
6 such injections may be needed. 

¥K Prolonged treatment should include the 
oral administration of calcium, by means of 
the highly assimilable Ostocalcium Tablets, 
each containing 74 grs. of calcium sodium 


lactate and 24 grs. of calcium phosphate 
with 500 international units of vitamin D. 


* OSTOCALCIUM TABLETS 

Prices (except Eire) : Tins of 50, 2/3 ; 100, 4/-; 
§00, 10/-; 1,000, 17/6. All G.L. prices are 
subject to usual professional discount. 


PRODUCTS OF 
GLAXO LABORATORIES 


Other G.L. products completing the range 
of modern Calcium therapy BS 

LEVU-CALCIN 


Levu-Calein is a sterile aqueous solution of the calcium salt of levulinie 
acid, for parenteral use in all conditions needing urgent calcium 
therapy. The solution is stable. It has been used with marked success 
in pre- and post-operative treatment for preventing hemorrhage; 
inflammatory and allergic conditions with exudation; and hepatic 
insufficiency; in urgent cases it should be given intravenously; other- 
wise intramuscularly or intravenously: whichever is more convenient. 


j 

Levu-Calcin. In boxes of 310 cc. (10%). 3/9, and boxes of 6 x 2 ce. (15%), 5/- 
Prices (not applicable in Eire) subject to usual professional discount. 


OSTELIN LIQUID 


A suspension of crystalline vitamin D, completely miscible with 
water. It ensures assimilation of all mixtures containing 
calcium or phosphorus. It is prescribed for the treatment of 
rickets and delayed dentition; to help sustain normal skeletal 
development, and in conditions needing a vitamin D supple- 
ment. Each ec. contains 5,000 i.u. of vitamin D. 


HIGH-POTENCY OSTELIN 


The use of vitamin D in exceptionally high dosage has been Ostelin Liquid. }-oz. phisle, 2/6; Sox. bottles, 
advocated by several clinical workers. Although too early for 7/6; 4-oz., 12/6; 8-0z., 22/6. High- Potency 
any final statement to be made on its full scope and indi- — Ostelin. In bottles of 25 tablets, 5/-; 100, 17/6. 


cations, massive dosage of vitamin D has been used with ee Ss een 
marked effect in parathyroid tetany, chronic arthritis and ¢;,xo LABORATORIES LIMITED 


rickets. Each tablet contains 50,000 international units. GREENFORD, MIDDX. BYRon 3434 
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STREPTOCIDE 


(Sulphanilamide Evans) 


Streptocide has been found to be remarkably effective in a variety of conditions including: 


PUERPERAL SEPSIS due to HAEMOLYTIC STREPTOCOCCI, 
ERYSIPELAS, TONSILLITIS, STREPTOCOCCAL MENINGITIS, 
OTITIS, in MENINGOCOCCAL INFECTIONS, GONORRHCA 
and COLIFORM INFECTIONS of the URINARY TRACT 


Medical experience the world over has proved the safety of Streptocide, especially for 
severe cases. The necessity for prompt response is now recognised. Streptocide has 
the advantage that it acts immediately and does not require preliminary decomposition 
to become fully bacteriostatic. 


05 grm. 0-25 grm. 


Streptocide is issued in tablets as follows:— (74 grains) (3} grains) 
In bottles of 25 Tablets oe oe 16 13 
100 Tablets 46 39 
250 Tablets Il - 93 
and in folded powders in boxes of 12 (0°25 grm.) 26 per box (0°S grm.) 3,3 
Made at 


THE EVANS BIOLOGICAL INSTITUTE 


EVANS SONS LESCHER & WEBB LTD. 


Liverpool and London 


For Chilblains 


Calcium is a proved method in the treatment of chilblains, and 
3 tablets of ‘ Kalzana’ thrice daily and local symptomatic treat- 
ment will have the desired result in this condition. Prophy- 
lactically, 6 tablets of ‘ Kalzana’ daily for 4 to 5 weeks, with 
intervals of 3 to 4 weeks between each treatment, from October 
to April, can be prescribed with confidence. ‘ Kalzana’ en- 
sures perfect calcium retention, as the oxidation of its sodium- 


lactate into sodium-carbonate favours normal blood alkalinity. 


SAMPLES AND 


LITERATURE GLADLY 
SENT ON REQUEST 


Regd. Trade Mark 
BRAND OF CALCIUM-SODIUM-LACTATE 


THERAPEUTIC PRODUCTS LTD. (Dept 1.33), AINTREE ROAD, PERIVALE, GREENFORD, MIDDLESEX. 
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The Prophylaxis of Diphtheria 


The following prophylactics are made and 
standardised at 


THE EVANS BIOLOGICAL INSTITUTE 


A.P.T. Evans A “two-dose” prophylactic. The first injection 
(Adam Precigteated Tensid) should be 0.1 to 0.2 cc. and the final injection 
0.5 cc. after two weeks. For children of eight 

years and under. 


T.A.F. Evans cn — be used when the subject is more 
(Toxoid Antitoxin Floccules) than eight years of age. 


F.T. Evans An efficient prophylactic. For children between 
(Formol Toxoid) one and eight years of age. 


EVANS SONS LESCHER & WEBB LTD. 
LIVERPOOL and LONDON 


MANDECAL 


(Compound Calcium Mandelate B.D.H.) 
IN THE TREATMENT OF PYELITIS 


The value of Mandecal in the treatment 
of urinary infections is being demonstrated 
continuously; for example, it is reported 
that cases of pyelitis, whether acute or 
chronic, yield with surprising rapidity to 
its administration, patients with acute pyelitis 
being free from infection after only two 
weeks’ treatment, whilst chronic infections 
have cleared up after only a short course, 
although previous treatments extending 
over a period of years had failed. 


Sample and literature on request 


THE BRITISH DRUG HOUSES LTD. 
LONDON N.1 


Telephone : Clerkenwell 3000 
Telegrams : Tetradome Telex London 
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INSTRUCTION 


Patients with constipation require instruction to appreciate the importance 
of diet, exercise and mechanical aids in their treatment. ‘ Petrolagar ’ 
is a valuable adjuvant to comprehensive treatment. It softens and 
lubricates the faecal mass facilitating normal, easy evacuation. 


Samples on request 


BRAND PARAFFIN EMULSION 


PETROLAGAR LABORATORIES LTD 
OLDHILL STREET  - - - - LONDON, N.16 


SUCCESSFULLY TREATEL 
SANABRONCHIN 
~INHALANT AND 


i Fi 
RESPIROSAN 
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Your patient on OOD must obviously be restricted; 


yet some stimulating effect on 
6 hi h digestion is desirable to maintain 
as 1g. ¢ ver strength. Thirst is a problem. . . 


Brand’s Essence does not cause 


thirst. And you will appreciate other 
reasons why this unique stimulant is 
of value to your patient. Brand’s will 
not strain the most enfeebled system 
because it precipitates no solids and 
contains no irritants. A lively flow 
of gastric ferments is aroused, but 
excess acid is effectively dealt with 
through protein - adsorption. Easy 
assimilation gives quick effect to 


Brand’s potent protein-sparing 


properties. 


is never contra-indicated 
BRAND & CO. LTD., SOUTH LAMBETH ROAD, LONDON, S.W.8 


For the convenience of your patients 
DINNEFORD’S MAGNESIA 
is now available in 
tablet as well as the 
original pure fluid. 


TABLETS 


I/- PER TIN OF 30 TABLETS 
May we send you a sample tin for your own trial ? 
MADE BY DINNEFORD & CO., LTD., 12, CLIPSTONE ST., LONDON, W.1 
C.F.H. 
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COSOME ‘merck’ 


(BRAND ‘EPHETONIN ’ COUGH SYRUP) 


for the treatment of 


COUGHS OF ALL KINDS INFLUENZA AND 

in children and adults, INFLUENZAL PNEUMONIA 
Wheaping-cough in Particularly if associated with circulatory disturbances. 
CATARRHAL CONDITIONS BRONCHITIS—Acute and Chronic 


Particularly suitable in paediatrics 


**COSOME ”’ contains ‘“‘Ephetonin,’’ ‘‘Dionin’’ and syrup of thyme, all three of which com- 
ponents exercise a distinctly beneficial action in respiratory diseases. ‘* Ephetonin,’’ as a stimulant 
of the sympathetic nervous system, dilates the bronchials and promotes expectoration. Further, 
it maintains blood pressure and stimulates the respiratory centre and the action of the heart. 
“Dionin”’ is effective in alleviating irritant cough and relieving pain, while the use of syrup of 
thyme in the treatment of coughs and other respiratory affections is well known. 


Available in bottles of approximately 170 c.c. 


Samples and Literature : 


E. MERCK, DARMSTADT 


Publicity Department : 
60, WELBECK STREET, 
LONDON, 
Telephone : WELbeck 5555 


Sole Concessionaires for the United Kingdom 
and Irish Free State : 


SAVORY & MOORE LTD., 


61, WELBECK STREET, 
LONDON, 


‘ SPECTACULAR RESULTS IN“ 
PERNICIOUS ANZMIA’ 
- - —M.D. F.R.C:S. 
In referring to his experience 
with Anahemin B.D.H. in per- 
nicious anemia cases, an eminent 
physician states that he uses 
Anahemin exclusively because 
the results are so ‘excellent and 
spectacular’, improvement being 


far more rapid and continuous 
than ever obtained previously. 


ANAHAMIN 8.D.H. 


Sample on request 
THE BRITISH DRUG HOUSES LTD. 
LONDON N.1 
Telephone : Clerkenwell 3000 
Telegrams: Tetradome Telex London i. 
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ANTI-MENORRHAGIC FACTOR 


“GLANULES” 


ANTI-MENORRHAGIC FACTOR IS A NEWLY DEMONSTRATED ACTIVE 
FRACTION OF MAMMALIAN LIVER. 


CLINICAL RESEARCH HAS REVEALED THAT THE OUTSTANDING 
ACTION OF THIS FRACTION IS THAT OF CHECKING THE FUNCTIONAL 
UTERINE HAMORRHAGE OF MENORRHAGIA AND METRORRHAGIA. 


SUPPLIED IN BOTTLES OF 25, 50, & 100 “ GLANULES” 


Write for Literature to:— THF 


Telephone: 
NATIONAL 2424 


Telegrams: 


LONDON 


ARMOSATA-CENT” 


¥ 


SEASONABLE PREPARATIONS 


ELIXIR 
RIBES NIG. CO. 


(DUNCAN) 


A combination of Codeina 
Ipecac., Menthol, etc,, 
flavoured with Syrup Ribes 
Nig., which is prepared 
from the finest fresh fruit. 


ELIXIR 
TERPO-CODEIN. CO. 


(DUNCAN) 


A pleasantly flavoured 

elixir, containing Codeina 

Phosphate and Terpin 

Hydrate in a_ suitable 
basis. 


THESE ELIXIRS ARE MOST SUITABLE FOR THE 
TREATMENT OF COUGHS IN CASES OF PHTHISIS, 
CHRONIC BRONCHITIS, CATARRH, ETC. 


SAMPLES AND PRICES ON APPLICATION. 


DUNCAN, FLOCKHART & CO. 


EDINBURGH 


104, Holyrood Road, 8 


LONDON 


155, Farringdon Road, E.C.1 
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For rapid relief of Menopausal Symptoms 


OESTROFORM 


‘For the nervous and vasomotor symptoms of the menopause, flushings, 
irritability, nervous depression, indigestion, and sleeplessness, the 
cestrogenic hormone is virtually specific if employed in adequate and 
properly spaced dosage. It is effective in both the natural and the 
artificial menopause . . . "—(Practitioner, October, 1938, p. 377). 


ZFS 


— 


DOSAGE OF OESTROFORM 

Ordinary cases of menopausal disturb- is reduced immediately the symptoms 
ance require an injection of Oestroform abate, and the optimum dosage by 
20,000 international benzoate units (in oral administration of tablets that is 
advanced cases 50,000 international necessary to keep the symptoms in 
benzoate units) twice weekly. The dose abeyance is determined. 


Literature on request 
THE BRITISH DEUG BOUSES LTD. LONDON N.1 


Telephone : Clerkenwell 3000 Telegrams : Tetradome Telex London 


= 


(HEWLETT’S 


lt has been conclusively proved that this preparation is of the greatest value in 
PUERPERAL SEPSIS 


and other diseases which are attributed to hemolytic streptococci, such as ERYSIPELAS, 
TONSILLITIS, SCARLET FEVER, STREPTOCOCCAL INFLAMMATION OF THE THROAT 
AND TONSILS, AND STREPTOCOCCAL ARTHRITIS. 


There is also evidence that P.A.B.S. (Hewlett’s) is of value in MENINGITIS, B. COLI 
infections of the URINARY TRACT and GONOCOCCAL infections. 
P.A.B.S. (Hewlett’s) is supplied in 7% grain (0°S gramme) tablets, and the dose is 2 or 3 tablets three 


times a day after meals. The dose may be reduced as the symptoms subside. The prophylactic dose is 
| or 2 tablets twice or three times daily. 


PREPARED BY 


C. J. HEWLETT & SON, LTD., 


35/42, CHARLOTTE ROAD and 83/8, CURTAIN ROAD, LONDON, E.C.2. 
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UR own long experience has 

OW man O shown us the heavy toll 

of present-day conditions on the 

nervous system, and while every 

e Doctor has his own preferred treat- 

ment, we have been convinced by 

Our atients are the many hundreds of testimonials 

we receive, that our nerve food has 

definitely assisted in recovery of 
serious Cases. 


) 
Test Bilson’s yourself and note its 
Cu I as el } 1¢ effect on your nerves—tired after 
¢ hours of concentration—and you 


will then recommend it to your 
patients. 

Bilson’s Nerve Food is rich in 
organic calcium, sodium, phosphorus 
and iron. It is a valuable health 
builder and tonic for brain workers, 
and beneficial for growing children. 


BILSON'S | nerve roop 


9 J. BILSON & CO. Is stocked by leading chemists and 
PURE FOOD SPECIALISTS health food stores. ... We shall be 
19 GRAY’S INN ROAD, LONDON, W.C.1 pleased to send a professional 


sample on request. 
Telephone ; Holborn 4710 


PROPHYLAXIS OF COMMON > 
WINTER RESPIRATORY 


Antiseptic gargles and sprays have an important place 
in the prevention of colds, tonsillitis and other winter 
ailments. But, for optimum efficiency, the antiseptic 
used must have certain “ plus ” features, in addition to 
high bactericidal properties. T.C.P. is an ideal anti- 
septic for this purpose, because it has so many of these 
* plus ” characteristics. Chief among them are stability 
—the maintenance of germicidal efficiency in the 
ye presence of organic matter, saliva, blood, pus, etc. ; 
A Physician’s sample of T.C.P. safety—T.C.P. is neither irritant nor caustic ; penetra- 
Antiseptic and literature will tive power—for the relief of congestion and the stimu- 

gladly be sent on request. lation of capillary circulation and phagocytosis ; and 
analgesic action—invaluable in painful throat conditions. 


REGD 


FOR ROUTINE PROPHYLACTIC 


GARGLING PRESCRIBE 


BRITISH ALKALOIDS LTD. 
DASHWOOD HOUSE, LONDON, E.C.2 
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A major operation in 
progress in the operating theatre 
of a London Hospital. 


DEGREES OF PROTECTION.... 


Tue most eladorate precautions against 
every possible chance of germ infection are 
of course essential in the operating theatre. 
It would be ridiculous, however, to expect 
anything approaching this meticulous 
attention to antiseptic cleanliness in every- 
day hygiene and in the home treatment of 
superficial wounds. 


The general public is nevertheless begin- 
ning to realise the importance of germ-free 
cleanliness. Hygienic standards to-day are 
higher than they have ever been. It is 
generally agreed by medical men that 
although regular use of antiseptics is not 
desirable or really necessary for ordinary 
toilet purposes, the use of a reliable anti- 
septic soap can play a very valuable part in 
the prevention of infectious disease. Face 
and hands are continually exposed to in- 
fectious germs, and require washing with 
Wright’s Coal Tar Soap. 

Wright’s has substantial antiseptic and 
antipruritic qualities. For over 70 years it 
has enjoyed the confidence of the medical 


profession, and to-day more doctors use 
Wright’s than any other brand of toilet 
soap. Wright’s Coal Tar Soap is prepared 
from materials selected after stringent tests. 
It is the only soap in the world to contain 
‘liquor carbonis detergens,’ the valuable 
dermatological therapeutic recommended 
by skin specialists the world over. In sur- 
geries, hospitals, nursing homes and private 
households Wright’s meets all the require- 
ments of modern everyday hygiene. You 
can use it and recommend it to vour patients 
with complete confidence 


WRIGHT'S 


COAL TAR SOAP 
The Safe Soap 


Wright, Layman & Umney Ltd., 44-50 Southwark Street, S.E.% 
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“A digestive agent of extras 


ordinary power.” 
Sir William Roberts, M.D.,F.R.S. 


Liquor Pepticus Benger is a 
concentrated and highly active 
fluid pepsin in acid solution which 
acts particularly upon meat, eggs 
and other protein foods. 


The best results from the use of 
Liquor Pepticus are obtained when 
it is prescribed alone. Should the 
prescriber wish to combine medi- 
caments of a tonic nature, it will 
be recollected that those which are 
free from astringency and alkalinity 
should be selected. In 4, 8 and 
16-0z. bottles. Prices: 3/6, 66 
and 12/6. 


New (t 


BENGER'S FOOD, LTD., 


SA.): 41 Maiden Lane, 


Holmes 


SYDNEY (N.S W.): 350 George Street. 


Chapel, 


CAPE TOWN (S.A 


CHESHIRE. 


: PO. Box 732 


MARTIN: SMIT 


AMENORRHEA - DYSMENORRHEA 
MENORRHAGIA - MENOPAUSE 


Today, as for years, Ergoapiol (Smith) is the accepted 
medicament in combating those menstrual anomalies which 
may be traced to constitutional disturbances; atonicity of 
the reproductive organs; inflammatory conditions of the 
uterus or its appendages; mental emotion or exposure to 
the elements. 


The physician readily can ascertain whether his prescrip. 
tion for Ergoapiol (Smith) has been correctly filled by 
dividing the capsule at the seam, thus revealing the 
initials M.H.S. embossed on the inner surface, as shown 
in photographic enlargement. 


Literature on request. 


H CO -- NEW YORK, U.S.A. 


THOS. CHRISTY & CO. LTD., 4, OLD SWAN LANE, LONDON, E. 


Agents for Great Britain 


and Ireland 
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Merthiolate’~~ 


Sodium Ethyl Mercuri Thiosalicyiate 


An antiseptic of outstanding usefulness in surgery and for first-aid treatment. 


The intact skin may readily be prepared for operation by application of the 
Tincture. Traumatized tissues are disinfected by the Solution without appreciable 
damage to cellular elements. Both preparations of ‘ Merthiolate’ are of a very 
low order of toxicity, are stable in solution, and are of maximum dependability 
in their bacteriostatic and germicidal effects. 


Tincture ‘ Merthiolate,’ 1: 1,000, and Solution ‘ Merthiolate,’ 1:1,000, are supplied 
in four-ounce and sixteen-ounce bottles. 


ELI LILLY AND COMPANY LIMITED 


2, 3 and 4, Dean Street, London, W.1 


DISTRIBUTING AGENT IN BRITAIN FOR 
ELI LILLY AND COMPANY, INDIANAPOLIS, U.S.A. 


mechanical action.. 


A Mucilaginous Laxative ~ natural 


GRANULES 


Indicated in 


CHRONIC CONSTIPATION, COLITIS, 
and allied gastro-intestinal disorders 


“|-so-gel” is a natural vegetable material. The granules 
absorb many times their volume of water and swell into 
a firm, gelatinous mass which both stimulates natural 
intestinal movements and soothes inflamed intestinal 
mucous membrane. Indicated in chronic constipation, 
hzmorrhoids, colitis, dysentery, and allied gastro- 
intestinal disorders, and alter colostomy. Action purely 
mechanical. Sugar-free. Ideal for diabetics, 


In bottles at 3/- and 5/6 each 


Descriptive literature sent post free on application, 


3201 Allen & Hanburys Ltd., London, E. 2. London” 
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VITAMIN B: IN FOODS 


Biochemical J., 1935, and other sources BEMAX 


Beef, cooked. | Milk. 
Most fish Veal, cooked. | Wholemeal 


pe bread. | Liver. 
| Porridge. Egg yolk. 
Cocva. Mutton, | ettuce. Some nuts. | Pork. 
Rice, ete. Cress. Watercress. Legumes, 
Taw. 

Cooked Fruits, fresh. | Dried fruits. 

vegetables Bran, raw. 

* | Legumes, . | Whole egg. 


White bread. cooked. 


NEGLIGIBLE. 5-15 15-30 30-50 50-70 
The figures represent International Units per ounce. 


| Now is the time for IMMUNITY 


AGAINST COLDS AND INFLUENZA 


Detoxicated Vaccines — for Safety. Ordinary Vaccines —for Economy. 
Oral Vaccines — for Convenience. Spray Vaccines—for Local Immunity 
in the Respiratory Tract. 


THE ABOVE VACCINES WHICH ARE PREPARED IN 


THE PICKETT-THOMSON RESEARCH LABORATORY 


ARE NOW SUPPLIED ONLY BY 


RESEARCH LTD. 


NAN CLARK’S LANE :" LONDON, N.W.7 


to 
bo 


Cheese 
| 
wheat. 
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“Vitamin B, deficiency 
an outstanding fault 


in the diet of many millions of people ” 
(B.M.F., 16 Oct., 1937, 753) 


The reduction in Vitamin B, intake, due to changes in 
dietary habits during the last hundred years, normally 
amounts to at least 50 per cent., and may be as muchas 70 per 
cent. It has been demonstrated, both experimentally and 
clinically, that a shortage of Vitamin B acts as a limiting 
factor in the maintenance of health and nutrition, and often 
results in gastro-intestinal disorders, loss of appetite, indi- 
gestion, constipation and, if long continued, to neuritis and 
arthritis. 

The logical way to rectify such shortage is to restore to 
the diet the Vitamin B-containing substance whose removal 
is responsible for the deficiency. 

This substance is available in the form of Bemax. 

For years it has been the policy of the proprietors of 
Bemax to ensure its Vitamin B, activity by biological assay 
of every day’s output. So far as is known, Bemax is the only 
food product for which such a claim is or can be made. 

The quantity of Vitamin B, supplied by the normal daily 
dose of Bemax—one tablespoonful—is 200 International 
Units, an amount sufficient to raise a deficient diet to an 
optimal level. 

The normal daily dose of Bemax supplies, in addition to 
Vitamin B,, significant quantities of Vitamin B, and B,, 
Copper, Iron and Phosphorus as well as rich quantities of 
Vitamin E and other essential dietary elements. 


Bemax is an entirely natural product consisting only of 


Sterility and 
Habitual Abortion 


The increasing use of Vitamin E for 
habitual abortion and sterility of 
dietary origin demands a wheat germ 
oil of proven high activity and of 
stable Vitamin value. Such an oil is 
available for the medical profession 
in Fertilol. 


FRERTILOL 


Wheat Germ Oil Capsules 
A highly active source of Vitamin E. 


A complimentary box of Fertilol Capsules and 
brochure sent on request. 


Vitamins Ltd., The Bemax Laboratories 


stabilised wheat germs selected for their Vitamin B, activity 
with no addition whatsoever. Clinical sample and litera- 
ture on request. Vitamins Ltd., The Bemax Laboratories 
(Dept.L.66 ), 23, Upper Mall, Hammersmith, W.6. 


(Dept.L.66 ), Upper Mall, London, W.6. 


CONCENTRATED 


Supplies a potent source of the anti-scorbutic 
vitamin C in a form convenient for infant feeding 
and other purposes. 


Hitt. 
It is equivalent to about four times as much fresh ORANGE 
orange juice and retains its full activity for a long 


period. 


Employed with advantage in all cases in which 
fresh orange juice is used. 

May be taken by children and adults in the form 
of a delightful drink by diluting with about ten 
times its volume of plain or aerated water or milk. 


In bottles, 2/3 each 


LYS 


LONDON 


“ye 
SS 
— . 
DZ 
FOURS 
Ome TARESPOOWRR OF 
FRESH ORANGE JUICE 
Mencfactured 10 England by 
BEE Alien & Hanburys lid 
| London. E.2 
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Rational Antacid Therapy 


PART from those cases due to actual organic disease, the 
A nest of the syndrome of symptoms known as _ indigestion, 
generally resolves itself into an attempt to overcome hypersecretion 

of acid and to soothe the irritated or inflamed gastric mucosa. 


That “ Alocol” possesses intrinsic “ Alocol” forms with the gastric 


qualities which render it particularly 
valuable as a gastric sedative and 
antacid is now well established. Its 
freedom from the constipating effect 
of bismuth, the laxative action of 
magnesium salts and the gas-forming 
properties of sodium bicarbonate are 


contents a colloidal jelly which has 
the power of adsorbing free hydro- 
chloric acid. Its markedly soothing 
effect on the gastric mucosa promptly 
relieves pain and discomfort. It 
does not interfere with the normal 
process of digestion and is free trom 


especially noteworthy. the danger of “ alkalosis.” 


omplete chemical history of ** Alocol,” with convincing clinica 
reports and supply for trial, sent free to physicians on request. 


A. WANDER, LTD., Manufacturing Chemists, 


184, Queen’s Gate, London, S.W.T. Indian 
Works and Laboratories : Saraswati playing 
KING'S LANGLEY, HERTFORDSHIRE the Vina, 


LA 


Better Salicylate Therapy 


WV otic sear th be the season of A careful series of experimental tests 


the year, there is a wide sphere has recently shown that “ Alasil”’ is 

of utility for ‘ Alasil,”’ the more completely absorbed than ordi- 
improved form of salicylate medica- nary salicylate compounds, and that 
tion. ‘Alasil” is a very definite it is practically free from the risk of 
advance on ordinary compounds of liberating free salicylic acid in the 
salicylic or acetyl-salicylic acid both stomach. Wide clinical experience 
in therapeutic efficiency and in free- anticipated these findings by demon- 
dom from unpleasant gastro-intestinal strating that the use of ‘ Alasil’”’ can 
sequele. This high tolerability is due be pushed or prolonged to a 
to the fact that ‘‘ Alasil’’ is composed much greater extent than ordinary 
of calcium acetyl-salicylate—the least salicylate compounds, and that it 
irritating of the salicylate compounds— can be given with equal safety to 
and ‘ Alocol” (Colloidal Hydroxide children, adults, the aged, “and 
of Aluminium), a powerful gastric patients with finely-balanced diges- 


sedative and antacid. tive capacities. 


A supply for clinical trial with full 

descriptive literature sent free on request, 

A. WANDER, LTD., 
Manufacturing Chemists, 

184, Queen’s Gate, London, S.W.7. 

Laboratories and Works; King’s Langley, Herts. 
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Atul, it is well known nowadays 
must have two essential characteristics. 

1. They must be biological, i.e., they must 
accord with and imitate in their action the 
natural physiological processes of the intestine. 
2. They must be capable of educating the 
intestine, so that the habit of a laxative is not 


formed and the intestine can function unaided : 


when bowel adjustment is attained. 


Jaxol has both these advantages. 


dame has not the violent irritant action 
of many laxatives and purgatives, but stimulates 
the intestine by processes which resemble those 
of nature. The intestinal gland which is an 


important part of its composition acts on the 
Po 


intestine by reinforcing the deficient function 


Intestinal glands - - 0.05 grms. 
Biliary extract - -0.10 4, 
Lactic ferments - - 0.05 4, 


which has culminated in constipation. This 


stimulating action is gentle, and does not force 


the weakened intestine to efforts beyond its 
Agar-agar = = =0.05 


Fiat tablet- - + -0.35 4, power, which would culminate in aggravation 


of the constipation. 


Jui is not habit-forming. It re-edu- 

Initial Daily Dose cates the intestine to resumption of normal 
Two Tablets function unaided, thanks to the biological 
nature of its action. It contains no irritant drug 

of violent and artificial action to which the 

intestine can become accustomed. On the 

contrary, many stubborn cases of constipation, 

after a course of TAXOL, revert to normal and 


regular peristalsis. 


CONTINENTAL LABORATORIES LTD. } 30 MARSHAM STREET, LONDON, S.W.! 


a 


THE LANCET 
NCET,] 
THE LA 
NCET 
GENERAL ADVERT 
ISER 
[Nov 19 
1938 


There is 
evidence 
charactet pro 
‘Angiets’ | sub-ac 
pronchitis- 
the coushs fact’ a catarrhal, ulcerative, 
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the intestines 
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ents. Fermen- 
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facilitate 
Medical Professio™ 
Cc O LIMITED 
WELL ROAD: LONDON: E.C.1- 


and 
Emu sion eiro eum 
Angiers” Emulsion during and aitet Pneumonia and 
is made with petroleum specially Pleurisy afte ay recommender 
purified for internal py the best authorities for reliev- 
. original petroleum emulsion — ing the cough, pulmonary distress, 
the result of many years of careful and difficult expectoration: After 
research and experiment- the attack, when the patient's 
gutrition and vitality ate at the 
Bronchitis, Sub-Acute and Jowest ebb, Angiers’ ig specially 
Chronic sndicated pecause of its reinforcing 
amount of influence upon the normal pro- 
cesses of digestion assimilation 
ition. 
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An advance in 


EXTRACT 


and its combinations in free fh 
granular crystalline form ff 


“Wander” Malt Extract: (Crystalline) 


Superior in every way to liquid or viscous extracts of ih 
- malt. A notable preparation for modifying cow's milk {ff} 
for infant feeding. i 


“Wander” Malt Extract with Hemoglobin (Crystalline) ft 


“Wander” Malt Extract 
Preparations appeal to the prac- 


A heematinic tonic nutritive. Valuable in anemia, 
chlorosis and phthisis, etc. Particularly palatable. 

“Wander” Malt Extract with Guaiacol Carbonate (Crystalline) 
The approved method of administering carbonate of 
guaiacol. A powerful respiratory and intestinal anti- 
septic. 

“Wander” Malt Extract with Comp. Glycerophosphates (Crystalline) 
Contains glycerophosphates of calcium, sodium, iron and 
magnesium. Indicated in nervous disorders, etc. 

“Wander” Malt Extract with Iron lodide (Crystalline) 
Produces no symptons of “ iodism,” gastric disturbance 
or constipation. Aserviceable preparation in tubercu- 
lar conditions of glands, bones, joints, etc. 

“Wander” Malt Extract with fron Pyrophosphate (Crystalline) 
The most readily assimilated of all inorganic forms of 

iron. Indicated in anzmic¢ conditions. 
“Wander” Malt Extract with Calcium Phosphate (Crystalline) 
A bone-forming nutrient and digestive, Of proved 

: value in rickets and malnutrition. 

Cristolax ‘Wander’ Malt Extract with Paraffin (Crystalline) 
Laxative, nutrient and digestive. Contains 50% of the 
purest liquid paraffin of 
high viscosity. Excep- 
tionally palatable, 


WANDER 
(ALT 
EXTRAG 


(CRYSTALLINE) 


titioner because of the many acknow- 
ledged points of advantage they possess 
over the usual liquid or semi-liquid 
products. Their desiccation in vacuo 
renders their concentration definite and 
secures permanency without necessity 
of addingthe usual preservatives. Their 
granular crystalline character makes 
them much more pleasant and econom- 
ical to handle and to administer. They 
are also more palatable, and are at once 
acceptable to children and fastidious 
patients. The attractive granules flow 
readily and cleanly from the bottle and 
do not adhere to measures or spoons. 


The ‘‘Wander” Malt Extract Pre- 
parations are prepared only from the 
purest materials and each part of the 
process of manufacture is subject to the 
most rigid control. The products are 
standardised and the full potency of 
the active ingredients may always be 
depended upon. 


Supplied by all Pharmacists. 


Clinical trial specimens will be gladly 
sent free to Medical men on request. 


QOANDER L 
184, Queen's Gate, SW. 7, 
WORKS. Kincs 


/ 
= 
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THE LABORATORIES 


= 


concemporary xnowledge 
THE CROOKES LABORATORIES 
gan ROYAL LONDON, 
ho and NeW 
As the sub-heading of the pooklet 
implies, this is an epitome of contem- 
porary Knowledge on the subject of 
Vitamins. A copy will gladly be sent 
a free of charge upon request. 
Maries, London. 
T.G.S. 
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range new purées 


Uniformity and 
high nutritive 
qualities 
now available 
for general 
prescription 


PROTEIN 48 
CARBOHYDRATES | 68 
CALCIUM 0-012 
PHOSPHORUS |0083| 
IRON 00016 
VITAMIN A. GOOD 
VITAMIN B. |VGOoD 
VITAMIN 
VITAMIN G. FAIR 


A typical example of the high 


nutritive values retained in Heinz 
Strained Foods. (Figures show per- 
centages on the wet basis) 


STRAINED FOODS 


* Fully explanatory literature and samples gladly sent on request. 
H. J. HEINZ COMPANY LIMITED, HARLESDEN, 


Vegetable and fruit purées, rich in mineral salts, vitamins and 
other soluble nutriment, constitute the perfect diet for infants 
and cases of nutritional anaemia. 

But despite the wide approval shown by physicians, and a 
growing appreciation of this dietary by mothers, progress has 
hitherto been slow, owing to the practical difficulties encoun- 
tered in home preparation. 

The use of vegetables not truly fresh, mechanical losses 
through oxidation when boiling, and inefficient sieving out of 
the harsh fibres, inevitably impair the quality of the home- 
produced preparation. 

Now, with the marketing of a range of strained foods by 
H. J. Heinz Co. Ltd., vegetable and fruit purées containing all 
necessary dietetic values are available in convenient bulk 
and form. 

Heinz Strained Foods are prepared with all the advantages of 
the best factory method. The vegetables are specially grown in 
those areas where soil and climate combine to produce the best ; 
they are harvested when they are just right, and cooked within 
a few hours of being garnered. 

First, the ingredients are scrupulously cleaned. Cooking by 
light steam pressure in vacuum containers follows, leaving the 
contents perfectly disposed for comminution by extrusion, and 
at the same time ensuring retention of the essential juices and 
mineral constituents. Fine sieving having removed all fibres 
of a harsh or irritant nature, the purée is then adjusted to an 
acceptable consistency and sealed in vacuo, the sealed con- 
tainers being immediately subjected to sterilization under 
constant conditions of time and temperature. 

The purées thus offered are uniform, convenient and of the 
highest possible nutritive content. 


NOTE: Glass containers are not used owing to the deleterious 
effect of light on the value and palatability of the purées. 


SPINACH 

TomMATOES 
CARROTS 
VEGETABLE SOUP 
PEAS 

GREEN BEANS 
MIXED GREENS 
BEETS 

PRUNES 
CEREAL 

| APRICOTS AND 


BEEF & LIVER SOUP 


APPLE SAUCE 


LONDON, N.W.10 
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THE BRITISH WHOLE WHEAT CRISPBREAD 


30 


HOW WHOLE 
WHEAT CRISPBREAD 
BENEFITS HEALTH 


HEAT has always been Man’s first choice among the cereals, whenever 

climatic conditions did not prevent his getting it. That remains true of all 
bread, either white or wholemeal, either soft or biscuit-crisp. And Vita-Weat, 
the wheaten crispbread with the WHOLE of the wheat left in it, has advantages 
which entitle it to a very high place among the staple foods of the world. 


Its Calorific Value 

Bread is the ‘energy component’ and 
Vita-Weat, since it contains only 3 per 
cent. of water, has a fuel-value nearly 
twice that of ordinary bread—according 
to The Practitioner its calorie value is 
2,132 per Ib. 

Each section of such a crispbread—each 
‘slice,’ so to speak — has a calorie value 
of 37. That is to say that in meeting what 
is probably the greatest requirement of a 
national staple food Vita-Weat is almost 
twice as effective as the softer kinds of 
wheaten bread. 


Starch and Digestion 
A crispbread, obviously, calls for a more 
thorough chewing than a soft ‘crumb’ 
bread and salivation is therefore more 
healthily promoted. The starches and 
cellulose in Vita-Weat are also ‘con- 
verted’ into a more digestible form by 
the special processes which go to make 
a good crispbread— just as toast and 
crust have become greatly more digestible 
than bread in its quite ‘unconverted’ 
starchy form. While all the wheat-berry 


is used the bran and fibre are thoroughly 
disintegrated. 

The result is, therefore, that the weight 
which quantities of ‘unconverted’ starch 
place on the digestion is almost entirely 
eliminated where Vita-Weat has been 
prescribed. 

VITA-WEAT AND ITS ADVANTAGES 
In addition to these great advantages of 
superior fuel-value and digestibility Vita- 
Weat retains the ‘protective’ elements of 
the wheat-berry which are frequently 
rejected in the ‘refining’ of white flours. 
Proteins, vitamins and minerals in which 
bread is normally deficient are present 
and the ‘balance’ of this crispbread as a 
food is therefore increased. 

The use of Vita-Weat can be shown to 
be especially desirable in cases of mild 
anaemia, liability to infection, lack of 
appetite, poor digestion, diabetes, obesity 
and as a food of ‘protective’ value to 
the teeth. 


A little booklet has been prepared for the medical 
profession briefly summarising the medical case for a 
whole wheat crispbread and it will gladly be sent post- 
free to any doctor on application to Peek Frean & Co. 
Lid., Keetons Road, London, S.E.16. 


Vita-Weat 


asco 


7 | 


‘\ 
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COD LIVER OIL 


DOSAGE 


AND VITAMIN 


—THE OFFICIAL RULING 


Many practitioners have found that their patients still believe it necessary 
to take large doses of cod liver oil, and in consequence resort to other liver 
oils of uncertain origin and widely varying vitamin content. Reference, 
however, to the latest Addendum (1936) of the British Pharmacopceia shows 
that the standard dosage for cod liver oil is very much smaller than 
conventionally supposed, and, moreover, that a definite vitamin content 


and origin are specified. 


The ruling on vitamin content is that 
each gramme of cod liver oil shall contain 
not less than 600 International Units of 
Vitamin A and not less than 85 Inter- 
national Units of Vitamin D. Given 
this content, the minimum dose of cod 
liver oil is fixed at 15 minims (a quarter 
teaspoonful) three times a day. 


The advantages of being able to prescribe 
a cod liver oil which is guaranteed to 
conform to this ruling of the British 
Pharmacopeeia are obvious. The smaller 
dose is readily acceptable by the patient, 
which fact makes it unnecessary to resort 
to other liver oils whose vitamin contents. 
are uncertain both as to origin and 
efficiency and which have none of the 
proved food values of Cod Liver Oil. 


* SevenSeaS ’ Cod Liver Oil is guaranteed 
to conform to the British Pharmacopeeia 
requirements, and it has the additional 
advantage of being made from absolutely 
fresh livers. The small dose of Cod Liver 
Oil now needed and the pleasant taste of 
“SevenSeaS’ Cod Liver Oil arise from 


BRITISH COD LIVER OIL PRODUCERS (HULL) LTD. 


the fact that ‘SevenSeaS’ trawlers are 
equipped to render the oil on board, 
immediately the fish are caught. This is 
possible only with cods’ livers, owing 
to their high percentage of oil. It cannot 
be done with the livers of other fish. 

In the case of ‘ SevenSeaS ’ High Potency 
Oil, the dosage is reduced to a matter 
of drops only, for this oil has a guaran- 
teed vitamin content of four times 
British Pharmacopeeia standard. It is 
not concentrated or fortified in any way, 
but is obtained simply by selection from 
fresh cod livers with a naturally high 
vitamin content. This High Potency 
Oil should be of particular interest to 
practitioners wishing to prescribe for 
patients who cannot assimilate fat or 
have a tendency towards acidosis. 

All ‘ SevenSeaS ’ oil is thoroughly tested 
before being issued to the public. It is 
prepared and packed in strict conformity 
with British Pharmacoperia requirements. 
Samples of the High Potency Oil, the 
Standard Oil, and the High Potency Oil 
in capsules will be sent on request. 


ST. ANDREW’S DOCK HULL 


CONTENT 


ENGLAND 


THE LANCET, ] 


THE LANCET GENERAL ADVERTISER 


[Nov. 19, 1938 


Shadow of Pain 


INDICATIONS — 


Veganin has proved particularly 


serviceable in the treatment of 


headaches, migraine, rheumatic 
affections, post-operative and post- 
puerperal pain, in the backache 


and muscular pains of influenza. 


Veganin Tablets are not advertised 


to the public. 

2 
Supplied in tubes of 10 and 20; 
boxes of 100, 500 and 1,000 for 
dispensing. 


A supply for clinical trial sent 


on request. 


R. WARNER 

& CO., LTD. 

POWER ROAD + CHISWICK 
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BRAND TABLETS 


THE PATIENTS 
INSISTENT 
NEED 


Pain is the dominant symptom which induces 
the majority of patients to seek medical aid ; 
hence the practitioner’s reputation depends 
in no small degree upon his skill in relieving 
pain. For this he cannot have a more reliable | 
ally than Veganin. 

Veganin presents a synergistic combination of 
acetylsalicylic acid, phenacetin and codeine 
and is considered one of the safest analgesics. 
It is quickly absorbed and its action is prompt 
and prolonged. 

Veganin aflords effective relief in a_ vast 
number of painful conditions and alleviates 
the nervousness that so frequently accom- 
panies them. There is no aftermath of 


languor and no systemic disturbance. 


Made in England 


: 
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In a letter to The Lancet dated October 22nd, the medical members of the Birth Control 
Investigation Committee stated that contraceptive methods which involved the use of 
mechanical appliances are not easily practicable by all elements in the community. ‘ The 
possibilities’, they add, ‘ of a chemical method which dispensed with mechanical appliances therefore called 
for careful investigation’. 


In these words were described the origin and objects of an inquiry that has 
been carried out for ten years under the Committee’s auspices. Volpar is the 
outcome—a contraceptive which, in the Committee’s words, is ‘spermicidally 
efficient to a high degree, completely harmless, zesthetically acceptable, and 
cheap’. Whether Volpar, when used alone, will give complete protection 
against pregnancy can only be discovered by prolonged clinical trials. These 
have been begun and, until! now, have yielded promising results. The 
response of Volpar to laboratory tests is superior to that of any other 
spermicide on the market. _ 

A booklet containing particulars of the investigation which led to the 
production of Volpar will be sent post free to any physician on request. 


Volpar preparations are available in the form of gels and of paste. 


Volpar Gels are soluble vaginal suppositories primarily intended for use alone, or (for 
maximum safety) with a cap or sheath. They are issued in screw-capped glass tubes 
containing 1 dozen gels: price 2s. Od. per tube. 

Volpar Paste is a non-greasy paste for the lubrication of occlusive caps and sheaths 
or condoms. It is supplied in collapsible tubes: price 2s. Od. per tube. 


Volpar Gels and Volpar Paste are sold to the 
public only through the retail pharmacist. 


Vol/S/4 


4 
TD. ONDON N1 
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Nort only in countries of the Temperate Zone, but 
within the Arctic Circle, as well as in the Torrid Regions 


DRESSING 


TRADE MARK 


is known and prescribed regularly by the Medical Profession. 


It is the best-known method for the 
application of prolonged moist heat 
for the alleviation of INFLAMMATION, 
CONGESTION and PAIN. 


Sample on request 


Made in England 
e 


THE DENVER CHEMICAL MFG. CO., 12, Carlisle Road, LONDON, N.W.9 
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Early serum treatment saves lives in 


PNEUMOCOCCUS LOBAR PNEUMONIAS 


Tue serum TREATMENT OF PNEUMONIA is an emergency pro- 
cedure. .Delay may mean failure. Those physicians who have 
in mind where they can obtain prompt typing tests and a quickly 
available supply of specific serum are thereby assuring their 
patients the best chance for recovery and the shortest possible 
period of illness. 


When adequate serum treatment is given early, lives are 
saved and complications prevented. When serum treatment is 
postponed and used only as a measure of last resort, it may 
occasionally prove effective, but it has often failed. 


Bacteremia, a serious development, occurs with considerably 


less frequency in cases where early, adequate serum therapy is 
instituted. 


Bacteremia appears at varying times in the course of the 
disease, but usually after the third day. 


50 BuLtowA* has presented the following 
significant facts concerning bacteremia 
45] FATALITY RATES IN 
— in Type 1 and Type 2 pneumonias— 
LOBAR PNEUMONIA yP ype 2p 
In non-serum treated cases, the incidence 
of bacteremia is 25% in Type 1 and 43% 
in Type 2. The mortality in each of these 
< bacteremias is close to 75% if serum is 
_ mot used, and considerably lower when 
- serum is used. 
<r Willi Tay The importance of immediate typing, 
bad even at the first suspicion of pneumonia, 
cannot be overemphasised. 
a ttt *BULLOWA, J. G. M. Management of the 
°|| Pneumonias'’ Oxford University Press, 1937 
5 th Distributed in England by 
i | 
WZ 
“ =X st | 
Telegrams and Cables “Aseptic Leeds” 
| LORD AND HEFFRON Telephone 20085 (3 lines) 
2 BULLOWA 
252 Regent Street LONDON W1 
Telephone Telegrams and Cables 
A PRODUCT OF THE “Regent 1884 London” 
Agents for Eire 
Le LABORATORIES 
detle WILCOX JOZEAU & CO 
INC. New York 19 Temple Bar Dublin 


or 
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PARKE-DAVIS 
LABORATORIES 


| 


HOUNSLOW. MIDDLESEX 


HE English Laboratories of Parke, Davis & Co. are situated 

at Hounslow, 12 miles West of London. They were established 

in April, 1900, and the first extension was made in 1907, 
in which year a building of three storeys was erected. Five 
years later the growing requirements of the firm necessitated a 
further addition of more than double the area of the old 
building. From time to time since, new buildings have been 
erected, and in 1937 the structure occupying the left half of 
the above illustration was opened. The total floor space is now 
nearly a quarter of a million square feet. 


In these laboratories extraordinary precautions are taken, 
regardless of expense, to secure an unequalled standard of 
activity and reliability in the pharmaceuticals produced. Every 
ingredient of every formula is critically examined, chemically 
or physiologically, and required to conform to exceptionally 
high standards of purity. Elaborate and costly measures are in 
force to prevent any possibility of error in manufacture, and 
every product has to pass the rigorous tests of the Analytical 
Department before it is issued. In every way possible the 
endeavour is made to ensure that the name “ Parke-Davis” on 
a label shall be a symbol of a product entitled to the implicit 
confidence of the medical profession. 


PARKE, DAVIS & 50. BEAK STREET. LONDON, 
Laboratories : Hounslow, Middlesex. Inc. U.S.A., Liability Ltd. 


36 


> 


THE LANCET,] THE LANCET GENERAL ADVERTISER [Nov. 19, 1938 


Insulin which merits confidence 


Since insulin was first author- 


<7 ised for manufacture in Great 
| Britain ‘WELLCOME’ Brand 
INSULIN been notable 
ME} | ROTAMINE for its supreme quality. 
| INSULIN] 
| weLLOOME | Prescribers and patients have 
ed | PROTAMINE | 


jon 


INSULIN | good reason for confidence in 
(with ZINC) 


Suspension its dependability. 


=" WELLCOME’-- INSULIN 


Made with CRYSTALLINE INSULIN 


20 Units perc.c., 5c.c. phials, 1/6 40 Units per c.c., 5c.c. phials, 2/1 
20 » , 80, BEL: 


‘WELLCOME’ 
PROTAMINE INSULIN 


(with ZINC) —Suspension 


Prolongs the  blood-sugar lowering action. 
Patient may be maintained on one daily injection. 


40 Unis per c.c., 5c.c. phials, 2/4 40 Units perc.c., 10c.c. phials, 4/6 
80 Units per c.c., 5 c.c. phials, 4/6 


London Prices to the Medical ProfesSion 


Descriptive literature to Medical Men on request 


Raa BURROUGHS WELLCOME & CO., LONDON 


Address for communications: SNOW HILL BUILDINGS, E.C.1 


eae Exhibition Galleries: 10, HENRIETTA PLACE, CAVENDISH SQUARE, W.1 
Associated Houses: 


NEW YORK MONTREAL SYDNEY CAPE TOWN MILAN BOMBAY SHANGHAI BUENOS AIRES 


H 3659 


COPYRIGHT 


Z 

| 
202 [We 
| 
INSULIN 
6 
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INCRETONE 
Liguid Endocrine Tonic 


with a positive pharmacologic 
action on the energy liberating 
mechanism of the body. 


Increased energy from increased 
utilization of the foodstuffs. 


G. W. CARNRICK CO, 
20 Mt. Pleasant Ave., Newark, N. J., U.S.A, 


Bottles of 


6 ounces 


Distributors 


BROOKS & WARBURTON, Ltd. 


240 Vauxhall Bridge Rd. London, S. W. 1 
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GLYCURRANT 
LINCTUS 

is a new expectorant and sedative preparation, particularly suited 

to dry coughs, such as that of chronic bronchitis. Its carefully 

planned composition includes the juice of ripe black currants, an 


agent which is well known for its soothing effect on the pharynx, 
and which gives a distinctive, delicious flavour to the mixture. 


ll 


> | | 


In bottles at 1/6 and 2/9 wae orn eo 
ALLEN. and HAN BU 
LONDON. £2 
Telephone : Telegrams : 
Bishopsgate 3201 (12 lines) “ Greenburys Beth London” 


[See also pp. 9, 21, & 23.) 39 
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RESYL -ciza: 


Registered Trade Mark 


An elegant preparation of 


GLYCERO - GUAIACOL- 
ETHER 


Facilitates expectoration. 
Reduces bronchial secretion. 
Lessens irritation. Improves 
appetite. Indicated in all 
affections of the respiratory 
organs. 


PACKAGES: Tablets. Original bottles of twenty grm. (I der.) 
Syrup. Original bottles of 200 grm. 
Ampoules. Boxes of ten 2°3 c.c. 


DOSAGE: Tablets. Adults: 3-5; Children: 1-3; daily, dissolved in 

water or other fluid. Syrup. Adults: 3-5 teaspoonfuls ; Children: 1-3 

teaspoonfuls; dally. undiluted or mixed with fluids. Ampoules. One 
: every second day for 20 days. 


CIBA LIMITED 
40 Southwark Street, S.E.| 


Telephone : Hop 104! Cibadrugs Boroh London 


Telegrams : 


BURGOYNE’S 


Wine made from grapes grown on TINTARA 
is a very full, nat- 
ferruginous soil in a warm climate has ural ferruginous 
burgundy from 

long been recognised as a _ valuable Australia. 
It is low in acids, 
natural tonic particularly suitable for absolutely pure 
and unadulterated. 

use in convalescence. It is pleasant to A sample 

will be sent 

the taste and its effects are immediate oes = i 

e 
and lasting. Kingdom 


on receipt 
of profes- 
sional card. 


bottle 
per 
9/ 


Also in 
flagons and 
flagons at (A flagon equals a 
6/- and 3/- bottle and a half.) 


FERRUGINOUS 
: Quality approved and checked by the British Analyt 


P. B. BURGOYNE & CO.LTD. | 
BURGOYNE HOUSE, DOWGATE HILL, LONDON, E.C4_ 


cal Contra 
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EKNOS “FRUIT. SALT’ 


contains no sulphates 


HE value of the sulphonamide drugs in streptococcal—and probably other—infections is 

now an established fact. But, it is also known that there are certain avoidable dangers 

attendant on their administration. Perhaps the greatest danger is consequent on the 
coincident adminstration of drugs containing sulphur—a combination which is very apt to give 
rise to sulphemoglobinemia. This danger cannot be avoided even by taking very small quantities 
of the drugs. 
Rightly, therefore, it is advised that the ordinary mineral salines, effervescent or otherwise, should 
not be used in connection with sulphanilamide or any drug in the sulphonamide group. Nearly 
all these salines contain either sulphate of magnesium (Epsom Salt), or sulphate of sodium (Glauber’s 
Salt), or mixtures of the two, more or less disguised by the addition of sugar and artificial flavourings. 


ENO’S ‘Fruit Salt,’ however, 
is in a different category, con- 


taining no trace of sulphur or 
sulphate. It is a well-balanced 
combination of selected alkalis 
and fruit acids. 


SAL! 


The words ‘Eno’ and ‘Fruit Salt’ 
are registered,trade marks 


j 


E34-201 
41 


| 
Fruit Salt” is eound 
Jaxative acting on the natural principle 
effective aystemic alkalizer- oe 
apoontul peing equal in value 
to eight ounces of orang” juice: 
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OSPURUM 


Vide Surg. Gyn. Obst., January, 1938 


SOLE AGENTS: 


DOWN BROS, L™: 


Surgical Instrument Makers 


LONDON : 


2! and 23 ST. THOMAS’S STREET, 
S.E.1 


22a CAVENDISH SQUARE, 


CALCUTTA : 
16 OLD COURT HOUSE STREET 
3, ST. THOMAS'S § 
TORONTO: 
143 COLLEGE STREET 


OUR SERVICE TO DOCTORS: 


—-NUMBER TWO — 


| N prescribing ‘‘Ardente ’’ for your deaf patients when 
an aid becomes necessary, you are safe because they 
can obtain service in most important towns throughout 
Great Britain—to meet any change in their aural 
condition. As an additional safety factor, each 
“* Ardente ”’ is covered by its maker’s guarantee. 


There are a full range of ‘‘Ardente ’’ types—electrical 
and non-electrical, bone-conduction, granule, valve, 


Particulars gladly sent and Tests are : and phantom—which are individually suited, after testing 
fTohecatate | by Aurameter, to the needs of each case—no expense 
Medical Press Reports are interesting. being Incurred until hearing satisfactorily. 


10 MEDALS, 5 DIPLOMAS, 


ARDENTE L._TD.— 309 OXFORD ST., LONDON, W.1. 


‘Between Oxford Circus and Bond Street) "Phones : Mayfair 1380/1718/0947 
BIRMINGHAM BRISTOL EDINBURGH GLASGOW LEICESTER LIVERPOOL 
CARDIFF EXETER LEEDS MANCHESTER NEWCASTLE SOUTHAMPTON 
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MODEL 63. 
The Adjustable 
Slide-head Truss. Grade | 
covered in Calf and Kid leathers. 
Single 26/3. Double 42/-. 

Grade 2 covered in Basil and 
Chamois leathers. Single 16/3. 
Double 26/3. Pads available for 
scrotal, semi-scrotal and femoral 
hernia. 

MODEL 78. 

The “CURTIS” Celluloid 
Truss. Grade | only. Finely 


CURTIS 


ARE LIGHT, YET 
GIVE PERFECT 
SUPPORT AND ARE 


UNOBSTRUSIVE TO WEAR 


Effective Truss Fitting isan art. It necessitates 
long experience, anatomical as well as 
mechanical knowledge, and dexterity in 
manipulation. 


Curtis Trusses are recommended by the 
highest medical authorities throughout the 
country for their reliability and safety. Based 
on a thorough anatomical knowledge they 
conform to every medical and surgical re- 
quirement and afford the sufferer the greatest 
measure of comfortable support. 


tempered spring covered in pink 
celluloid. Impervious to water. 


Write for the Curtis Book of appliances which gives full 
Single 26/3 Double 44/-. 


and amply illustrated information. Dept. A. 


-URTIS SON LTD. 


e Place. gmore St. London 
Phone 2921. 


As good as a 
second right 
hand in the 
Surgery 


Yet another tremendous advance 
in examination lamps—the Ceiling 
Model Terry Anglepoise. Out of 
the way, yet instantly to hand at 
a touch, pouring its strong, pene- 
trating, concentrated beam right on 
the spot, without any distracting 
glare in user’s eyes. Will reach to 
any part of average surgery, thus 
avoiding awkward light-shifting 
when patient must not be moved. 
Leaves both hands free. A perfect 
examining and dressing lamp. For 
sheer efficiency and convenience 
nothing can approach the ANGLE- 
POISE*—adjustable to posi- 
tions at a finger touch. Simply 
marvellous for all “close”’ work 
as it throws the clear light neces- 
sary for extreme accuracy. Can be 
brought as close as required. Saves 
light bills—a 25 watt bulb works 
like a 60. 

Scientifically built every part 
superlatively made. In_ several 
models. Models for wall or table, 
and on smooth-running castors. 
“A Triumph for Terry Springs.” 
Patented at Home and Abroad. 
Send for Booklet L. 


HERBERT TERRY & SONS LTD., 
REDDITCH. 
London Office and Showrooms ; 
27, HOLBORN VIADUCT, E.C.I. 
Manchester : 279 Deansgate. 
Birmingham : 210 Corporation St. 


7 Mandevill 
GY 
e TERRY CEILING MODEL 
Mingle 
| LAMP 
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fic’ TONIC. 
is advised 


When the physician advises an alcoholic ‘tonic’ for the convales- 
cent, Hall’s Wine presents itself as a most suitable type. For its 
palatability and pleasant bouquet appeal even to those unaccus- 
tomed to take wine in the ordinary way, and its lightness makes 
it easily tolerated in the majority of cases. In addition to its mild 
alcoholic content, its grape-sugar adds to its thermal energy-value. 
The fact that it has enjoyed the approval of the medical profession 
for the last fifty years indicates that Hall’s Wine has always 
supplied what is required in a ‘Tonic Wine’. 


M4 | @ Physicians wishing to test Hall’s Wine 
ALL $ Wi N E are cordially invited to write for a free 
pint bottle to Stephen Smith and Company 

Lid., Bow, London, E.3. 


for all stages of convalescence 


(97) 


| 
| 
| 
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BALANCE 
THE pH 


and tone up the 


Mn 
/ “FELLOWS” 


(TRADE MARK) 


COMPOUND SYRUP OF HYPOPHOSPHITES 
“FELLOWS” 


Scientifically compounded to correct mineral deficiency; and as an 
unequalled tonic. 


entire system with 


Samples on request 


FELLOWS MEDICAL MFG. CO., Ltd. 
286 St. Paul Street West 
Montreal, Canada 


PARATHYROID AND GALCIUM THERAPY 


Elixir Parathyroid and Elixir Parathyroid with Calcium 
(SQUTRE) (SQUIRE) 


The internal secretions of the Parathyroid Gland have been found to play an important part in the assimilation 
of Calcium in the tissues, and in consequence to exert a considerable influence on the nervous system, 

Recent experiments have shown that Parathyroid insufficiency may be compensated by the ora] administration 
of the Parathyroid substance, 

The above Elixirs present in an agreeable and useful form the hormones of the Parathyroid Gland alone and in 
combination with a freshly prepared Calcium Lactate, These preparations are specially indicated in ECLAMPSIA, 
TETANY, SPRUE, and in conditions of chronic SEPSIS, such as varicose and duodenal ulcers, 


In 4 0z., 8 oz., and 16 oz. Bottles Descriptive Leaflet Gratis on request 
SQUIRE & SONS, Ltd. Kine 413, Oxford Street, London, W. 
Telephone: MAYFAIR 2307 (2 lines) Telegrams: SQUIRE, WESDO, LONDON, W.1 


TABLETS ‘in Diarrhoea, Flatulence and Colitis. 


@ “B”" TABLETS in Gastric and Nervous Dyspepsia. 


ASCO. TRADE MARK SYRUP in Intestinal Infections of Childhood. 
MB «SNUFF in Influenza and Common Cold. 
Samples and literature sent on request :— 


Dimol Laboratories, Ltd., 34/40, Ludgate Hill, London, E.CA, 
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BRAND ETHOCAIN HYDROCHLORIDE 


The Original Preparation 
English Trade Mark No. 276477 (1905) 


The Safest and most Reliable 
Local Anesthetic for ll 
Surgical Cases 


Nay SOLD MEDAL 
TRE SACCHARN CORPORATION 
72, OXFORD stareT, LONOON. 


Does not contain Cocaine, and does not come under 
the Dangerous Drugs Act. 


Literature on Request. 


Sold under Agreement 


THE SACCHARIN CORPORATION LTD. 


72, Oxford Street, London, W.1. 
Telegrams: SACARINO, RATH, LONDON, 
Telephone: Museum 8096, 

Australian Agents: 

J.L. Brown & Co,, 271, Moreland Road, Moreland, N.13, 
Melbourne. 
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The Therapeutic value of 
BRANDY— 


its lifting and sustaining powers—as 
compared with other spirits depends 
on the presence or absence of the 
higher Alcohols or Ethers. 


These in turn depend on Grape, Soil, 
Stills employed, Climate, Storage, 
Selection and Experience. 


Take no risks; 
ensure the results you expect 


Prescribe Brandy distilled in Pot Stills 
from Wines grown in the best Cognac 
districts ; matured in warehouses which 
have been filled with Cognac Brandy for 
centuries; made by men with the in- 
herited experience of seven generations. 


In short—Prescribe 


MARTELL 


Battleys Solutions 


(as originally manufactured by Richard Battley) 


Lig. Opii Sedativus (Battley) 


The oldest and still the best hypnotic and sedative. Does 

not produce the unpleasant after-effects which often follow 

the administration of other opium preparations. It contains 
1" of Morphine. Usual dose—5 to 10 minims. 


Lig. Cinchone Cordifoliz (Battley) 
Coreteo all the alkaloids of Yellow Cinchona Bark. A 


paration which does not deteriorate on keeping. 
vo Dose—2 to 15 minims. 


Now manufactured and supplied by 


Allen & Hanburys Ltd., 


37 Lombard Street, LONDON, E.C.3 


non-irritant Toilet Preparations 


specially for prescription in 
Allergic Cases 


A complete range of toilet preparations entirely 
free from Orris in any of its forms or other 
irritants (B.M.J., Medical World, etc). A safe 
alternative to suspected cosmetics. Through 
any Chemist or direct from BOUTALLS LTD., 
150, Southampton Row, London, W.C.|I. 


4 
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| 
por sterling guality 


— JF, cottish Widows 


of course. 


THE HALL MARK OF 
STERLING QUALITY IN 
MUTUAL LIFE ASSURANCE 


SCOTTISH WIDOWS’ 
FUND 


Head Office : 9, St. Andrew Square, Edinburgh. 
London Offices : 28, Cornhill, E.C.3, 17, Waterloo 
Place, S.W.1, 107, Fleet Street, E.C.4. 


SIEMENS 


NEOPHONE 
DOCTOR’S FRONT DOOR 


TELEPHONE 


A simple and re- 
liable telephone 
between the 

front door and the bedroom. The door telephone 
is of the loud-speaking type and the speech 
transmission particularly clear and distinct. 


SIEMENS BROTHERS & CO., LTD. 
PRIVATE TELEPHONE DEPT., 
38 & 39, Upper Thames Street, E.C.4. 
Tele: CENtral 2332 


the quicker 
and easier bandaging of 
minor injuries 


the better and more 
effective treatment 
of more serious cases 


including splint work 


general economy in 
cost time and trouble 


Obtainable from your usual supplier 
Prices to the Medical Profession : 


x 4yds. vind 

2” x 4yds. 4/3 

use Full details from: 


VERNON &CO.LTD.PRESTON 


PRE sTO BAND 


An army may march on 


its stomach, others prefer. 


leather Soles 


for longer wear 
and greater comfort 


Puritan Tanneries Lid., Runcorn, Cheshire. 
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Pension policy for men 


At age 60 
£200 a year for life 
or £2,150 down 


At death before 60 
£1,000 down 


Ask for full particulars 


The Equitable Life 


Assurance Society 


(Founded 1762) 


19, Coleman Street, London, E.C.2. 


No shareholders No commission 


IMPORTANT ANNOUNCEMENT 


‘SUMMIT’ Hypodermic Needle 
now ALL-BRITISH 


The sole manufacturing rights of the ‘SUMMIT’ hypo- 
dermic needle having recently been taken over by 
8S. and R. J. Everett & Company Limited, it is now 
entirely British. 


EXCLUSIVE FEATURES OF ‘SUMMIT’ 
1 EASY TO WIRE 


Cleaning wire can be conveniently inserted through the 
mount due to a flared cone running down the needle 
bore. 


2 SILKY FIT 


Ensured by a soft durable metal seating to a specially 
reinforced mount (Pat. 7359). 


3. +=EASY TO ATTACH 
The shape of the ‘Summit’ mount enables it to be 
firmly gripped between the thumb and forefinger. 

4 LEGIBLE NUMBERING 
Owing to the shape and construction of the mount the 
needle size is cast on it in very legible characters. 

5 APPEARANCE 
The special metal with which the mount is made retains 
a perfect appearance throughout the life of the needle. 


*“SUMMIT’ Needles 
From all Surgical Instrument Suppliers 
Manufacturers and Wholesale Suppliers 


S. & R. J. EVERETT & CO. LTD., THORNTON HEATH, SURREY 
Telephone: Thornton Heath 3252-3 Telegrams: Hypodermic Croydon 
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er 


Otard’s is 
THE ONLY 


BRANDY 


BOTTLED ACTUALLY 
at the 


CHATEAU 
DE COGNAC 


DOCTORS PRESCRIBE 


the famous 


SALMON 
ODY 
BALL & SOCKET TRUSS 


Most scientific and reliable yet devised. 

Perfect support, comfort, resiliency. 

Single 30/- Double 50/- 

Most of our clients are sent to us by Doctors. 
WRITE FOR BOOKLET. 


NOTE NEW ADDRESS : 
SALMON ODY LTD. 


Truss Makers for 130 years 
74, NEW OXFORD ST., London, W.C.I 


INVITATION to DOCTORS 


Practitioners concerned with 
the treatment of patients’ 
minor foot troubles are in- 
vited to inspect the facilities 
provided by Scholl Depots for 
treating all foot conditions. 
There is a Scholl Appliance, 
Remedy or Treatment for 
every foot ailment and 
weakness. 


The Scholl Mfg. Co. Ltd., 
182/194 St. John Street, 
London, E.C.|I. 


SCHOLL’S Foot Comfort Service 


BUNION SPRING 
The corrective action gently 
straightens Great Toe Joint and 
assists bone to develop in its 
natural way. 
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JENNER INSTITUTE stucerinated VACCINE LYMPH 


PREPARED IN ACCORDANCE WITH THE THERAPEUTIC SUBSTANCES REGULATIONS (BRITISH PRODUCT) 


SINGLE VACCINATION TUBES - 8d. cach; 7s. dozen. Postage 1id.ext 
47, LARGE TUBES (EXPORT Only) sufficient for vaccinations, 1s.3d.each; 
rice SOLE AGENTS FOR SCLAVO'S ANTI-ANTHRAX SERUM Lonpon ” (3 words). 


JENNER INSTITUTE FOR CALF LYMPH LTD., 73, Church Road, Battersea, S.W.11. 


CREAM OF MAGNESIA 


Cream of Magnesia (Mistura Magnesii Hydroxidi B.P., U.S.P.X.) 
Pattinson’s Brand censists of Magnesium Hydroxide in a state 
of almost perfect suspension, in pure water. It is prepared by 
an improved and patented process that ensures an absolutely 
f pure product of regular composition, whilst viscosity can be 
varied to suit customers’ requirements. In addition to its 
virtues as an antacid, Pattinson’s Brand Cream of Magnesia 
can be used as a mild laxative; it also makes an excellent 
mouth wash and liquid dentifrice. It is supplied in carboys 
_and in one gallon bottles. A 12 oz. sample bottle will be sent 
, free, on request. 


Tren WASHINGTON CHEMICAL COMPANY 


Telegrams: °° Chemical Washington Station.” BRANCH OF TURNER AND NEWALL LIMITED 


MAZAWAT TEE 


Please write for free sample and booklet to MAZAWATTEE, | @ U A L i T Y T & A g 


QUEEN CHARLOTTE’S STAMMERING, SPEECH DEFECTS. 
MATERNITY HOSPITAL | trates ct 39. Bar's Gourt-square, S.WW.5, and, in residence, in 


the Summer Holidays at Miss 3 Behnke’ 8 house on the Chilterns, 


MARYLEBONE ROAD, N.W.1 “ Pre-eminent success in the education and treatment of 
stammering and other speech Times. 
Medica! Students and qualified Practitioners admitted to the “Thoroughly physiological principles.’’—The Lancet. 
Practice of this monger. Unusual opportunities are afforded “The method is scientifically correct and perfectly effective.” 
comes Operative Midwifery —Guy’s Hospital Gazette. 
about one half o ne total admissions being primiparous cases). ” 
Over 2700 patients are admitted to the Wards annually, and in | “STAMMERING, CLEFT PALATE, SPEECH LISPING. 3s. 9d. 
the Ante-Natal Department there are over 20,000 attendances ef Miss BEHNKE, 39. Earl’s Court-square. S.W.5 
Clinical Demonstrations are given by the staff daily “i niversity Oo f L on d On. 
For rules, fees, &c., apply H. B. STOKEs, Secretary- } . 
Superintendent. — 


A course of Five Lectures on “The Position of Viruses in 
The Organic World ”’ will be given by Prof. F. W. Twort, 


. F.R.S. (Professor of Bacteriology and Superintendent of the 

X= RAY CAR SERVIC &— Brown Institution). The first four lectures will be given at 
THE LONDON SCHOOL OF HYGIENE AND TROPICAL MEDICINE 

(Keppel-street, Ggwer-street, W.C.1) on December Ist, 2nd, 
5th and &th, at 5 P.M., and the fifth lecture, with demonstration, 


will be given at the BROWN ANIMAL SANATORY INSTITUTION 
(149, Wandsworth-road, Vauxhall, S.W.8) on Friday, 


December 9th, at 5 P.M. 
QTABLE x ADMISSION FREE, W ITHOUT TICKET. 
O Ro _ J. WorsLey, Academic Registrar. 
LTD. Royal College of Physicians of London. 


The next ordinary PROFESSIONAL EXAMINATION for 
POWER ROAD, CHISWICK the MEMBERSHIP will commence on Wednesday, January 4th, 
939. 
TELEPHONE CHISWICK 4006 Candidates are required to give twenty-one days’ notice in 


writing to the Registrar of the College, to whom all certificates 
and testimonials required by the Bye-laws must be sent at the 
same time. 

Candidates who propose to submit published work under the 
regulations now in force are required to give twenty-eight days’ 
, notice, and should apply in writing to the Registrar, without 
= ANYWHERE =f t delay, for detailed instructions as to the procedure they should 

follow HENRY LETHEBY TIDY, M.D., Registrar. 
Pall Mall East, S.W.1. 


ANY HOUR ANY DAY ANY NIGHT 


> 
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POST-GRADUATE COURSES 


Open only to Members. Annual subscription, £1 1s. 


CHEST DISEASES week-end (Brompton Hospital, all day Saturday and Sunday, November 26th and 27th) ; 
DERMATOLOGY (Hospital for Diseases of the Skin, Blackfriars, afternoons, December 5th to 17th); 
THORACIC SURGERY (Brompton Hospital, all day, December 5th to 10th); M.R.C.P. COURSES: 
Chest Diseases, Brompton Hospital, twice weekly, 5.15 p.m., November 21st to December 16th; Chest and 
Heart Diseases, London Chest Hospital, Wednesdays and Fridays, 6 p.m., November 23rd to December 16th ; 
Neurology, West End Hospital, afternoons, December 5th to 17th. 

Apply FELLOWSHIP OF MEDICINE, 1, Wimpole-street, London, W.1. Langham 4266. 


BRITISH POSTGRADUATE MEDICAL SCHOOL 


(UNIVERSITY OF LONDON) 


Department of Surgery 
A COURSE OF THREE LECTURES on 
SURGERY OF THE PROSTATE 


will be given by 
Mr. A. CLIFFORD MORSON, 0O.B.E., F.R.C.S. 
on DECEMBER 2nd, 9th, and 16th, 1938, at 2.30 p.m. 


Department of Pathology 


A COURSE OF THREE LECTURES on 


CHEMICAL TRANSMISSION OF NERVE IMPULSES 
will be given by 
Sir HENRY DALE, C.B.E., M.D., F.R.C.P., F.R.S. 
on DECEMBER 7th, 14th, 2Ist, 1938, at 4.30 p.m. 


These lectures are for regular students of the School, but a limited number of tickets are available, without fee 


for medical practitioners. Applications for tickets should be addressed to the DEAN, BRITISH PosTGRADUATE MEDICAL 
ScHOOL, DUCANE-ROAD, SHEPHERD’s Busu, Lonpon, W. 12. 


UNIVERSITY EXAMINATION F;ixamining Board in England 


BY THE 


ROYAL COLLEGE OF PHYSICIANS OF LONDON 
POSTAL INSTITUTION Bay 


OYAL COLLEGE OF SURGEONS OF ENGLAND 
Founded in 1882 by E. S. WEYMOUTH, M.A. 
Postal or Oral Preparation for all Medical Examinations. 


Notice is hereby given that the following examinations will 
commence on the dates stated below 


SOME SUCCESSES PRE-MEDICAL EXAMINATION 


(Chemistry, Physics, Biology) 
Monday, December 12th. 
M.D.(Lond.), 1901-37 (11 Gold Medallists 1913-317) 413 
a" (Anatomy, Physiology, and Pharmacology) 
M.S,(Lond.), 1901-37 (including 4 Gold Medallists) 24 
M.B.,B.S.(Lond. ), Finai,1918-37(completedexam)255 (Pathology Midwifery) 
F.R.C.S.(Eng.)1919-37 Primary 199; Final192 Wednesday, December 28th. 
= ’ Candidates who have fulfilled the necessary conditions, and 
D.P.H. (various), 1906-37 (completed exam.) 348 who desire to present themselves for examination, must give 


notice in writing to the Secretary, Examination Hall, 8/11, Queen- 
F.R.C.S.(Edin,), 1918-37 .............. 65 


square, London, W.C.1, at least twenty-one days before the 


date of the examination, transmitting at the same time such 
M.R.C.P,(Lond.), 1919-37 ............286 


certificates as may be required by the Regulations of the Board. 


M.R.C.S.,L.R.C.P. Finat 1919-37 (completed exam.)606 Horace H. REw, Secretary. 


M.D. (various), by Thesis. Many Successes, _ PORTSMOUTH CITY MENTAL HOSPITAL 
D.O.M.S., D.L.0., D.P.M., &. Many Successes. yvided for the 


Accommodation is provided for the reception of PRIVATE 


PATIENTS of both sexes in three detached Villas, which are 
MEDICAL PROSPECTUS (47 pages) | healthily and pleasantly situated in extensive grounds with sea 
views. 
sent gratis, qlees with List of Tutors, &c., on application to the Charges from 3 guineas weekly, including all necessaries except 


Principal, 17, Red Lion-square, London, W.C.1. (Telephone: | ¢lothing—Apply to the Medical Superintendent and Resident 
Holborn 6313.) | Physician, THomas BEaATON, O.B.E., M.D., F.R.C.P. 
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NURSE 


TERMS frem £3 3s, 


MALE & FEMALE ASSOCIATION, LIMITED. 


CERTIFICATED HOSPITAL NURSES (Male and Female) AVAILABLE BAY AND NIGHT FOR MEDICAL, SURGICAL, MENTAL AND ALL CASES 
ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT. 


Apply, LADY SUPERINTENDENT. 


TRAINED 


MALE NURSE 


8, HINDE ST., MANCHESTER SQ., W.1. 


MANCHESTER—237, BRUNSWICK STREET 

EDINBURGH—7, TORPHICHEN STREET 
Terms £4 4 0 per week 

ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT 


(Facing Owen 
College) 


TEMPERANCE CO-OPERATION, LTD. 


MALE NURSES AND VALET ATTENDANTS for MENTAL, 


MEDICAL, TRAVELLING AND ALL CASES 


Telephones : Telegrams: 
London: 3297 WELBEcK, ASSUAGED, LONDON, 
Manchester: 3619 ARDWICK. ASSUAGED, MANCHESTER, 
Edinburgh : 2715 CENTRAL, ASSUAGED, EDINBURGH. 


Please address all communications W.WALSHE,Secretary. 


8, HINDE STREET, MANCHESTER SQ., 
LONDON, W.1 


(MALE & 


All Nurses fully insured against Accident. 


General 6 Mental Nurses Association, Ltd. 


SUPPLY STATE REGISTERED NURSES FOR ALL TYPES OF ILLNESS, INCLUDING MENTAL AND NERVE CASES, AT A MOMENT’S 
NOTICE—DAY OR NIGHT 


Telegrams: “Isolation, London.” 
Telephone: Welbeck 9842. 


FEMALE) 


Terms from £3 13 6. Apply MATRON. 


Telephone: Welbeck 2728. 
Telegrams: “ASSISTIAMO, LONDON,” 


For MEDICAL, SURGICAL, and 


MENTAL NURSES 


Male or Female. 


Our nurses are chosen carefully for their personal 

character and their suitability for private work. 

They reside on the premises, and are available 
for urgent cases Day or Night. 

Mrs. MILLICENT HICKS, Superintendent. 

W. J. HICKS, Secretary. 


THe NURSES’ ASSOCIATION 


In conjunction with the MALE NURSES’ ASSN. 


29, YORK ST., BAKER ST., LONDON, W.1. J 


> 


HILL END HOSPITAL 


AND CLINIC 


FOR THE PREVENTION AND TREATMENT OF MENTAL 
AND NERVOUS DISORDERS 
(20 miles from London) 

Ladies suffering from all forms of MENTAL ILLNESS are 
received for treatment, on modern lines, as Voluntary, Temporary 
or Certified Private Patients at the Hill End Hospital. | 
Convalescent or mild cases can be treated in a delightful | 
country mansion, with extensive grounds, known as 

HIGHFIELD HALL, | 
situate about a mile away from the Hospital. | 
FEES TWO TO FOUR GUINEAS PER WEEK. 


For further particulars apply to the Medical Director’ | 
W. J.T. Krwser, L.R.C.P., D.P.M. 


ST. ALBANS, HERTS 
MALLING PLACE, KENT | 


For LADIES and GENTLEMEN’ of Unsound Mind. 


Terms moderate. Apply to Resident Medical Superintendent. 
Telegrams: ADAM WEST MALLING. Telephone No. 2: MALLING. 


BROOKE HOUSE, CLAPTON 


A PRIVATE HOME for the treatment of Nervous and 
Mental Disorders in both sexes. Situated in nine acres of 
Pleasure Grounds. 


Voluntary, Temporary, and Certified Patients received. 
For further particulars apply— 


Dr. ERNEST ROLLINS, Resident Physician, 
Tel.: Amherst 1642 


EPPING HOUSE 


LITTLE BERKHAMSTED, Nr. HERTFORD, HERTS. 


An attractive and comfortable PRIVATE HOME. Beauti- 
fully situated in its own grounds, 400 feet above sea level. 
Exceptionally healthy air and position affords every facility for 
convalescence. Foam Baths, Billiards, Squash Racquets, Lawn 
Tennis, Croquet, Bowls, Farm Produce, &c. 

Treatment for Ladies and Gentlemen suffering from Insomnia, 
Functional Nervous Disorders, Alcohol and Drug Habits, Chronic 
Heart and Kidney Diseases, also Convalescing Cases. 

Telephone : Essenden 12. Apply, J. C. BAKER, M.B. 


CHISWICK HOUSE, 


PINNER, MIDDLESEX. 
Telephone: PINNER 234. 


A Private Hospital for the Treatment and Care of Menta! and 
Nervous Illnesses in both Sexes. 

A modern country house, 12 miles from Marble Arch, in 
attractive and secluded surroundings. Fees from 10 guineas per 
week inclusive. Cases under Certificate, Voluntary and 
‘}emporary Patients received for treatment. 

Dovetas Macaviay, M.D., D.P.M. 


THE WARNEFORD, OXFORD. 
HOSPITAL FOR MENTAL DISORDERS. 
President: The Right Hon. the LorD SaYE AND SELE. 


This Registered Hospital for the Treatment and Care, at 
moderate charges, of Mental Patients belonging to the educated 
classes, stands in a healthy and pleasant situation on Headington 
Hill, near Oxford. Voluntary and Temporary Patients are also 
received for treatment. The adjacent estate of HIGHFIELD 
PARK has recently been acquired and the house, which has 

eeh modernised and equipped with every comfort, is now 
available for mild and convalescent patients. Private suites 
can be arranged 


For further particulars apply to the Physician-Superintendent. 
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Po S All Members of our Staff are Total Abstainers 
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CRICHTON ROYAL, DUMFRIES 


For NERVOUS AND MENTAL DISORDERS 


This hospital has every facility for complete investigation of the above conditions, and provides all forms of modern 
treatment, including psychotherapy, physiotherapy, occupational and recreational therapy. Cases of alcoholism and drug 
addiction are admitted. The Physiotherapy Department has separate units fully equipped for X-ray work, heliotherapy, 
short-wave therapy, electro-therapy, and hydrotherapy (swimming bath, prolonged paths, Scotch and Vichy douches, 
Plombiéres treatment, electric and Turkish bath cabinets, etc.). There is a fully equipped unasium under qualified 
instructors. Facilities are poownt under special recreational therapists for all indoor sal cutee games, including 
golf course, cricket, football and hockey grounds, lawn tennis and squash courts, croquet and bowling greens. 

The Hospital has its own Church, Library, Cinema and Hairdressing Saloon. Terms include regular motor drives. 
Private rooms, suites, or villas are available, and special nurses can be provided. The hospital grounds extending to 
nearly 1000 acres are situated in delightful country and include an extensive farm (T.T. herd), gardens and orchards. 
As the hospital is well endowed terms are exceptionally moderate, e.g., First Department 3 to 30 guineas per week, Second 
Department 2 and 24 guineas per week. Voluntary and certified patients are received. Medical Certificates given anywhere 
in the British Isles are valid for admission of patients. 


For prospectus, necessary forms, and further information apply to :— 
Physician Superintendent, P. K. McCowan, J.P., M.D., F.R.C.P., D.P.M., Barrister-at-Law. Tel. Dumfries 1119. 


HOLLOWAY SANATORIUM, Virginia Water 


A Registered Hospital for the Treatment of 
Mental Disorders of the EDUCATED CLASSES 


(Founded and Endowed by Thomas Holloway in 1885) 


This Institution is situated in a beautiful and healthy locality within easy 
reach of London. It is fitted with every comfort. Patients can have 
Private Bedrooms and Special Nurses, as well as the use of General Sitting 
Rooms, at moderate rates of payment. Voluntary Patients can be admitted. 


There is a Branch Establishment at CANFORD CLIFFS, BOURNEMOUTH, 
where Patients can be sent for a change and be provided with all the comforts 
of a well-appointed home. 


For Terms, apply to the 
RESIDENT MEDICAL SUPERINTENDENT, St. Ann’s Heath, Virginia Water, Surrey 


TOR-NA-DEE SANATORIUM 
MURTLE, DEESIDE, ABERDEENSHIRE 


FOR THE DIAGNOSIS AND TREATMENT OF ALL FORMS OF TUBERCULOSIS 


Managing Director: DAVID LAWSON, M.D., F.R.S.E. 


Southern aspect. Low rainfall. Pure bracing air. Sheltered grounds. Beautiful surroundings. All modern equipment 
for diagnosis and treatment, including operating theatre. No extra charge for X Rays, Artificial Pneumothorax, Ultra- 
Violet Light, or other special treatment. 


Day and night Nursing Staff. All bedrooms have central heating, electric light, hot and cold running water, and wireless (head- 
phones). Comfortable and airy public rooms. 


Medica! Superintendent : J. M. JOHNSTON, M.B., M.R.C.S., D.P.H. For terms and prospectus apply to the Secretary. 
Telephone: Cults 107. 


NEW LODGE CLINIC, 
WINDSOR FOREST. 


New Lodge Clinic was founded in 1921 in order to provide for the scientific 
investigation and treatment of disease by a ‘‘ team ”’ of physicians and specialists. 

All forms of non-infectious medical cases are admitted, special attention being 
paid to disorders of digestion and metabolism, arthritis, anemias, asthma, heart and 
kidney disease, tropical diseases, and functional and organic nervous disorders. 


Particulars can be obtained on application}to 
The Secretary, New Lodge Clinic, Windsor Forest, Berks. Telephone: 181 & 182, Winkfield Row. 
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ST. HOSPITAL 


FOR MENTAL DISORDERS, 


NORTHAMPTON 


FOR THE UPPER AND MIDDLE CLASSES ONLY.. 
PRESIDENT: THE Most Hon. THE MARQUESS OF EXETER, C.M.G., A.D.O. 
MEDICAL SUPERINTENDENT: THOMAS TENNENT, M.D., M.R.C.P., D.P.H., D.P.M. 


This Registered Hospital is situated in 120 acres of park and pleasure grounds. Voluntary patients, who are suffering from 
{ncipient mental disorders or who wish to prevent recurrent attacks of mental trouble, tempo patients, and certified patients 
of both sexes, are received for treatment. Careful clinical, bio-chemical, bacteriological, and pathological examinations. Private 
rooms with Cm nurses, male or female, in the Hospital or in one of the numerous villas in the grounds of the various branches 


can be provided. 
WANTAGE HOUSE 


This is a Reception Hospital, in detached grounds with a separate entrance, to which patients can be admitted. It is 
equipped with all the apparatus for the most modern treatment of Mental and Nervous Disorders. It contains special depart- 
ments for hydrotherapy by various methods, including Turkish and Russian Baths, the prolonged immersion bath, Vichy 
Douche, Scotch Douche, Electrical Baths, Plombiéres treatment, &c. There is an operating Theatre, a Dental Surgery, and 
X-ray Room, an Ultra-violet Apparatus, and a Department for Diathermy and High Frequency treatment. It also contains 
Laboratories for bio-chemical, bacteriological, and pathological research. 


MOULTON PARK 


Two miles from the Main Hospital there are several branch establishments and villas situated in a park and farm of 650 acres. 
Milk, meat, fruit, and vegetables are supplied to the Hospital from the farm, gardens, and orchards of Moulton Park. Occupation 
therapy is @ feature of this branch, and patients are given every facility for occupying themselves in farming, gardening, and 


fruit growing. 
BRYN-Y-NEVADD HALL 


The Seaside house of St. Andrew’s Hospital is beautifully situated in a Park of 330 acres, at Lianfairfechan, idst the finest 
scenery in North Wales. On the North West side of the Estate a mile of sea coast forms the boundary. Patients may visit this 


branch for a short seaside change or for longer periods. The Hospital has its own private bathing house on the seashore. There 
is trout fishing in the park. 


At all Branches of the Hospital there are cricket grounds, football and hockey grounds, lawn tennis courts (grass and hard 
court), croquet grounds, golf course, and bowling greens. Ladies and gentlemen have their own gardens and facilities are provided 
for bandicrafts such as carpentry, &c. 


For terms and further particulars apply to the Medical Superintendent (TELEPHONE: No, 2356 and 2357 Northampton), 
who can be seen in London by apnointment 


CAMBERWELL HOUSE 


Telegrams: “ PSYCHOLIA, LONDON.” 33, PECKHAM RD., LONDON, S.E.5. Telephone: Rodney 4242 (2 lines). 
For the treatment of MENTAL DISORDERS. 


Also completely detached Villas for Mild Cases, with private suites if desired. Voluntary Patients received. cres 
of Grounds, Hard and Grass Tennis Courts, Putting Greens. Bowls, Croquet, Soak Rackets, te ge “with 
ne ses. Tay an ctino-therapy, Prolonge mmersion Baths, Operating Theatre, P: i ] € 
or ysician : tr. HUBERT JAMES NORMAN, assisted by three Medical Officers, also resident and visiting Cons 
An illustrated Prospectus, giving fees which are strictly moderate, may be obtained upon application to the - ~ An. uae 


The Convalescent Branch is Hove Villa, Brighton, and is 200 feet above sea level. 


FAIRFORD RETREAT, Gloucestershire 


(Within two hours of London.) ESTABLISHED 1822. 


Home life for Ladies and Gentlemen MENTALLY AFFLICTED. Voluntary Patients received without Certifica 
Retreat is pleasantly situated in extensive greunds on the banks of the River Colne, a part of which poe mene unat 
stream flows through the Estate. There is every facility for sport and Occupational Therapy. The neighbourhood abounds 
in aan walks, and Fairford, being in the Cotswolds on a dry oolitic soil, is remarkably healthy. Own farm and 
dairy produce, 


For terms, which are very moderate, apply to the proprietor, Dr. 4. C. King-Turner, The Retreat, Fairford, Glos. Telephone 9. 


THE COTSWOLD SANATORIUM 


First opened in 1898 and rebuilt in 1925 on the Cotswold Hills seven miles from Cheltenham, for the treatment of Pulmo 
other forms of Tuberculosis. Aspect S.S.W., sheltered from North and Kast, elevation 800 feet. Pure bracing air CS PECLAL Tha 
MENT by artificial PNEUMOTHORAX (X-ray controlled). TUBERCULINS, and ULTRA-VIOLET ¥s is available when 
necessary without extra charge. X-RAY plant, Fully Equipped Dental Department, Electric Light Radiators, hot and cold basins 
and Wireless in all rooms. p-to-date drainage, Full day & night Nursing Staff. Terms 5 to 7} Guineas a week inclusive. 

Med. Supt.: GEOFFREY A. HOFFMAN, B.A.,M.B.,T.C. Dub. Asst. Phys.: MARGARET A. HARRISON 

Cons. Laryngologist : G. N. BARKER, F.R’C.S. Edin., D.L.0. Cons. Dent. Surgeon : GEORGE V. SAUNDERS, UDSRCS, Lond. 
Phone: 81 & 82 Witcombe. Apply: The Secreta: , The Cotswold S. torium, Cranh Gloucester. Telegrams: “‘ Hoffman, Birdlip.” ; 


PRIOR PLACE SANATORIUM 


HEATHERSIDE, CAMBERLEY, SURREY. 
FOR THE TREATMENT OF PULMONARY TUBERCULOSIS 


Well situated on high ground and surrounded by pines and heather. 
All rooms are fitted with electric light, wash basins with hot and cold water, and radiators. 
X ray plant. Day and night nursing staff. 


RESIDENT MEDICAL SUPERINTENDENT: Dr. H. O, BLANFORD, to whom application for admission can be made. 
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HASTINGS CLINIC 


ST. LEONARDS-ON-SEA, SUSSEX, 

A Clinic founded to provide scientific investigation and treatment of disease by a team of physicians and specialists. 
Non-infectious medical cases are admitted. The Clinic is equipped with every apparatus for the investigation and 
treatment of disease. X Ray Therapy is available, also medicinal and Turkish baths at the White Rock Baths. 

Hastings is a well-known health resort, and one of the warmest places on the South Coast in the winter. 

Terms 8 guineas to 15 guineas per week, which includes investigation and treatment. 

Particulars obtainable from the RESIDENT MEDICAL OFFICER, HASTINGS CLINIC, ST. LEONARDS. 


COURT HALL, KENTON, near EXETER 


FOR THE TREATMENT OF EIGHT LADIES, VOLUNTARY, TEMPORARY AND CERTIFIED PATIENTS 


CLIFFDEN, TEIGNMOUTH 


FOR EARLY AND CONVALESCENT CASES Recreational Therapies are held daily by skilled Leaders 
The house stands high with spacious balconies and extensive views of the South Devon Coast. Beautiful garden. Own Dairy in 25 acres. Private road to beach, 
There is also a charming house, EBWORTHY, MANATON, DARTMOOR, situated in 20 acres, 1100 ft. up for bracing moorland air, 


Resident Physicians—BERTHA M. MULES, M.D., B.S. ANNE S. MULES, M.R.C.S., L.R.C.P. 
Telephones—STARCROSS 59 and TEIGNMOUTH 289 


PECKHAM HOUSE, 112, Peckham Road, London, S.E.15 


Telegrams: “ Alleviated, London.” Telephones: Rodney 2641 and 2642, 
The above House is for the care and treatment of persons suffering from mental diseases and nervous disorders. Certified 
voluntary and temporary patients are received. Separate houses for treatment and accommodation of special cases adjoin the 


Institution. Occupational therapy, physical drill, and other forms of modern treatment. There is a seaside branch, Kearsn 
Court, near Dover, to which patients may be sent for treatment oron holiday. Motor drives are arranged when required. Tennis 
courts. Entertainments, dances, and indoor amusements held throughout the year. Terms from £3 3s. per week. Illustrated 
prospectus and further particulars can be obtained from the MEDICAL SUPERINTENDENT. 


THE OLD MAN OR A Private nospital for the Care and 
Treatment of those of both sexes suffer- 
SALISBURY ing from MENTAL DISORDERS. 
Extensive grounds. Detached Villas. Chapel. Garden and Dairy Produce from own farm. Terms very moderate. 
CONVALESCENT HOME Detached Villas standing in 12 acres of ornamental grounds, with tennis courts, etc., which 


AT BOURNEMOUTH Voluntary, Temporary or Certified Patients may visit by arrangement for long or short period. 
Illustrated Brochure on application to the Medical Superintendent. The Old Manor, Salisbury. Telephone: Salisbury 2251. 


CHEADLE ROYAL HOSPITAL, Cheadle, Cheshire. 


This REGISTERED HOSPITAL, with a SEASIDE BRANCH at Colwyn Bay, N. Wales is for the treatment and care of 
those of the Upper and Middle Classes suffering from MENTAL AND NERVOUS DISEASES. 

The Hospital is governed by a COMMITTEE, appointed by the TRUSTEES of the Manchester Royal Infirmary. 

In addition to the Main Buildings there are separate villas. Extensive grounds. Hard and grass tennis courts, cricket and 
croquet grounds, and a court for badminton. There are also wireless installations. Golf may be had within easy distance. 
Occupational Therapy. 

VOLUNTARY, ~EMPORARY, AND CERTIFIED PATIENTS received. 

The Hospital is nine miles from Manchester, 50 minutes by rail from Liverpool, and 3} hours from London. 


For terms and further particulars apply to the Medical Superintendent, who may be seen in Manchester BY 
APPOINTMENT. Telephone: Gatley 2231 (3 lines). 
LDECOTE H LL Residential treatment of 
Functional Nervous Disorders 
NUNEATON including Alcoholism and other Addictions 
(Certifiable cases are not received) 
WARWICKSHIRE This beautiful mansion situated in the heart of the country (Jess than two hours 
(Phone : Nuneaton 241) from London by L.M.S.R.) and surrounded by charming pleasure grounds in which 


games and outdoor occupational therapy are available is devoted to the treatment 
of Functional Nervous Disorders by psychotherapeutic and ancillary methods. 


Illustrated Brochure and particulars obtainable from A- E. CARVER, M.D., D.P.M., Resident Medical Superintendent. 


HAYDOCK LODGE, 
NEWTON-LE-WILLOWS, LANCASHIRE. 


For the reception and treatment of PRIVATE PATIENTS of both sexes of the UPPER AND MIDDLE 
CLASSES suffering from Mental and Nervous Diseases, either voluntarily, temporarily, or under certificate. 
Patients are classified in separate buildings according to their mental condition. Situated in park and 
grounds of 400 acres. Self-supported by its own farmand gardensin which patienteare encouraged to occupy 
themselves. Every facility for indoor and outdoor recreation. For terms, prospectus, etc., apply MEDICAL 
SUPERINTENDENT. ’Phone: Ashton-in-Makerfield 7311. Tele. Address: Street, Ashton-in-Makerfield. 


SHAFTESBURY HOUSE 


Specially built and licensed for the care and treatment of a limited number of Ladies and Gentlemen suffering from 
NERVOUS and MENTAL breakdown. Voluntary and certified patients received. Ladies also admitted as Temporary 


Patients without certification. Terms moderate. Apply, RESIDENT PHYSICIAN, who may be seen at 31, Rodney Street, 
Liverpool, by appointment. Tel. No. 8 Formby. 
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PENDYFFRYN HALL SANATORIUM 


All Modern Methods of Treatment Available. 


Ideally situated for the treatment of Tuberculosis. 
Low rainfall, high average of sunshine. 


Sheltered from E. & N.E. winds. 


The Sanatorium is situated in its own park. There are miles of graduated 
walks through pine, gorse and heather, rising to 1,000 ft., and commanding extensive sea and mountain views. 


Climate mild and bracing. 


Central 


heating, electric light, X-ray installation. Wirelessin all rooms. Full day and night nursing staff. Special milk supply from 
a tuberculin tested herd. Easily accessible from LoNDON (44 hours), MANCHESTER, LIVERPOOL, BIRMINGHAM and the North. 


Rooms now available from 5 guineas weekly. 
Resident Physicians: Dennison Pickering, M.D.; S. A. Yaffe, M.D. 


For particulars apply to the Secretary, Pendyffryn Hall, near Penmaenmawr, North Wales. 


"Phone 20 


HEIGHAM HALL, NORWICH 


A PRIVATE MENTAL HOME situated in 14 acres of well- 
wooded grounds. For Ladies and Gentlemen suffering from 
Nervous or Mental Illness. Voluntary Patients, Temporary 
Patients, and Patients under Certificates are admitted for 
Treatment. Fees: from 4 guineas a week upwards, accordin 
to requirements. A few vacancies exist for Ladies an 
Gentlemen at reduced fees on the recommendation of the 
Patient’s own Physician. 

Apply to Dr. J. A. SMALL. 

Telephone: 80 Norwich. 


Littleton Hall, Brentwood, 


(18 miles from London.) 


Telegrams: Small, 80 Norwich, 


Essex. 
400 feet above sea. 


A PRIVATE HOME for LADIES situated in large grounds. 
Voluntary, temporary, or certified cases received. 
Apply to Dr. HAYNES. Tel.: Brentwood 45. 


BARNWOOD HOUSE, GLOUCESTER. 


MENT or LADIES anpD GENTLEMEN SUFFERING FROM 
NERVOUS anp MENTAL DISORDERS. 


Within two miles of the G.W. and L.M. & S. Railway Stations 
at Gloucester, the Hospital is easily accessible by rail from 
London and all other parts of the United Kingdom. It i» 
beautifully situated at the foot of the Cotswold Hills, and 
stands in its own grounds of over 300 acres. Voluntary Patients 
of both sexes also are received for treatment. Special accom- 
modation is also provided at five villa residences, all of which 
stand in their own grounds and are entirely separate from the 
main Hospital. 

For particulars as to terms, &c.,apply toG.W.T.H. FLEMING, 
M.R.C.S., L.R.C.P., D.P.M., Physician Superintendent. 

Telephone: No. 6207 Gloucester. 


EPILEPSY 


Owing to extensions there are at present a few 
Vacancies at the 


DAVID LEWIS COLONY 


For Ladies and Gentlemen who have Epilepsy but 
are of good intelligence and sound mind. 


Colony life gives to most people who have epilepsy 
the best chance of happiness and contentment. 


Apply to the Director, THE Davip 
CoLony, WARFORD, ALDERLEY EDGE, 


CLARENCE LODGE 
CLAPHAM PARK, LONDON 


Situated in 34 acres of secluded gardens 
HOME FOR TWELVE MENTAL PATIENTS (LADIES). 

Well-appointed 
private house. 
Home comforts 
and Trained Nurs- 
ing Staff. Eminent 
Mental Specialist. 
Visiting Physician. 


LEWIS 


Station: Clapham 
Common Tube. 


Phone: Tulse Hill 4913 


Apply 
Miss THWAITES. 


NORTHUMBERLAND HOUSE 


GREEN LANES, 
FINSBURY PARK, N.4 


A PRIVATE HOSPITAL for the treatment of mental and 
nervous illnesses. Conveniently situated and easy of access 
from all parts. Occupational Therapy, Psychotherapy, and 
other modern forms of treatment. 


Telephone: Stamford Hill 2688. 
For further particulars apply to the MEp1caL SUPERINTENDENT. 


LANGLEY RISE, KING’S LANGLEY, HERTS. 

Started 34 years ago by the late Mrs. William Archer for the special 
treatment of FUNCTIONAL NERVOUS DISORDERS by a system 
of Relaxation correlated with training in Nerve Control. Home life in 
separate houses in charming grounds ; 20 miles from London ; Chalets for 
resting. Eurhythmics, Voice Production, Occupational Therapy, etc. 
Telephone : King’s Langley 7519. Lessons and Treatments in the art of 
Relaxation can also be obtained at the “* FRANCES ARCHER ” Centre, 
30, Dorset Sq., N.W.1 (near Baker St. Stn.), Weds. and Sats. 10-1 p.m., 


2-5.30 p.m. Tel. : Ambassador 2864. All applications to the Secietary, 
King’s Langley. 


SPRINGFIELD HOUSE 


’Phone: BEDFORD 3417. Near BEDFORD 

For Mental Cases with or without Certificates. 

Ordinary Terms: Five Guineas per week (including Separate 
Bedrooms for all suitable cases without extra charge). 


For forms of admission &c., apply to the Resident Physician, 
CEDRIC W. BOWER. 


INTERVIEWS IN LONDON BY APPOINTMENT. 


THE COPPICE, NOTTINGHAM. 
HOSPITAL FOR MENTAL DISEASES. 
President: The Right Hon. LoRD BELPER. 


This Institution is exclusively for the reception of a limited 
number of PRIVATE PATIENTS of both sexes, of the UPPER 
and MIDDLE CLASSES, at moderate rates of payment. It is 
beautifully situated in its own grounds, on an eminence a short 
distance from Nottingham, and commands an extensive view of 
the surrounding country ; and from its singularly healthy posi- 
tion and comfortable arrangements affords every facility for the 
relief and cure of those mentally afflicted. Voluntary and 
Temporary Patients received. Occupational Therapy. For 
terms, &c., apply to the Medical Superintendent. 

Telephone: 64117 Nottingham. 


HOME FOR EPILEPTICS 


MAGHULL (near LIVERPOOL) 
FARMING and QPEN AIR OCCUPATION for PATIENTS 
A few vacancies in Ist and 2nd Class Houses. 
FEES: Ist Class (men only) from €3 p.w. upwards. 
2nd Class (men and women) 32/- p.w. 
For further particulars apply : 


Cc. EDGAR GRISEWOOD, A.C.A., Secretary, 


20 Exchange Street East, Liverpool, 2 


RUSSELLS 


Hemel Hempstead Road, 
WATFORD 

Telephone: WATFORD 5917 
A convalescent home for the care and treatment of mild and 
recoverable nervous conditions in both sexes. The house is 
situated high up in 40 acres of grounds, 17 miles from London, at 
the termination of the Watford by-pass. One medical officer is 
in residence, and two others are in daily attendance. Fees from 

ten guineas a week, inclusive. 

Apply: RESIDENT MEDICAL OFFICER. 
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STRETTON HOUSE, 


Church Stretton, Shropshire. 


A PRIVATE HOME for the treatment of gentlemen suffering 
from Menta! and Nervous illness, including the allied Disorders of 
Alcoholism and the Drug Habit. All types of early Mental and 
Nervous Cases are received without Certificates as Voluntary 
Patients under the provisions of the Mental Treatment Act, 1930. 
Bracing hill country. See ‘‘ Medica) Directory,’’ p. 2368.—Apply 


to the Medical Superintendent. ’Phone 10 P.O., Church Stretton. | 


CITY OF LONDON MENTAL HOSPITAL 
Near DARTFORD, KENT. 

Ladies and Gentlemen received for treatment 

under certificates, and without certificates as either 


VOLUNTARY or TEMPORARY PATIENTS, 
at a weekly fee of {2 gs., and upwards. 


FENSTANTON 


Christchurch Road, Streatham Hill, S.W.2 


A Private Home for the Treatment of LADIES 
with Mental and Nervous Disorders. Psycho- 
Therapy, Physio-Therapy, &c. 12 acres of grounds 
Apply: Dr. MADELINE R. LOCKWOOD, 


Phone: TULSE HILL 718! Resident Physician Superintendent. 


ALCOHOLISM 


Drug Habits, and Nervous Disorders 


25 minutes from London, situated in charming grounds and 
country is a ‘home from home”’ for those seeking rest 
and treatment under medical supervision. Fees from 
6 guineas. Illustrated brochure on application to the 
Matron or the RESIDENT MEDICAL SUPERINTEN- 
DENT, E. G. MORRIS, L.R.c.s.1., L.R.c.P.1. Consultant : 
L. C. F. CHEVENS, m.R C.S., L.R.C.P., D.P.M. 


’Phone: CHISLEHURST 451 


HILL HOUSE 


CHISLEHURST, KENT. 


DR. BINSWANGER 
SANATORIUM BELLEVUE 


KREUZLINGEN SWITZERLAND 


for Nervous and Mental cases 
as well as all kinds of addiction 
(Insulin shock treatment) 


Doctor in charge: DR. LUDWIG BINSWANGER 
Prospectus on application to the Management 


The Physical Treatment Centre 
that is “different” ! 


50 minutes from London (Victoria), 15 minutes from 
Brighton. Standing in 7 acres of lovely grounds at the 
foot of the South Downs. 

Climate, mild but not relaxing. No fogs, sheltered 
from cold winds. 

Comfort, Service and every facility for Physical Treat- 
ment, without irksome restrictions of nursing home or 
clinic. 

Treatments, include: Foam Baths, Ultra-Violet and 
Infra-red Ray, Diathermy, and other Electrical treatments, 
Pistany Mud Packs, etc. Massage and Remacial Exercises, 
Fully-qualified staff. Resident Physician. 
Convalescent patients specially catered for. 

Efectric Lift to all floors. Fully Licensed. Superb Cuisine, 
Special Dieting if required. 

@ Medical Practitioners are cordially invited to visit 
the Restorium. _ Write for Brochure and Terms 
to: Physician in Charge, Sunnyside Restorium, 
Hassocks, Sussez. Telephone: Hassocks 103. 


Sunnyside 
Restorium 


HASSOCKS SUSSEX 
(qrove House, All Stretton, Church 
STRETTON, SHROPSHIRE. 

A PRIVATE HOME for the care and treatment of a limited 
number of Ladies Mentally Afflicted. 
Climate healthy and bracing. 


Apply to Dr. McCuiinTocg, Proprietor and Resident Medical 
Superintendent. 


Telegraphic ‘Address 
Relief, Old Catton.” 290 Norwich, 


NERVOUS & MENTAL AFFECTIONS 
Ladies only received 
‘The Grove, Old Catton, Norwich. 


A High-class Home for the Curative Treatment of 
Nervous Affections. Voluntary Boarders are also received 
without certificates. 

For full particulars apply ‘to the Misses McLiInTock or to 
Dr. 8. Barton, 34, Surrey-street, Norwich, Visiting Physician. 


RHEUMA SPA, KINMEL HALL, 


ABERGELE, NORTH WALES 


Modern Spa Treatments, including Conti 

Pistany Mud and Scotch Douche, for Rheumatic 

and similar disabilities. Resident Physician. 
cellent ities and Recr | facilities. 


IDEAL WINTER QUARTERS—REDUCED RATES 


Unrivalld suites of Baths—Turkish and Russian Bathe, Aix and Vichy Douches, Massage ; 


Plombiéres Treatment. Studa Chair 


ic Installation for Baths and other Medical 


Purposes, Dowsing Radiant Heat, Infra-red Light, Artificial Sunlight, D'Arsonval High 


Frequency, Diathermy, Nauheim 


from own farm. 


Night attendance. Over 60 trained Male and Female Nurses, M 


ths, 


pless Foam Baths, etc. “ Certified Milk 
rge Winter Garden. 


Orchestra. Special provision for Invalids. 
lasseurs, Attendants, etc. 


Resident Physicians : G. C. R. Harsinson, M.B., B.Ch., B.A.O.(R.U.I.), H. Rays Davis, 


B.A., M.B., B.Ch., B.A.O. 


other Baths 


Phone: Matlock 17 (3 lines). "G 


TERMS, 13s. to 18s. 2 day, include Turkish and 
Illustrated Brochure C.J. on request. 
rams: Smedleys, Matlock. 


| 
| 
| 
| 
ry 
| 
Simedleds 
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\ k | 
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Newly fitted Balneological and Electro-Medieal and Small 


THE MARINE SPA Turkish and Russian Bath sections for recognised forms of 
¥ ‘ Spa, etc., treatment, under mild winter climatic conditions. 
«under the direction of the Corporation) Large Cooling Lounge, and “ Vita’’ Glass Sun Lounge. 


Warm Sea: Water Swimming Bath with modern filtration plant. 


Assistants with C.S.M.M.G., and Bio-Physical qualifications. 
| RQ AY Illustrated Spa and Health Resort Brochures post free on application 
‘3 H. Berkeley Hollyer, General Manager. 


(late Manager, Brine Baths, Droitwich) 


(FRANCE) OPEN ALL THE YEAR ROUND. 


Through trains from Paris. On the 
main line to Biarritz and Pau. 


THE THERMAL ESTABLISHMENT WHOSE TREATMENT BY 
THE FAMOUS MUD BATHS WITH APPROPRIATE DIET IS 
UNRIVALLED FOR RHEUMATISM. 


For information or literature, apply to: 


FEDERATION OF THE HEALTH RESORTS OF FRANCE, BRITISH MEDICAL ASSOCIATION HOUSE, 
TAVISTOCK SQUARE, LONDON, W.C.l 


or FRENCH RAILWAYS—NATIONAL TOURIST OFFICE, 179, PICCADILLY, LONDON, W.I 
or SOCIETE DES EAUX THERMALES, DAX (FRANCE) 


A NURSING HOME FOR SURGICAL, MEDICAL 
THE CLINIC AND MATERNITY CASES 


8 Operating Theatres. (for emergencies). 
London, W.1 Patients only received under the supervision of their own 
Medical Practitioner. 


. D d Dressi other i Articles). 
Tel: Welbeck 4444 (20 lines) rugs, and Dressings free (other than Pro 


Roeyal Free Hospital, Reya! Free Hospital, 


Gray’s Inn-road, London, W.C.1. Gray’s Inn-road, London, W.C.1. 


Applications are invited from duly qualified registered Medical cone 
Men or Women for the half-time post of REGISTRAR in the 
Ear, Nose, and Throat Department. Preference will be given | piace at a salary of £100 per annum; at the discretion of the 
to candidates with the Fellowship of England, Edinburgh or Professor of the Unit for a further etx months at = salary of 
the D.L.O. qualification. Intending candidates should submit £900 é 1999 
applications, stating age and accompanied by copies of three Candidates must be duly qualified registered Medical Women. 
recent testimonials, to the undersigned (from whom all informa- hontication fos may be obtained from the endarsiened and 
tion may be obtained) on or before the 8th December, 1938. | gnodit' he duly filled in and returned on or. before. the 

Duties to commence Ist January, 1939. : 8th December, 1938 eC 

Present holder, being eligible, is a candidate for reappoint- ’ bens RICHARD T. BARTLEY. Secretary 


Reya! Free Hospital, Reyal Free Hospital, 


Gray’s Inn-road, London, W.C.1. y’s Inn-road, London, W.C.1. 


Applications are invited for the whole-time post of SURGI- Applications are invited for the half-time post of 
CAL REGISTRAR. Candidates must be Fellows of the Royal GYNECOLOGICAL REGISTRAR from duly qualitied and 
College of Surgeons (England). Salary £200 per annum. registered Medical Women 

Applications, stating age, and accompanied by copies of three This post is reserved for former students of the London 


recent testimonials, must be sent to the undersigned (from whom (Royal Free Hospital) School of Medicine for Women. Salary 

all information may be obtained) on or before 8th December, £100 per annum. 

938. Applications, stating age, and accompanied by copies of 
Duties to commence Ist January, 1939. three 


: recent testimonials, must be sent to the undersigned 
RIcHARD J. BARTLEY, Secretary. 


(from whom all information may be obtained) on or before the 


December, 1938. Duties to commence Ist January, 1939. 
R Oo y a I k ree H Os p 1 t a l ’ Present holder, being eligible, is a candidate for reappoint- 
: Gray’s Inn-road, London, W.C.1. ment. RIcHARD T. BARTLEY, Secretary. 
Applications are invited from duly qualified and registered R oya Free Hos pl tal ; 
Medical Practitioners for the post of ANASSTHETIC REGIS- 


Gray’ -road, London, W.C.1. 
TRAR at the above Hospital for one year from Ist February, 


1939, with option to apply for reappointment for two subsequent 


years. Applications are invited from duly qualified and registered 
The post is a non-resident one, and carries with it a remun- Medical Men for the following post :-— 
eration of £100 per annum. RESIDENT CASUALTY OFFICER. 
Candidates should have had experience in all forms of Duties to commence Ist January, 1939, for six months. 
Anesthetics, including Dental work Salary £150 per annum. - 
They should submit applications, with copies of three recent Application form may be obtained from the undersigned, 


testimonials, stating age and qualifications, to the undersigned and should be duly filled in and returned on or before the 
on or before 8th December, 1938. 8th December, 1938. 
RIcHARD T. BARTLEY, Secretary. RIcHARD T. BARTLEY, Secretary. 
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Reya! Free Hospital, 


Gray’s Inn-road, London, W.C.1. 


Applications are invited from Medical Women of six months’ 
or more experience for the post of IN-PATIENT OBSTETRIC 
ASSISTANT (Anesthetic duties included). The appointment 
is for six months from Ist February, 1939. 

Application form may be obtained from the undersigned, 


and should be duly filled in and returned on or before the | 


8th December, 1938. 
RICHARD T. BARTLEY, Secretary. 


ovyal Free Hospital, 
Re: I 


Gray’s Inn-road, London, W.C.1. 


Applications are invited for the whole-time post of MEDICAL 
REGISTRAR. Salary £200 per annum. Intending candidates, 
who must be fully qualified and registered, should submit 
applications, stating age and accompanied by copies of three 
recent testimonials, to the undersigned (from whom all informa- 
tion may be obtained) on or before 8th December, 1938. 

Duties to commence Ist January, 1939. 


RICHARD T. BARTLEY, Secretary. 
Reya! Free Hospital, 


Gray’s Inn-road, London, W.C.1. 


Applications are invited from duly qualified and registered 

Medical Men for the following post :— 
FOURTH HOUSE SURGEON. 

Duties to commence Ist February, 1939, for six months. 

Application form may be obtained from the undersigned, 
and should be duly filled in and returned on or before the 
8th December, 1938. 

RIcHARD T. BARTLEY, Secretary. 


ivelina Hospital for Sick Children, 


Southwark, 8.E.1. 


Applications are invited for the post of HOUSE SURGEON 
(Male) for six months from December 12th (first two months 
in the Casualty and Out-patients Department). Salary at 
the rate of £120 per annum, with board and residence. 

Applications, with copies of three recent testimonials, should 
be sent to the undersigned, from whom particulars can be 
obtained, not later than first post on Tuesday, 22nd November. 

W. H. SIDNELL, House Governor. 


jamaritan Free Hospital for Women, 
Marylebone-road, N.W.1. 


Applications are invited for the post of ANASSTHETIST to 

attend on Tuesday mornings and Wednesday afternoons. 
Applications, accompanied by copies only of three testi- 
monials, should reach the Secretary at the Hospital before 
NOON, Thursday, Ist December, 1938 
G. H. HAWKINS, Secretary. 


(Jonnaught Hospital, E.17. 
FOR WALTHAMSTOW, LEYTON, WANSTEAD, 
AND CHINGFORD. 
(118 Beds and extending.) 


AR lications are invited for the post of HONORARY 
DERMATOLOGIST to the above Hospital. Gentlemen 
desirous of applying should be Fellows or Members of the 
Royal College of Physicians, and, preferably, on the staff of 
a London Teaching Hospital. 

Applications should be received by Saturday, 3rd December. 

Further details can be obtained upon application to the 
undersigned. 

R. HALTON HARRISON, Secretary. 


THE ARMY DENTAL CORPS 


Applications are invited from DENTAL SURGEONS for 
appointment to commissions in The Army Dental Corps. 

Candidates, who should not be over twenty-eight years of age, 
will for the present be selected for commissions without com- 
ag examination, but will be required to present themselves 
n London for interview and physical examination. They must 
hold the degree or diploma of a British University or College 
of Surgeons and be registered under the Dentists’ Acts or 
Medical Acts. 

Successful candidates will, in the first instance, be given 
short service commissions for six years, at the end of which 
veriod they will retire with a gratuity of £1000, unless they have 
een granted permanent commissions. Permanent commissions 
will be given to officers selected from among those who wish 
to make the Army their permanent career. 

Particulars, including Regulations for admission, pay and 
allowances, and forms of application may be obtained on 
request either in writing or in person to the Director, Army 
Dental Service, The War Office, ae ll S.W.1. 


ROYAL 


NAVAL MEDICAL 


SERVICE 


Vacancies exist for MEDICAL OFFICERS in the Royal Navy, and applications are 


invited for entry in January, 1939. 


Candidates below the age of 28 years are preferred, and they must be registered under 
the Medical Acts. No examination in professional subjects will be held but candidates will 
be required to attend for interview by a Selection Board. 

Selected candidates will be entered for Service for a period of three years, which if desired 
is usually extended to five years at the discretion of the Admiralty. 

Officers who leave the Service at the end of the initial period of three years will be eligible 
for a gratuity of £400, and those who leave at the end of five years for a gratuity of £1,000. 

At the end of five years’ Short Service permanent commissions will be given to selected 
officers who wish to make the Naval Medical Service their permanent career. Officers 
transferred to the permanent list will receive a gratuity of £1,000 (less Income Tax). 


Full opportunities exist for transfer to the permanent list, and periods of unemployed or 
half pay are very rare. The assistance of private income is not necessary for the purpose 


of supplementing official pay and allowances. 


Opportunities are available for officers on the permanent list for post-graduate study, 
to specialise, to take higher examinations and to obtain further qualifications. 

Copies of the regulations for entry and conditions of Service, including rates of pay, 
allowances and retired pay, may be obtained from the Medical Director-General of the Navy, 
Admiralty, S.W.1, and from the Deans of all Medical Schools. 


Applications for entry from intending candidates must be received not later than 


2lst November, 1938. 
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Yrincess Elizabeth of York Hospital 
FOR CHILDREN, Shadwell, London, E.1. 
(Formerly East London Hospital for Children.) 

(135 Beds.) 


An OUT-PATIENT MEDICAL OFFICER is required on 
lst January, 1939, by the above Hospital. The appointment 
is for six months and renewable for another six months subject 
to agreement on both sides. The holder of this post will be 
official deputy for the Resident Medical Officer. Salary at the 
rate of £175 per annum, with board, residence, and laundry. 
Candidates, who must be properly registered in this country, 
are invited to send in their applications addressed to the 
Secretary not later than first post on Tuesday, 22nd November, 
with copies of not more than three recent testimonials, and 
evidence of having held a responsible Hospital appointment. 
Forms of application and copies of the rules may be obtained 
from the Secretary-Superintendent. 


Princess Elizabeth of York Hospital 
FOR CHILDREN, Shadwell, London, E 


(Formerly East London Hospital for Children.) 
(135 Beds.) 


A HOUSE SURGEON is required on 1st January, 1939, by 
the above Hospital. Candidates are invited to send in their 
applications, addressed to the Secretary, not later than first 
post on Tuesday, 22nd November, accompanied by copies of 
not more than three recent testimonials, and evidence of having 
held a responsible Hospital appointment. The appointment 
is for six months. Salary at the rate of £125 per annum, with 
board, residence, and laundry. Candidates must be properly 
registered in this country. 

Forms of application and copies of the rules may be obtained 
from the Secretary-Superintendent. 


rincess Elizabeth of York Hospital 
FOR CHILDREN, Shadwell, London, E. 


Formerly East London Hospital for Children.) 
(135 Beds and 30 Convalescent Beds at Bognor.) 


A RESIDENT MEDICAL OFFICER is required on 
lst January, 1939. Gentlemen are invited to send in their 
applications, addressed to the Secretary, not later than first 
post on Tuesday, 22nd November, with copies of not more than 
three testimonials and evidence of having held a responsible 
Hospital appointment. The appointment is for one year. 
Salary at the rate of £200 per annum, with board, residence, 
and laundry. 

Candidates must be properly registered in this country. 

Forms of application and copies of the rules may be obtained 
from the Secretary-Superintendent. 


The Hospital for Women, 
Soho-square, London, W.1. 


Applications are invited for the post of RESIDENT MEDICAL 
OFFICER for a period of six months, commencing Ist January, 
1939. The salary is at the rate of £100 per annum, with board, 
residence, and laundry. 

Applications and testimonials must reach the undersigned 
by 10th December, 1938. 

J. P. HEMING, Secretary. 


GENERAL POST OFFICE 


HEADQUARTERS MEDICAL BRANCH (MALE STAFF). 


There is a vacancy for a MALE ASSISTANT MEDICAL 
OFFICER in the Headquarters Medical Branch. The appoint- 
ment is pensionable and carries a salary which commences at 
£500 a year and rises by annual increments of £25 to a maximum 
of £800 a year. The rates of salary are liable to review. 

Each candidate must be a fully qualified Medical Practitioner, 
a natural-born British subject, and the child of a person who 
is or was at the time of death, a British subject. Preference 
will be given to candidates under thirty who have held one or 
more hospital appointments. The successful candidate will 
not be allowed to engage in private practice in addition to his 
official duties. 

Applications, stating qualifications, age, &c., with copies of 
any recent testimonials, should be sent to the Chief Medical 
Officer, General Post Office, London, E.C.1. not later than the 
3rd December, 1938. 

Political influence should not be sought in support of applica- 
tions ; it would prejudice rather than assist the candidature. 

The Male Medical Staff at Headquarters consists at present 
of a Chief Medical Officer, a Sesetel Medical Officer, and four 
Assistant Medical Officers. Information as to the duties can 
be obtained from the Chief Medical] Officer. 

Candidates may be required to attend for personal interview 
in London at their own expense. 


St. John’s Hospital, Lewisham, S.E.13. 


pupiertions are invited to fill the appointment of ORTHO- 
PZDIC REGISTRAR. The successful candidate is required 
to attend the hospital on Wednesday mornings. An honorarium 
of 35 guineas per annum is paid. 
Applications, with particulars of qualifications and experience, 
should be addressed to the undersigned as soon as possible. 
J. C. GILBERT, Secretary-Superintendent. 


Paddington Green Children’s Hospital 


(Incorporated), London, W.2. 


Applications are invited for the appointment of HONORARY 
PHYSICIAN to the SKIN DEPARTMENT. 

Candidates must be Members of the of 
Physicians, London. 

Applications, stating age and qualifications, accompanied by 
copies of three testimonials, should reach the undersigned 
as soon as possible. 


Maida 
MEDICAL REGISTRARS. 


Applications are invited for two posts of Medical Registrar. 
The appointments will be for one year from the Ist January, 
1939, and are renewable for a further year. Honorarium £100. 

One of the present Medical Registrars is a candidate for 
reappointment. 

Applications, accompanied by copies of three recent testi- 
monials, should be sent to the undersigned not later than 
25th November. 

L. C. DIXON Secretary and General Superintendent. 


‘The Prince of Wales’s General Hospital, 


London, N.15. (238 Beds.) 


Royal College 


JAMES A. HAMLIN, Secretary. 


Vale Hospital for Nervous 


DISEASES, London, W.9. 


A plications are invited for the posts of HONORARY 
CLINICAL ASSISTANTS in the various Departments of the 
Hospital (Surgical, Medical, Children, Skin, Ear, Nose, and 
ie Eye, Gynecological, X-ray and Electrical) for the year 


Applications for appointment to any of these posts should 
7 to the undersigned on or before Friday, November 25th, 


J. C. BURDETT, Director and House Governor. 


‘Phe London Lock Hospital. 


Applications are invited for the appointment of two 
SURGICAL REGISTRARS (Male) to the Lock Hospitals at 
Dean-street (Men) and Harrow-road (Women). Candidates 
must be Fellows (or Members) of the Royal College of Surgeons 
of England, or Surgical Graduates of a University of the 
United Kingdom. One candidate should preferably have had 
some previous obstetrical experience. The appointments are 
for one year in the first instance, commencing as at Ist December. 
Honorarium at the rate of £100 per annum. 

Applications, with three copies of testimonials, must be in 
the hands of the Secretary not later than first post on Tuesday, 
29th November, from whom any further information relating 
to the appointment can be obtained 

4th November, 1938, 283, Harrow-road, W.9. 


"Phe Queen’s Hospital for Children, 
Hackney-road, E.2. 
(204 Beds.) 


The Board of Management invite applications for the post 
of EAR, NOSE, AND THROAT SURGEON. Candidates 
must be Fellows of the Royal College of Surgeons of England 
or of another recognised College. Attendance required two 
half-days weekly. The appointed candidate will have charge 
rad —— An honorarium to cover travelling expenses will 

paid. 

Further information may be obtained from the undersigned, 
to whom applications, with copies of three recent testimonials, 
should be sent not later than November 23rd, 1938. 


CHARLES H. BESSELL, Secretary. 
Princess Beatrice Hospital, 
Earl’s Court, S.W.5. 
General Hospital. 


HONORARY ANAESTHETIST. 

Applications are invited from fully qualified Medical Practi- 
tioners for the post df Honorary Anesthetist to the Hospital. 

ental session Wednesday morning; other sessions may be 
required of him. Honorarium, one guinea per session. 

Applications, giving qualifications, age, &c., together with 
copies of not more than three recent testimonials, should be 
sent to the Secretary, The Princess Beatrice Hospital, 
194, Finborough-road, S.W.10, by November 21st, 1938. 


University of London. 


A Picton are invited for the GEOFFREY E. DUVEEN 
TRA YELLING STUDENTSHIP in OTO-RHINO-LARYN- 
GOLOGY, value £450 a year. Candidates must be registered 
as Medical Practitioners by the General Medical Council or have 
had previous education and experience which, in the opinion 
of the University, qualifies them to undertake research in the 
subject of Oto-Rhino-Laryngology or in any part thereof. 

Applications should reach the University on or before 
31st December, 1938, and must be made on the a form, 
which may be obtained, together with further particulars, 
from the Academic Registrar, Senate House, University of 
London, W.C.1. 
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° 
‘The Queen’s Hospital for Children, 
Hackney-road, London, E.2. (160 Beds.) 

RESIDENT MEDICA 
1939 

The appointment is made for six months, and may be extended 
for further periods of six months, but cannot be held for more 
than two years 

The Resident Medical Staff consists of the Resident Medical 
Officer as above, two Casualty Officers, two House Physicians, 
and two House Surgeons 

Salary (inclusive of panel fees) £200 per annum, with board, 
re wide nee, and laundry Candidates must have held a responsible 
resident appointment at a recognised hospital 

Forms of application may be obtained from the undersigned, 
and must be completed and returned on or before 6th December, 
1938. 


L OFFICER required on Ist January, 


BESSELL, Secretary. 


CHARLES H 
14th November, 1938 


Queen's Hospital for Children, 


Hackney-road, London, E.2 (160 Beds.) 

HOUSE PHYSICIAN required Ist January, 1939 

Six months’ appointment Salary at the rate of £100 per 
year, with board, lodging, and laundry 

Applications must be made on forms to be obtained from the 
undersigned, and be sent in, with copies of not more than three 
testimonials, on or before 6th December, 1938 

CHARLES H. BESSELL, 
lith November, 1938 


‘Phe Queen's Hospital for Children 
Hackney-road, E.2. 

REFRACTION OFFICER required for one (morning) 
session weekly of approximately two and a half hours. Salary 
£1 16s. per session 

Applications, giving qualifications and details of experience, 
should be sent to the undersigned as soon as possible 

CHARLES H. BESSELL, Secretary. 


Secretary. 


14th November, 1938 
ondon County 


Applications invited from registered Medical Practitioners 
of at least one year’s standing, resident in the neighbourhood, 
for appointment as VISITING MEDICAL OFFICER (Part- 
time) at Princess Mary’s Convalescent Home, Margate. Salary 
£200 a year 

Application form obtainable (stamped, addressed foolscap 
envelope necessary) from Medical Officer of Health, Staff 
Division, 2, County Hall, 8.E.1, returnable by 5th December. 

Canvassing disqualifies 


[,endon County 


Applications invited from MEDICAL PRACTITIONERS 
of at least one year’s standing to undermentioned positions. 
Candidates must have held resident appointment in a general 
hospital for at least six months. Married quarters not available. 


Couneil. 


Couneil. 


ASSISTANT MEDICA OFFICERS (Grade I) Salary 
£350—£25—-£425, with board, lodging, and washing 
* (a) ARCHWAY HOSPITAL, Archway-road, Highgate, N.19. 


Medical duties, experience in anvesthetics desirable 
ALFEGE’S HospiraL, 48, Vanbrugh Hill, Greenwich, 
S.E.10 Surgical duties 
(c) St MARY ABBOTS HOSPITAL, 


St. 


Marloes-road, Kensington, 
8 Surgical duties, fracture experience essential 
ASSIST AN T MEDICAL OFFICERS (Grade II) Salary 
£250 a year, together with board, lodging, and washing 
Appointment for one year only in first instance (renewable 

for a second year under certain conditions) 

(d) BETHNAL GREEN HospiraL, Cambridge-road, E.2. Medical 
duties, experience in diseases of children and tuber- 
culosis desirable 

* (©) HACKNEY HosprraL, Homerton High-street, E.9 
duties, experience in anesthetics desirable 

(f) LAMBETH HosprrTaL, Brook Drive, Kennington- road, 

S.E.11 Duties mainly medical, experience in obstetrics 
de sirable 

(g) ST. GEORGE-IN-THE-EAST HOSPITAL, Raine-street, Wapping 
E.1 Medical duties, experience in anesthetics 
desirable 

* No accommodation for a@ woman. 

Application forms obtainable (stamped, addressed foolscap 
envelope necessary ) from Medical Oftticer of Health, Staff 
Division, 2, County Hall, 8S.E.1, returnable by 5th December. 

Canvassing disqualifies 


ational Hospital 
Queen-square, W.C.1. 


RESEARCH FELLOWSHIP 

By the generosity of a private donor a Full-time Research 
Fellowship has been created for the investigation of DIS- 
ORDERS OF MUSCLE at the National Hospital, Queen- 
square, London, W.C 

The Fellowship will be open to Graduates in Science or 
Medicine and is of the value of £500 per annum, tenable for 
one year in the first instance 

Applicants should state their previous experience and the 
method of investigations they prepete to adopt 

Further particulars may be obtained from the Secretary, 
National Queen-square, W.C.1, and applications 


Medical 


Hospital, 


should reach him by January 15th, 1939 
60 


METROPOLITAN WATER BOARD 


APPOINTMENT OF DIRECTOR OF WATER 
SXNAMINATILO 

The Metropolitan W ater Board invite applications from 
those possessing wide experience in the chemical and bacterio- 
logical examination of water for the position of Director of 
Water Examination (to succeed the late Lt.-Col. C 
Harold, O.B.E., M.D., Ch.B., D.P.H.) at an inclusive salary of 
£2000 per annum 

The Director will be required to give his whole time to the 
service of the Board ; to superintend and be responsible to the 
Board for all examinations, analyses and experiments, and 
the reports thereon, concerned with the quality of the supply : 
and to undertake such research work and chemical analyses 
and investigations, whether of water or otherwise, as may 
from time to time be required of him. Laboratory and office 
accommodation, equipment and staff are provided. The 
appointment will be held during the pleasure of the Board, and 
the person appointed will be subject to the Standing Orders, 
regulations and rules in force from time to time 

The selected candidate will be required to pass a medical 
examination by the Chief Medical Officer and to undertake in 
writing to join the Superannuation and Provident Fund. 

Applications should be made on the prescribed form, a copy 
of which may be obtained from the undersigned on receipt of 
a stamped addressed foolscap envelope ; and they should be 
addressed, in envelopes endorsed “ Appointment of Director 
of Water Examination,’’ to the Clerk of the Board so as to be 
fit not later than 10 A.M. on Saturday, 3lst December, 
938 

Canvassing will be held to be a disqualification. 

R. P. MorGan, Acting Clerk of the Board. 
Offices of the Board, 173, Rosebery-avenue, E.C.1. 
l4th November, 1938. 


Reya! Masonic Hospital, 


Ravenscourt-park, W.6. 

A post of RESIDENT MEDICAL OFFICER (Male), prefer- 
ably with M.R.C.P. qualification, will be vacant on Ist A al 
1939. Salary at the rate of £300 per annum, with board, 
residence, and laundry. The appointment is fort welve months. 
Candidates must be registered, and must have held resident 
appointments in General Hospitals 

The Institution (145 Beds at present, but to be increased) 
is primarily for paying patients of both sexes of moderate means 
usually unable to afford ordinary Nursing Home treatment, &c. 

Applications, stating full particulars, to be sent on or before 
Monday, 5th December, 1938, to the Honorary Secretaries, 
from whom further information may be obtained 


N ational Temperance Hospital, 
a Hampstead-road, N.W.1. 


Applications are meet for the foRowing post : 
HOUSE SURGEON. 

Salary £100 per aan board, residence, and laundry 
allowance. The appointment is for a period of six months as 
from Dec. Ist. Preference will be given to those who have 
held resident posts. 

Candidates must submit applications stating qualifications, 
age, &c., with copies of not more than three testimonials, by 
Monday, 2sth instant, addressed to the Secretary. 


Sal The Mothers’ 
"(he Salvation Army, The Mothers 
HOSPITAL, Lower Clapton-road, Clapton, E.5. 


Applic Ta are invited for the appointment of a Woman 
VENEREAL DISEASES OFFICER to The Mothers’ Hospital. 
Salary, 416 guineas per annum. 
Details of the appointment may be obtained from The 
Secretary-Superintendent, to whom the application with details 
of previous experience, and three recent testimonials, should be 


sent by November 30th, 1938. 
FRED HAMMOND, Secretary. 


North Kensington Women’s 


Welfare Centre (Gynecological and Birth Control Clinic), 
12, Telford-road, Ladbroke-grove, W. 

Applications are invited for duly ‘cine part-time Woman 
REGISTRAR (2 sessions per week) at the above clinie. Apply 
in writing with particulars of experience to the Superintendent. 


Hospital for Sick Children, 


Great London, W.C.1. 

The post of CLINICAL PATHOLOGIST will be shortly 
vacant. Salary £750 per annum. 

The appointment is whole time and non-resident. Facilities, 
within certain limits, will be given for private pathological 
practice. 

The successful “yo will be woquive d to take up his duties 
pesperaey on the Ist March, 1939 

Candidates must be registered | Medical Practitioners with 
special experience in bacteriology and clinical pathology. 

Applications, accompanied by not more than three testi- 
monials, given specially for the purpose must be delivered to 
the endscuigmed not later than NOON on Monday, the 
19th December, 1938 

Candidates must be prepared to appear before the Joint 
Committee on Wednesday, 21st December, 1938, at 4.45 P.M. 

Forms of application, and details of the appointment are 
obtainable from the undersigned. 

HERBERT F. RUTHERFORD, Secretary. 
November, 1938. 
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‘(he Hospital for Sick Children, 


Great Ormond-street, London, W.C.1. 
There are vacancies for the following :— 
A RESIDENT SURGICAL OFFICER. Duties to commence 
on the Ist January, 1939. Salary £200 per annum. 
his appointment is tenable in the first instance for one 
year, but may be extended for a period of one further year. 


Two RESIDENT HOUSE PHYSICIANS and One RESI- 
ty NT HOUSE SURGEON. Duties to commence on the 
lst January, 1939. Salaries at the rate of £50 per annum. 

These appointments are tenable for six months. 


A RESIDENT ANAESTHETIC REGISTRAR. Duties to 
commence on the Ist January, 1939. Salary at the rate of £100 
per annum. 

This appointment 
months, but may 
months. 


A RESIDENT MEDICAL 


is tenable in the first instance for six 
be extended for a further period of six 


OFFICER at the COUNTRY 
BRANCH HOSPITAL, TADWORTH-COURT, TADWORTH, 
SURREY. Duties to commence on the Ist January, 1939. 
Salary at the rate of £250 per annum. 

This appointment is tenable for six months, but is renewable. 


Candidates for the above appointments must be unmarried, 
possess a legal qualification to practise, and have held a 
responsible resident appointment at a General Hospital. 

Applications must be received by noon on Monday, the 
28th November, 1938, and candidates must be prepared to attend 
forinterview by the Joint Committee at 4.45 P.M. on Wednesday, 
the 7th December, 1938. 

Full particulars and forms of application are obtainable from 
the undersigned. 

HERBERT F.. RUTHERFORD, Secretary. 
November, 1938. 


[,ondon Hospital, E.1 


There is a vacancy for the pc post t of FIRST ASSISTANT AND 

REGISTRAR to the Neurosurgical Department. 

Candidates must possess the F.R.C.S. Eng. qualification. 

Applications should be sent to the House Governor, from 
whom further particulars may be obtained, and should arrive 
not later than on Saturday, December 3rd. 

ARTHUR G. ELLIOTT, House Governor. 
31st October, 


1938. 
[,endon Hospital, E.1 


CARDIAC DEPARTMENT. 


The post of PATERSON RESEARCH SCHOLAR and 
CHIEF ASSISTANT in this Department will be vacant on 
Ist January, 1939. 

The salary is at the rate of £400 per annum. 
Applications should arrive at the Hospital not later than 
Saturday, the 10th December. 
Further particulars on request. 
ARTHUR G. ELLIOTT, House Governor. 


Hospital for Tropical Diseases. 


RESIDENT MEDIC “AL SU PERINTENDENT. 
The Committee of Management of the Seamen’s Hospital 
Society invite applications for this post falling vacant on 
Ist January, 1939. The appointment will be tenable for two 


years. Minimum commencing salary £250 per annum, with 
board, residence, and laundry. Candidates must be Male, 
single, and legally qualified and registered. Membership of the 


Royal College of Physicians and some 
medicine is desirable, but not essential 
Applications, stating age, with copies of not more than three 
recent testimonials, to be sent on or before 7th December, 1938, to 
C. PRICE, Sec Hospital for Tropical Diseases. 
25, Gordon-street, W 


(rity of London Maternity Hospital, 


City-road, E.C.1 


knowledge of tropical 


Applications for the 
RESIDENT ME ‘AL OFFICER, vacant January Ist next, 
salary £80 per ae Three months’ appointment. At the 


end of the period the candidate will, if satisfactory, be appointed 
Senior for three months at £100 per annum. 
may be obtained from the undersigned. 
RALPH B. CANNINGS, 
(Sharing Cross 
REGISTRAR. 
to the Nose, THROAT, AND EAR DEPARTMENT. 
Candidates must be registered Medical Practitioners and have 
Attendance four half-days per week 
for one for re-election. 
Applications in writing, stating age, qualifications, and 
experience, should be made to the undersigned not later than 
GEORGE J. 
Charing Cross Hospital, Strand, W.C.2. 


post of Male ASSISTANT 


Secretary. 


WAS. 
Registrar (Male) 


Forms of application, returnable not later than December 2nd, 
Hospital, 

Applications are invited for the post of 

some experience of the a: 

Appointment tenable 
year; eligible Honorarium £100 per 
annum. 
first post Monday, 28th November, 1938. 


JONES, Secretary. 
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"(he Royal Waterloo Hospital for 
CHILDREN and WOMEN, Waterloo-road, S.E.1. 
There will be a vacancy on the Ist December, 1938, for a 


HOUSE SURGEON (Male) at the above Hospital. The appoint- 
ment is in the first instance for a period of six months. Salary 
at the rate of £100 per annum, with board and residence 
Applications, with copies of testimonials, should be forwarded 
not later than Tuesday morning, 22nd November, to the 
Secretary at the above address, from whom further particulars 


can be obtained. 
(Pohe London Chest Hospital, 
Victoria Park, 


E.2. 
(Bus, Tram and Rail, Cambridge Heath, 4. and N.E. Railway.) 


Applications (with copies of three testimonials) are 
to be sent to the Secretary, on or before 
30th November, 1938, for the Somowing posts, 
rules and by -laws of the H- ospital : 

RESIDENT = DICAL OF Fr IC ER (Male) for one year 
from Ist . 1939. Salary £350 per annum. 
HOUSE (Male) for six months 


invited 
Wednesday, 
subject to the 


January, 
P HY SICIAN from 
ist January, 1939. Salary at the rate of £100 perannum. 
HOUSE SURGEON (Male) for six months from Ist January, 
1939. Salary at the rate of £100 per annum. 
residence, and laundry provided. 
Hospital, 


London Chest 
“Heath, L. 


Board, 


h e 


(Bus, 


Victoria Park, E.2 
Tram and Railway, Cambridge & N.E.Rly.) 
SURGICAL REGISTRAR 
Applications are 
a week, Tuesday 
ment is for one 
Applications, 
sent to the 
1938. 


(Sharing 


The Council invite 
ASSISTANT 
MENT 
Candidates should send in their applications, 
copies of three testimonials, to the undersigned not later than 
first post Monday, November 28th, 193%. 
GEORGE J 
Strand, W.C.2 


(Male) (Part-time) 

invited for the above post Four sessions 
and Friday mornings essential. Appoint- 
year and an honorarium is attached to the post 
with copies of three testimonials, should be 
undersigned on or before Tuesday, December 13th, 


THOMAS Brown, 


Hospital, 


“W.C.2. 


applications for the post of CLINICAL 
(Male) to the DERMATOLOGICAL DEPART- 


Cross 


together with 
JONES, Secretary. 
Hospital. 


applications for the 


Charing Cross Hospital, 

KK ine s College 
The Committee of Manageme 7 


post of ASSISTANT PHYSICIA 
Applications with copies of inn 


invite 


testimonials, should be 


sent before December 10th to the House Governor, Kine’s 
College Hospital, Denmark-hill, 3.6.5, from whom particulars 
of the duties may be obtained. 


Candidates must be Members or Fellows of the 
of Physicians of London. 


Wt. Marylebone Borough 


APPOINTMENT OF TUBERCULOSIS 
ASSISTANT MEDICAL OFFICER OF HEALTH. 

Applications are invited from duly qualified and registered 
Medical Practitioners for the whole-time appointment of Tuber- 
culosis Officer and Assistant Medical Otlicer of Health at a 
salary of £800 per annum, rising, on approved service, by annual 
increments of £25 to £1000 per annum. 

Candidates should not exceed 40 years of age. 

Form of application and further particulars and conditions 
of appointment can be obtained from the Medical Officer of 
Health, Town Hall, St. Marylebone, W. 

Applic ations on the offic am form must be addressed to “ The 
Town Clerk, Town Hall, Marylebone, W.1,’’ and delivered 


Royal College 
Council. 


OFFICER AND 


in sealed envelopes ae “ “Tuberculosis Officer ’’ not later 
than 10th December, 1938. 
The appointment will be subject to satisfactory medical 


examination and production of birth certificate. 
The Council’s Bye-laws provide that canvassing shall dis- 


qualify an applicant. , 
adnought Hospital 
(Seamen's Hospital Society.) 


Greenwich, 8.E.10. 

One HOUSE PHYSICIAN and one HOUSE SURGEON 
required for six months from the Ist January, 1939. Salary 
£110 per annum and a proportion of fees with board, residence, 
and laundry Candidates must be male and single 

Applications, with copies of three testimonials, 
in on or before Ist December, to the undersigned 

F. LYON, 


to be sent 
Secretary. 
llth November, 


[J niver of 


The Senate ive applications for the University READER- 
SHIP IN MEL INE tenable at the British Postgraduate 
Medical School. salary £800 a year. 

Applications (12 copies) must be received not later than 
first post on 14th December, 1938, by the Academic Registrar, 
University of London, Senate House, W.C.1., from whom further 
particulars should be obtained. 1 
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U niversity of London. 

The Senate invite applications for the University CHAIR 
OF MEDICINE tenable at University College Hospital Medical 
School. Salary £2000 a year. 

Applications (12 copies) must be received not later than 
first post on 16th January, 1939, by the Academic Registrar, 
University of London, Senate House, W.C.1, from whom further 
particulars should be obtained 


Royal London Ophthalmic Hospital 
‘(MOORFIEL DS EYE HOSPITAL), City-road, E.C.1 


Applications are invited for the posts of Two OUT-PATIENT 
OFFICERS, one to attend on Mondays and Thursdays, and 
one A attend on Wednesdays and Saturdays (mornings) each 
week. 

Candidates must be registered Medical Practitioners. 

Salary at the rate of £100 per annum. The Out-patient 
Officers will be appointed for a period of one year and will be 
eligible for reappointment 

Copies of regulations can be obtained on application. 

Applications, with testimonials, stating age and qualifications, 
together with photograph, must be received by the under- 
signed not later than 3rd Dec omnes, I 1938. 


J. M. TARRANT, Secretary. 
U niversity College Hospital, 


Gower-street, London, W.C.1. 
Applications are invited for the whole-time post of FIRST 
ASSISTANT in the CHILDREN’S DEPARTMENT of University 
College Hospital 
he appointment will be as from Ist January, 1939, or as 
soon a8 possible thereafter, and will be tenable for a period of 
one year subject to re-appointment for a further period of two 
years 

Commencing salary £250 per annum. 

Applications, with copies of three testimonials to be made 
not later than Friday, 2nd December, 1938, and to be addressed 
to the Secretary, University College Hospital Medical School, 
University-street, W.C.1, from whom copies of the conditions 
governing the appointment can be obtained 


Roya! Chest Hospital, 


City-road, E.C.1. 

Applications are invited for the post of RESIDENT MEDICAL 
REGISTRAR (Male). Candidates must be registered Medical 
Practitioners of at least 2 years’ standing and have held at 
least two previous house appointments. 

The appointment is for 14 months from January Ist, 1939. 
Particulars concerning remuneration and emoluments (amount- 
ing to approximately £286 with board and residence), together 
with necessary forms of application and rules can be obtained 
from the undersigned. 

Applications with copies of testimonials, should be sent by 


December 2nd to 
GILBERT G. PANTER, Secretary. 


‘Phe Elizabeth Garrett Anderson 


HOSPITAL, Euston-road, N.W.1. 


The Managing Committee invite applications from fully 
qualified Medical Women for the appointment of part-time 
ASSISTANT RADIOLOGIST with charge of the X ray therapy. 
Duties to begin Ist January, 1939. Honorarium £100 per 
annum 

Candidates are requested to apply to the undersigned for 
yarticulars of the post and to forward before Friday, 2nd Decem- 
yer, 1938, twelve copies of application with copies of three 
recent testimonials for the Managing Committee. 

It is also necessary to send a copy of application to each 
member of the Honorary Medical Staff (twenty-three). 

JEAN R. MurRRay, Secretary. 


Elizabeth Garrett Anderson 


HOSPITAL, Euston-road, N.W.1. 


Applications are invited from fully qualified Medical Women 
for the part-time post of SURGICAL REGISTRAR, non- 
resident, honorarium £100 per annum. Duties to commence 
Ist January, 1939. 

Particulars of the post can be obtained from the undersigned 
to whom applications, with copies of three recent testimonials, 
should be sent before 2nd December, 1938 


JEAN R. MURRAY, Secretary. 
Elizabeth Garrett Anderson 
HOSPITAL, Euston-road, N.W.1. 


The Managing Committee invite applications from fully 
qualified Medical Women for the appointment of HONORARY 
ASSISTANT GYNASCOLOGIST. 

Applicants must be Fellows of the Royal College of Surgeons 
and Members of the College of Obstetricians and Gynecologists. 
Duties to begin Ist January, 1939. 

Candidates are requested to apply to the undersigned for 
particulars of the post and to forward before Friday, 
2nd December, 1938, twelve copies of application, with copies 
of three recent testimonials for the Managing Committee. 

It is also necessary to send a copy of application to each 
member of the Honorary Medical Staff (twenty-three). 

JEAN R. MURRAY, Secretary. 
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Elizabeth Garrett Anderson 


HOSPITAL, Euston-road, N.W.1. 


The Managing Committee invite applications from _ fully 
qualified Medical Women for the appointment of HONORARY 
PHYSICIAN to take charge of the ELECTRO-THERAPY and 
MASSAGE DEPARTMENTS. Duties to begin Ist January, 1939. 

Candidates are requested to apply to the undersigned for 
varticulars of the post and to forward before Friday, 2nd 
JYecember, 1938, twelve copies of application with copies of 
three recent testimonials for the Managing Committee. 

It is also necessary to send a copy of application to each 
member of the Honorary Medical Statt (twenty-three). 

JEAN R. MURRAY, Secretary. 
ueen Mary’s Hospital for the East 
END, Stratford, London, E.15. 


Applications are invited from fully qualified and registered 
Medical Men (only) for the following posts :— 


Salary Period 
r (months) 
One HOUSE SURGEON £120 Six 
One HOUSE PHYSICIAN Six 
One HOUSE PHYSICIAN £130 .. Three 
One OBSTETRIC HOUSE SURGEON sete Six 
One OUT-PATIENT OFFICER £150... Six 


The appointment will Ady from the Ist of January, 1939, 
and will be for six months, except in the case of one House 
Physician, which will be for three months. In the case of the 
Obstetric House Surgeon, above referred to, the appointment 
will be for three months as Junior at £110 per annum and for 
three months as Senior at £130 per annum, six months in all. 

The Hospital contains 219 Beds, inc luding 50 for Maternity. 

Candidates, who must be single, should send applications, 
accompanied by copies of testimonials, to the undersigned not 
later than Wednesday, the 30th of November, 1938. 

RAPHAEL JACKSON, Major, Secretary. 


A Ppiications are invited for the 
ointment of HONORARY PHYSICIAN to THE 
BRITION HOSPITAL for FUNCTIONAL MENTAL AND 
NERVOUS DISORDERS, 72, Camden-road, N.W.1. Candi- 
dates must bold the Diploma in Psychological Medicine and 
address their applications to the unde ed. 
DENIS G. WILLIAMS, Secretary. 


Worcester Royal Infirmary. 


Applications are inv ited tion the noe of 
ASUALTY OFFICER 

Salary at the rate of £140 per annum, including board, 
residence, and laundry. 

Applications, stating full particulars as to age, whether 
married or single, qualifications, &c., and accompanied by 
copies of three recent testimonials, should be sent to the under- 
signed by the 26th November, 1938 


J. CLout, Secretary. 


Middlesex Couneil. 


(1) WEST MIDDLESEX COUNTY HOSPITAL, Twickenham- 
road, ISLEWORTH, MIDDLESEX 

Non-resident ASSIST A NT RADIOLOGIST, registered Medical 
Practitioner holding D.M.R.E., experienced in diagnostic 
and therapeutic X-ray work. Inclusive salary £650—£25-£800 
per annum, on pe nsionable staff, subject to medical examina- 
tion and ‘three-months’ notice. Whole-time duties under 
direction of Medical Superintendent and Radiologist. Any 
fees received payable to County Council. Closing date 
3rd December, 1938. 
(2) REDHILL COUNTY HOSPITAL, EDGWARE, 

MIDDLESEX. 

Resident JUNIOR ASSISTANT MEDICAL OFFICER, 
registered Medical Practitioner, with previous resident general 
hospital service. Duties mainly obstetrical and gynecological, 
qualifying appointment for M.C.O.G., and D.C.0.G. Salary 
£250 per annum, with board, lodging, and laundry valued at 
£100 per annum. Whole-time appointment subject to medical 
examination, is primarily for six months, with possibility 
of six months extension, when contributions to superannuation 
fund may be required. Closing date 26th November, 1938. 

Written application to the undersigned in envelopes ‘endorsed 
in to left-hand corner and W.Mdx.—Asst. Rad.” 
or Redhill_—Jnr. A.M.O.”’ enclosing copies of not more than 
three recent testimonials. 

Canv assing, direct or indirect, disqualifies. 

V. RADCLIFFE, ( ‘lerk of the ‘County Council. 
Guildhall, Westminste r, 3.W 


Hill End Hospital and Clinic for the 


AND TREATMENT OF MENTAL 
ND NERVOUS DISORDERS, 
ST. ALBANS, HERTS. 


HOUSE PHYSICIAN (Male) required, age under thirty 
years. Appointment for six months at the rate of £165 per 
annum, with board and quarters, renewable for a further six 
months at the rate of £200 per annum. 

The Hospital has over 1000 beds, and is the County Mental 
Hospital for Hertfordshire. Laboratory, Psychological and 
Child Guidance Clinic, Occupational Therapy, &e. 

Application forms from the Medical Director, to be returned 
with copies of recent testimonials. 

uties to commence as soon as possible. 
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(‘hesterfield and North Derbyshire 


ROYAL HOSPITAL, CHESTERFIELD. 
(220 Surgical and Medical Beds.) 


HOUSE TO OPHTHALMIC EAR, NOSE, 
AND THROAT DEPARTMEN 

Applications a invited from fully qualified men for the 
above post, to commence Ist December, 1938. 

The appointment is for six months. 

Salary at the rate of £150 per annum, with board, apartments, 
and laundry. 

Applications, stating age and nationality, together with 
copies of three recent testimonials, should be sent to the under- 
signed as soon as possible. 

M. H. Boone, Superintendent and Secretary. 

7th November, 1938. 


(Shesterfield and North Derbyshire 


ROYAL HOSPITAL, CHESTERFIELD. 
(220 Surgical and Medical Beds.) 


HOUSE SURGEON. 

Applications are invited from fully qualified men for the 
above post, to commence Ist December, 19338. 

The appointment is for six months. 

Salary at the rate of £150 per annum, with board, apartments, 
and laundry. 

Applications, stating age and nationality, together with 
copies of three recent testimonials, should be sent to the under- 
signed as soon as possible. 

M. H. Boone, Superintendent and Secretary. 
7th November, 1938. 


Middlesbrough Educ Education Committee. 


APPOINTMENT OF SENIOR ASSISTANT SCHOOL 
MEDICAL OFFICER. 

Applications are invited from duly qualified Men, who have 
had experience of School Medical work, for the ,08t of Senior 
Assistant School Medical Officer in connexion with the Medical 
Inspection and Treatment of School Children, and such other 
duties as may be required by the Education Committee. The 
peon appointed will be responsible to the School Medical 

icer 

Commencing salary £700 per annum, rising by annual incre- 
ments of £25 to £750 per annum, thence by two annual incre- 
ments of £50 to @ maximum salary of £850 per annum. 

The successful candidate will be required to devote his whole 
time to the duties of the office. The appointment will be subject 
to two calendar months’ notice on either side, such notice 
dating from the last day of any calendar month. 

Applicants must have had experience in the work of the 
School Medical Service, and preference will be given to candidates 
who have had experience of Refraction work and who are 
recognised by the Board of Education in connection with 
certification under the Mental Deficiency and other Acts. 

The appointment will be subject to the provisions of the 
Local Government and Other Officers’ Superannuation Act, 
1922, and to the successful candidate passing satisfactorily a 
medical examination. 

Forms of application may be obtained from the Director of 
Education on receipt of a stamped, addressed foolscap envelope, 
and these should be returned to the Director of Education, 
Education Offices, Middlesbrough, not later than Saturday, 
26th November, 1938. 

Canvassing in any form will disqualify. 

PRESTON KITCHEN, Town Clerk. 

Town Clerk’s Offices, Middlesbrough, 7th November, 1938. 


Royal Manchester Children’s Hespital, 
PENDLEBURY, Near MANCHESTER. 
(232 Beds. 


RESIDENT MEDICAL OFFICER. 

Applications are invited for the post of Resident Medical 

cer. Salary £150 per annum. The appointment is for a 
period of six months, commencing Ist January, 1939. Candi- 
dates must be unmarried and duly registered. Previous hos- 
pital experience essential. 

Applications, stating age, and accompanied by copies of not 
more than three recent testimonials, to be sent to the under- 
signed not later than Friday, 2nd December. Canvassing, directly 
or indirectly, may disqualify. 


By Order, 
Royal 


H. HEARDMAN, Secretary. 
end of December— 


Sussex County Hospital, 
BRIGHTON. (Beds 272.) 
OUSE PHYSICIAN. 
One HOUSE SURGEON 


One CASUALTY HOUSE SURGEON. 

Salaries respectively £150, £150, and £120 per annum, with 
board, residence, and laundry 

Candidates must hold Medical and Surgical qualifications of 
Ge British Empire, and be duly registered under the Medical 

cts. 

They must be unmarried and when elected under thirty 
years of age. 

Applications, with copies of recent testimonials, should be 
sent to the undersigned. 

L. L. W. LANCASTER-GAYE, Secretary-Superintendent. 


County 
BRIGHTON. 


spetcetiene are invited for the offices of HONORARY 
MEDICAL REGISTRAR and HONORARY SURGICAL 
REGISTRAR, from Gentlemen who hold a Medical and Surgical 
qnalification of the British Empire and who are duly registered 
under the Medical Acts. 

The appointments will be for a term of three years, the suc- 
cessful candidates being eligible for re-election at the end of 
that period. 

Applications must reach the undersigned at the Hospital 
before 12 NOON on the 26th November, 1938 


L. W. LANCASTER-GAYE, Secretary-Superintendent. 
(318 Beds, incheding two Auxiliary Hospitals.) 


Royal Sussex Hospital, 


Bolton Royal Infirmary. 


Applications are invited for ie following posts :— 
RESIDENT SURGICAL OFFICER (Gentleman). 

Resident Staff comprises Assistant R.S.0., House Physician 
and three House Surgeons. R.S.O. appointme nt is recognised 
by the Royal College of Surgeons of England for the Final 
Fellowship Examination. 

Salary £250 per annum, with board, residence, attendance, 
and laundry 
ASSISTAN ‘fs RESIDENT SURGICAL OFFICER (Gentleman ). 

The duties of the Assistant R.S.O. comprise responsibility 
for the whole of the Casualty and Orthopedic Departments 
and to deputise for the R.S.O. in his absence. 

The post is recognised by the Royal College of Surgeons of 
England for the Final Fellowship Examination. 

Salary £200 per annum, with board, residence, 
and laundry. 

THREE HOUSE SURGEONS (Ladies or Gentlemen). 

Salary £150 per annum, with board, residence, attendance, 

and laundry. 


attendance, 


Applications for the posts, stating age, nationality and 
experience, together with copies of testimonials, should be 
forwarded to the undersigned not later than the first post 
Monday, November 21st. 

Duty in each case will commence on the Ist January, 1939, 
with the exception of one house surgeon, who will be required 
to commence Dec. 6th. 

H. CORLEss, Secretary. 


RESIDENT ASSISTANT SURGICAL OFFICER. 

Applications are invited for the post of Male Resident 
Assistant Surgical Officer at the above Hospital. 

The Hospital is a General Hospital of over 1000 Beds, with 
a@ considerable amount of acute work. 

The appointment is tenable for six months in the first instance, 
at a salary of £250 per annum, with the usual emoluments, 
but may be renewed for a further period of six months, subject 
to satisfactory service. 

The successful candidate will be responsible for Ear, Nose, 
and Throat, and General Surgical cases, under the supervisjon 
of the Visiting Consulting Surgeons. 

Candidates must have held previous Hospital appointments 
and have had practical Surgical experience. 

Application forms can be obtained from me and should be 
returned, together with three copies of recent testimonials, 
on or before 25th November, 1932. 

Canvassing, directly or indirectly, is forbidden. 

. E. Ric HARDS, Town Clerk. 
Guildhall, Nottingham, 7th November, 1938. 


Hertford County Hospital. 


(171 Beds.) 


Apotieetions are invited for the post of HOUSE SURGEON 
(Male—Three Residents). Salary £200 per annum, with board, 
residence, and laundry. The appointment is for six months in 
the first instance. 


a, with three recent testimonials, should be sent 
to the undersigned not later than Tuesday, 22nd November 
instant. Percy G. BROOKS, Secretary. 


Royal Cornwall Infirmary, ‘Truro. 
(84 Beds.) 
HOUSE SURGEON (Male) required with experience of 


Anesthetics to commence duties on the Ist December next. 
Salary £170 per annum, rooms, board, and washing 
Apply, with copies of three recent testimonials, to the 
Secretary, of whom further pagteminns | may be obtained. 
W. E. FELL, Hon. Secretary. 
Truro, November 8th, 1938. 


‘aernarvonshire and Anglesey 


INFIRMARY, BANGOR. 
(General Hospital.) 


JUNIOR HOUSE SURGEON 
annum, with residence, 
commence December 10th. 

Applications, stating age, qualifications, and nationality, 
with two testimonials, should reach the Secretary by the 
28th November. 

Good opportunity for Medical and Surgical experience. 
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‘(he Jessop Hospital for Women, 


SHEFFIELD. 
(151 Beds.) 


The Board of Management invite applications for pone of 
HOUSE SURGEONS (sale), unmarried, for a period of six 
months commencing Ist January, 1939 

Salary £100 per annum, together with board, residence, and 
laundry 

Applications, stating age, together with copies of testimonials, 
should be addressed to the undersigned immediately 

DAVID OSWALD, Superintendent and Secretary. 


(Phe Jessop Hospital for Women, 
SHEFFIELD 
Firth Auxiliary, Norton. 


Applications are invited for the post of RESIDENT 
MEDICAL OFFICER, from Registered Medical Practitioners 

The appointment will be for six months commencing 
Ist January, 1939, subject to renewal for a further six months, 
with salary at the rate of £150 per annum, plus board, residence, 
and laundry 

Previous Obstetrical experience is desirable 

The Firth Auxiliary Hospital contains 47 beds, of which 
23 are set apart for the treatment of Puerperal Sepsis, the 
remainder being for Ante-Natal and Gynecological cases 

Applications should be lodged with the undersigned, addressed 
to the Jessop Hospital for Women, Sheftield, immediately. 

DAVID OSWALD, Superintendent and Secretary 


‘Phe Jessop Hospital for Women, 
(lo eas.) 


The Board of Management invite applications for the post 
of SENIOR RESIDENT OFFICER (Male), unmarried 

The appointment is for six months, in the ‘first instance, 
from Ist January, 1939 

Salary £150 per annum, plus board, residence, and laundry. 

p revious resident experience esse ntial 

The duties include charge of the Maternity Department, 
36 beds, and general supervision of the Gynecological Depart- 
ment 

Applications, stating age and experience, with copies of 
recent testimonials, should be forwarded immediately to the 
undersigned 

DAVID OSWALD, Superintendent and Secretary 


‘he Incorporated Liverpool School of 
TROPICAL MEDICINE (University of Liverpool). 


Applications are invited for the post of ASSISTANT 
LECTURER and DEMONSTRATOR in the Department of 
Parasitology at the above School 

Candidates should be graduates of a British or Colonial 
University, and must hold a medical qualification or a good 
degree in zoology 

titial salary £300—£400 (according to the selected candidate’s 
qualifications) 

Applications should be made not later than December 31st, 
1938, to the Secretary, School of Tropical Medicine, Pembroke- 
place, Liverpool, 3, from whom further particulars may be 
obtained 


Hel! Corporation Health Department. 
ANLABY ROAD INSTITUTION (HOSPITAL). 580 Beds. 


ASSISTANT MEDICAL OFFICER 

Applications are invited for the above appointment from 
Registered Medical Practitioners, of either sex, under the age 
of 40 years 

Salary £350 per annum, rising by annual increments of £25 
to £450 per annum, together with an allowance at the rate of 
£150 per annum for board and residence outside the hospital 

The hospital is equipped with modern X ray and Radium 
Departments 

The appointment will be designated under the Local Govern- 
ment and Other Officers’ Superannuation Act, 1922 

Applications, on forms to be obtained from the undersigned, 
are returnable not later than 10 A.M. on Monday, 5th December, 
1938 

NICOLAS GEBBIE, M.I)., Medical Officer of Health. 
Health Department, Guildhall, Hull 
November l4th, 1938 


St. Mary’s Hospitals, Whitworth Park, 


MANCHESTER 


ASSISTANT PHYSIC IN THE 
{1ILDREN’S DEPARTMEN 

invited for the post of Assistant 
Physician in the Children’s Department Candidates should 
be Members or Fellows of the Royal College of Physicians 

Applications and three te -stimonials, together with Certificate 
of Registration, should be sent to the undersigned on or before 
12th December, 1938 

Candidates should forward twenty copies of their application 
and testimonials to the undersigned, from whom particulars 
of duties may be obtained 

A. R. Wise, Superintendent and Secretary. 
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"The Prince of Wales’s Hospital, 
Greenbank-road, PLYMOUTH 


(Formerly South Devon and East Cornwall Hospital.) 
(254 Beds.) 


Applications are invited for the post of RESIDENT 
SURGICAL OFFICER (Male). Salary £225 per annum, with 
board, residence, and laundry 

Appointme nt is tenable for six months and subject to renewal. 
Duties to commence 20th December. 

Candidates must be registered under the Medical Acts and 
it is desirable they should possess the k.R.C.S., England or 
Edinburgh 

Applications, stating age and qualifications, together with 
copies of three recent testimonials, to reach the undersigned 
by 30th November 

ARTHUR R. CasH, General Superintendent and Secretary. 


A lexandra Hospital for Children with 
é. HIP DISEASE, SWANLEY, KENT. 


(100 Beds for Children with Bone and Joint Tuberculosis and 
other Orthopedic Conditions.) 


Applications are invited for the post of SECOND RESIDENT 
MEDICAL OFFICER at this Hospital which will become 
vacant in January next. Candidates for the appointment must 
be fully qualified and should preferably hold a higher surgical 
qualification, or be working for such higher qualification. The 
appointment is for six months, with eligibility for re-election. 
The salary will begin at the rate of £200 to £250 a year, accord - 
ing to qualifications and experience. Board and lodging are 
provided. 

Applications, stating age and giving full particulars of quali- 
fications and previous surgical experience, with copies of two 
testimonials, should be sent not later than 14th December to 
the undersigned at the London Offices, 107, Southampton-row, 
W.C.1, from whom further partic ulars of the duties and con- 
ditions of the appointment can be obtained 

STANLEY SMITH, Secretary. 

November, 1938. 


(Jounty Mental Hospital, Lancaster. 


Applications are invited for the post of ASSISTANT 
MEDICAL OFFICER (Female). Candidates must be single 
and under thirty-five years of age. Commencing salary £550 
per annum, rising to £600 after one year’s satisfactory service, 
with further increases on promotion, subject to a deduction of 
3 per cent. under the Asylums’ Officers’ Superannuation Act, 
1909. There are no emoluments. 

The selected candidate will be required to live in the 
Hospital, and she will be provided with board, lodging, &c., for 
which a charge of £150 a year is made 

The possession of a Diploma in Psychological Medicine will 
entitle the officer to an additional £50 per annum. 

Applications, giving full particulars, with testimonials (copies 
only), should be forwarded to the Medical Superintendent on or 


before the 30th November, 1938. 
T he Royal Infirmary, Sheffield. 


The Board of Management ate pole ations for the post 
of OPHTHALMIC HOUSE SUR¢ 

The salary attached to the post _ £120 per annum, with 
board and residence 

The 5 aeninomag applicant will be expected to take up his duties 
on Ist January, 1939 

The Ophthalinic Nhe ‘partment contains 69 Beds and an Out- 
Patient Department which is open daily 

Applications with copies of testimonials to be sent forthwith 
to the General Superintendent and Secretary 

llth November, 1938 


(Shildren’ s Hospi ta 


Nottingham. 


Applications are invited for the post of RESIDENT HOUSE 
SURGEON (Woman). The salary will be at the rate of £150 
per annum, with apartments, board, and laundry. The appoint - 
ment will be for six months, duties to commence on the 
Ist January, 1939 

Applications, together with testimonials, stating age, qualifica- 
tions, and experience, to be sent to the Honorary Secretary, 
1, King John’s Chambers, Bridlesmith-gate, Nottingham, on 
or before Tuesday, the 29th November 

Selected candidates will be required to attend at the Hospital 
‘Phe Dewsbury and District General 

NFIRMARY. 


HONORARY VISITING SURGEON 

Applications are invited for the above post In accordance 
with the Rules of the Hospital the Surgeon appointed must 
be a Fellow of the Royal College of Surgeons of England, and 
must also be an Honorary Assistant Surgeon on the stafl of a 
Teaching Hospital associated with a University 

Further information as to the duties attaching to the post 
may be obtained from the undersigned, to whom applications 
should be sent before 28th November, 1938. 

FRED SMITH, Secretary-Superintendent. 
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INDIAN MEDICAL SERVICE 


RECRUITMENT OF EUROPEAN OFFICERS 


Applications are invited from Medical Men for Permanent Commissions in His Majesty’s Indian Medical 


Service. 


The terms offered include a gratuity of £1,000 on retirement after six years’ service, or of £2,500 


after 12 years’ service, together with free return passages, for those who no longer desire to remain in the 


Service. 


In other respects the terms will be as detailed below. 


British subjects of pure European descent who are 
under 32 years of age who are registered under the 
Medical Acts in force in Great Britain and Northern 
Ireland are eligible to apply. 


CAREERS. 

The Indian Medical Service offers a permanent career 
with wide opportunities of medical experience, including 
clinical, preventive, specialist, and research work. At the 
beginning of his career an officer is employed on the 
military side, which has medical charge of the Indian 
Army. Promotion is on a time scale up to the rank of 
Lieutenant-Colonel, and by selection to the ranks of 
Colonel and Major-General. An officer may apply after 
one year’s Indian Service to have his name registered for 
transfer to the civil side, from which appointments are 
made to Civil Surgeoncies, which are established at the 
principal civil centres to provide for the medical needs of 
Civil Officials and for general medical administrative 
purposes ; to specialist (for example, public health and 


bacteriological) services; to research posts; and to 
professorships at the Medical Schools. 
RATES OF PAY. 
> Basic Pay. Overseas Total. 
Fc dag Rank. Rs. per Pay. £ per £ per 
mensem. month. annum. 

1 Lieutenant. 150 5 

2 Captain. 00 25 

3 » 50 25 

4 25 

5 600 25 

6 600 30 

7 700 30 

8 700 30 

9 700 35 
10 700 35 
11 Major 800 BS 
12 800 10 
13 800 40 
14 800 40 
15 800 40 
16 950 40 1335 
17 950 40 1335 
18 950 40 1335 
19 - 1100 40 1470 
20 a 1100 40 1470 
21 Lieut.-Col. 1350 40 1695 
22 ® 1350 40 1695 
23 1350 40 1695 
24 1500 40 1830 
25 1500 10 1830 


Note.—(1) The rupee is at present stabilized at a rate equiva- 

lent to 1s. 6d. 

(2) An officer promoted to the rank of Lieut.-Colonel 
before completion of 20 years’ service will receive 
pay at the rate of Rs. 1200 per mensem (basic) 
plus £40 per month overseas pay. 

Extras.—In addition to the above rates various allowances 
are admissible for a large number of special appointments on 
both the military and the civil side which may be held by 
members of the Indian Medical Service. Special high rates of 
pay are also attached to the numerous administrative appoint- 
ments open to officers in both branches of the Service. 


ANTEDATES IN COMMISSION. 
Candidates possessing certain higher medical qualifica- 


tions or holding the Diploma in Public Health may be 
granted an antedate in their commissions. Past service 


in certain hospital appointments may also render candi- 
dates eligible for an antedate. Persons holding or about 
to hold resident posts at recognized hospitals may be 
seconded in those posts for a period. The maximum 
period of antedate, secondment, or antedate and second- 
ment combined, admissible under this paragraph, is 
limited to 18 months. 


OUTFIT ALLOWANCE. 
Officers on appointment will receive an allowance of 
£75 towards the cost of outfit. 


PRIVATE PRACTICE. 

With the exception of Administrative Officers, military 
or civil, and officers holding certain special appointments, 
officers are not debarred from taking private practice, so 
long as it does not interfere with their proper duties. 


LEAVE. 

Leave can be taken at reasonable intervals, and adequate 
rates of leave pay are provided. Extra leave (known as 
study leave), which may not exceed twelve months in all 
during an officer’s service, may be granted to officers 
desirous of pursuing special courses of study of a post- 
graduate nature. During such leave, study allowance, at 
present fixed at the rate of 12s. a day in the United 
Kingdom, £1 a day on the Continent of Europe, and 
£1 10s. a day in the United States of America and Canada, 
is granted to an officer in addition to ordinary rates of 
leave pay. 


PENSIONS. 
The rates of pensions are as follows :— Per annum. 
4 8. 
After 17 years’ service for pension a in 372 0 
” 18 ” mo 60 
19 42% 0 
20 465 0 
21 502 0 
22 539 10 
23 10 
26 pa 697 10 
27 744 #0 


There are additional pensions ranging from £65 to £350 
per annum for officers who have held administrative 
appointments. 

PASSAGES. 

An officer on appointment is provided with free passage 
to India. The families of officers who are married prior 
to the date of the officers’ embarkation on first appoint- 
ment will also be provided with free passage to India, 
subject to the payment of messing charges. Officers and 
their families are glso eligible for passage concessions 
under which they are granted a certain number of return 
passages home at Government expense during their 
service. 

INSTRUCTION PRIOR TO EMBARKATION. 

Officers are required to undergo courses of instruction 
at the Royal Army Medical College and at Aldershot, 
lasting approximately three months, prior to their embarka- 
tion for India on first appointment. Information as to 
the rates of pay admissible during this period and subse- 
quently up to arrival in India is contained in the 
memorandum referred to below. 


A memorandum giving full details regarding these appointments and forms of application may be obtained from the UNDER- 


SECRETARY OF STATE FOR INDIA, MILITARY DEPARTMENT, INDIA OFFICE, LONDON, S.W.1. 


The Selection Committee 


will meet at the India Office on 6th December, 1938, and the selected candidates, unless seconded for hospital appointments, will 


be required to join a course of instruction commencing on Ist January, 1939, prior to sailing for India in April, 1939. 


should reach the India Office as soon as possible. 
INDIA OFFICE, November, 1938. 


Applications 
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North Staffordshire Royal Infirmary, 


STOKE-ON-TRENT. (390 Beds.) 


RESIDENT AN: ES STHETIST. 

The Committee invite applications for the above post. 

Salary at the rate of £150 per annum, with board, residence, 
and laundry. 

This appointment, which is recognised by the Royal College 
of Surgeons for the Diploma in Anesthetics, will be made for 
six months, renewable 

Previous hospital Anesthetic experience essential. 

Applications, stating age and experience, with copies of 
two recent testimonials, to be sent to the undersigned 
immediately. 

By Order, 
W. STEVENSON, Secretary ‘and House Governor. 
15th November, 1938 


urre Count Couneil. 
Ss y unty 
PUBLIC HEALTH DEPARTMENT. 
KINGSTON COUNTY HOSPITAL. (568 Beds.) 


RESIDENT ASSISTANT MEDICAL OFFICER. 

Applications are invited from registered Medical Practitioners 
for the appointment, which will be vacant in January, 1939, 
of Resident Assistant Medical Officer at the Kingston County 
Hospital. 

The Medical Officer appointed must have had post-graduate 
hospital experience in the administration of anesthetics as his 
duties will be largely those of Anesthetist. 

The appointment is for a period of six months, renewable 
for a further period of six months, and the salary is at the 
rate of £250 per annum, together with full residential emolu- 
ments valued at £125 per annum 

Applications, stating age, qualifications, and experience, 
and enclosing copies of not more than three recent testimonials 
should be addressed to the Medical Superintendent, Kingston 
County Hospital, Wolverton-avenue, <ingston-upon-Thames, 
80 as to be received not later than 3rd December, 1938. 

DUDLEY AUKLAND, Clerk of the Council. 

County Hall, Kingston-upon-Thames, 14th November, 1938. 


(County Borough of Southend-on-Sea. 


SOUTHEND MUNICIPAL HOSPITAL. 


The Health Committee of the Town Council invite applications 
for the following appointments at their Municipal Hospital 
situate at Rochford, Essex. The Hospital at present comprises 
460 beds, but considerable extensions are in course of erection. 
There is a staff of Visiting —_ and the Hospital is a 
recognised Training School for Nurse 

(a) DEPUTY MEDICAL SUPE RIN TENDENT (RESI- 

DENT)—Commencing salary £500 per annum, rising by 
annual increments of £25 to a maximum of £600 per 
annum, together with full residential emoluments valued 
for superannuation purposes at £150 per annum. Candi- 
dates must hold a higher University Degree in Medicine 
or be a Member of the Royal College of Physicians, and 
must have had considerable general hospital experience, 
including administration 

SURGICAL OFFICER (NON-RESIDENT )—Commencing 

salary £500 per annum rising by annual increments of 
£25 to a maximum of £600 per annum, with a non- 
resident allowance of £150 per annum. Candidates must 
be Fellows of the Royal College of Surgeons and must 
have had considerable experience in emergency surgery 
and the treatment of fractures. 

Both appointments are designated posts under the Local 
Government and Other Officers’ Superannuation Act, 1922, 
and the successful candidates will be required to pass a medical 
examination. 

Forms of application, together with further particulars of 
the appointments, may be obtained from the Medical Officer 
of Health, Munic ipal Health Centre, Warrior-square, Southend- 
on-Sea, and applications should be received by him not later 
than Monday, 5th December, 1938 

H. J. W ORWOOD, Town Clerk. 

15th November, 1938. 


Resident Surgical Officer (Junior) 


required on Ist January, 1939, for the PRINCESS 
MARGARET ROSE HOSPITAL FOR CRIPPLED 
CHILDREN EDINBURGH att >» Beds); preference given to 
candidates with orthopedic experience. Initial salary at rate of 
£50 per annum, with board 
Apply before Ist December with six copies of not more than 
four testimonials to R. W. MARTIN, W.S., Secretary, 11, Coates- 


crescent, Edinburgh. 
Royal Children’s 


Liverpool 
HOSPITAL. 


APPOINTMENT OF HONORARY PHYSICIAN. 
The Council invites applications for the position of Honorary 
Physician to the Hospital, shortly to become vacant. 
Applications (with copies of testimonials) must be in writing, 
and addressed to the Chairman, Royal Liverpool Children’s 
—, Myrtle-street, Liverpool, 7, by Thursday, lst December, 


A candidate may send copies of his application and testi- 
monials to members of the Election Committee, but personal 
canvassing of any member will be a disqualification. 

A. Doris EILLs, Chairman. 
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Addenbrooke's Hospital, Cambridge. 


Applications are invited for the post of RESIDENT ANAS- 
THETIST AND EMERGENCY OFFICER (Male). The 
appointment will be for three months from January Ist, 1939. 
Salary at the rate of £130 per annum, with board, residence, and 
laundry. 

Candidates, who must be unmarried and duly registered, are 
requested to forward their applications, stating age, qualific “ae 
tions, &c., together with copies of not more than four recent 
testimonials, to the undersigned on, or before, Wednesday, 
November 30th, 1938. 

J. A. BEARDSALL, Secretary -Superintendent. 


(Jounty Council of Durham. 


DISTRICT TUBERCULOSIS MEDICAL OFFICER. 

The County Health Committee invite applications for a 

District Tuberculosis Medical Officer, at a commencing salary 
of £600 per annum, rising by annual increments of £25 to £700 
per annum. Travelling allowance will be paid by the County 
Council in accordance with a scale to be approved from time 
to time. 

The appointment will be held subject to three calendar months’ 

notice on either side, and to the following conditions :— 

(1) The officer appointed must be a registered Medical Practi- 
tioner under the age of 50 years, must devote the whole 
of his time to the duties of the office, and must not 
engage in private ees. 

(2) He should have held a previous appointment as Tuber- 
culosis Medical Officer, with the approval of the Minister 
of Health, or 

(i) have had at least three years’ experience in the 
practice of his profession ; 

(ii) have spent in general clinical work a period of 
not less than eighteen months, of which not less 
than six months have been spent ip a hospital 
as Resident Medical Officer in charge of ds 
occupied by general medical or surgical cases ; 


and 
(iii) — received special training for a period of not 
s than six months in the diagnosis and treat- 
of tuberculosis. 

(3) He will be attached to the County Health Department and 
will, subject to the direction of the County Medical 
Officer, be under the control of the Central Tuberculosis 
Medical Officer. 

(4) He will be required to reside in his Dispensary area, or 
such other area as required by the Council. 

(5) He must be yee pared, if called upon, to act as locum 
tenens to other members of the medical staff of the 
County Medical Officer. 

(6) The holding of a Diploma in Public Health will be deemed 
an additional qualification for the post. 

The candidate appointed will be required to pass the County 
Council’s medical examination and will be subject to the pro- 
visions of the Local Government and Other Officers’ Super- 
annuation Act, 1922. 

Applications, endorsed ‘“ District Tuberculosis Medical 
Officer,”” and accompanied by copies of not more than three 
recent testimonials, must be addressed to the County Medical 
Officer, Shire Hall, Durham, and must be received by him not 
later than first post on Monday, 5th December, 1938. 

J. K. Hops, Clerk of Council. 

Shire Hall, Durham, 14th November, 1 


City of Birmingham — Education 


COMMITTEE 
APPOINTMENT OF SCHOOL MEDICAL 
*FICER. 


Powtes to begin duty as soon as possible, an Assistant. 
School Medical Officer (Male or Female). Candidates must 
have had at least three years’ experience in the practice of their 
profession subsequent to obtaining a registrable qualification. 
Salary according to ‘‘ Askwith ’’ Scale (£500 to £700 by annual 
increments of £25). In fixing commencing salary previous 
service in Class II of ‘“‘ Askwith ” Scale may be taken into 
account. £10 per annum travelling expenses allowed. 
Forms of application (to be returne 4 not later than first post 
on Monday, 5th December), together with further information, 
obtainable from the undersigned on receipt of stamped, addressed 
foolscap envelope. Communications should be endorsed 
Assistant School Officer.”” Canvassing will disqualify . 
D. INNES, Chief Education Officer. 
Education Office, a2. street, Birmingham, 3. 
14th November, 1938. 


(The Royal Hospital, Wolverhampton. 


(Incorporated under Charter.) 


HOUSE SU REBONS (General Surgery) 2 
HOUSE PHYSICIA 

Applications are invited for Ne above resident posts which 
become vacant on Ist January next. 

The Hospital contains 300 beds, includes the usual special 
departments and is recognised by the various Examining Bodies 
oe & pest of the requisite attendance on Medical and Surgical 

ractice. 

Candidates must be registered under the Medical Acts, and 
unmarried. 

The appointments are for six months. Salary at the rate of 
£100 perannum. Board, furnished rooms, and laundry provided. 

Applications with copies of testimonials, to be forwarded to 
the undersigned. 


W. H. HARPER, House Governor. 
Wolverhampton, 14th November, 1938. 
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[field War Memorial Hospital. 


Applications are invited for the post of HONORARY 
CONSULTING ASSISTANT SURGEON to the above Hospital, 
A gentleman who has recently been deputising will be an 
applicant for the post. 

Applicants must be Fellows of the Royal College of Surgeons 
(Eng.) engaged in Consulting Practice only. 

Further details as to duties can be obtained upon application 
to the Secretary of the Hospital. 

Applications, together with three recent testimonials, to be 
sent to the Secretary by the 30th November. - 

Halifax. 


(Jounty Borough of 
(405 Beds.) 


THE HALIFAX GENERAL HOSPITAL. 


JUNIOR RESIDENT MEDICAL OFFICER. (Male.) 

Applications are invited from duly qualified registered 
Medical Practitioners for the above appointment, for duties 
mainly in the surgical wards. 

Salary £250 per annum, together with board, residence, and 
laundry. The appointment will be for a term not exceeding 
12 months and is not renewable. 

Forms of application and conditions of appointment can be 
obtained from the Medical Officer of Health, Powell-street, 
Halifax. 

Completed applications, together with copies of not more 
than three recent testimonials, endorsed ‘* Junior Resident 
Medical Officer ’’ should be forwarded to the undersigned as 
early as possible. 

Canvassing, either 
qualification. 

The Council has not adopted a superannuation scheme. 

*7ERCY SAUNDERS, Town Clerk. 

Town Hall, Halifax, 15th November, 1938. 


[rhe King Edward VII Welsh National 


MEMORIAL ASSOCIATION. 

Applications are invited from duly registered Medical Prac- 
titioners (Male, single) for the post of ASSISTANT RESIDENT 
MEDICAL OFFICER (twelve months’ appointment) at the 
NORTH WALES SANATORIUM (247 Beds for Female 
Pulmonary and Male, Female, and Children Non-pulmonary 
eases), DENBIGH, NORTH WALES 

Salary £200 per annum, plus maintenance. 

Applications, stating age, qualifications, experience, &c., 
together with copies of three recent testimonials, should reach 
the undersigned not later than Wednesday, November 30th, 
1938. 


directly or indirectly, will be a dis- 


D. A. POWELL, Principal Medical Officer. 
Memorial Offices, Westgate-street, Cardiff. 


Cornwall County Council. 


COUNTY MEDICAL OFFICER 

Applications are invited for the appointment of 
Medical Officer of Health. Candidates must be qualified, in 
accordance with the Local Government Act, 1933, and the 
Regulations thereunder, to carry out the statutory duties of the 
office, and such other duties as may be prescribed by the 
Minister of Health or the County Council. 

Inclusive salary £1200 a year, with travelling allowance on 
the County Scale. 

Applications, stating age, qualifications, and experience, with 
copies of three recent testimonials, should reach the under- 
signed by the 6th December, 19338. 

T. A. H. SHEERS, Clerk of the County Council. 

County Hall, Truro, 15th November, 1938. 


Pontefract General Infirmary (Yorks). 


JUNIOR RESIDENT MEDICAL OFFICER 
unmarried), duly qualified registered Medical 
Commencing salary 
and laundry. 

The appointment to date for six months from January Ist, 

939. 


County 


_ (Male, 
Practitioners. 
£150 per annum, with residence, board, 


Hospital, 


applications for 


Applications, stating age, with testimonials, and nationality 

to be sent to the undersigned at once. 
Davip J. RICHARDS, Secretary -Superintendent. 
‘Tbe Bolton Royal Infirmary. 
(318 Beds, including two Auxiliary Hospitals.) 
ASSISTANT PATHOLOGIST. 

Applications are invited from qualified Medical Men or 
Women for the above post. Post-graduate experience in the 
routine methods of a general hospital laboratory is essential. 

The appointment is a whole-time one. 

Salary £600 per annum. 

Further information may be obtained from the undersigned, 
to whom applications, stating age, nationality, and experience, 
and enclosing two copies of recent testimonials, should be sent 
not later than November 28th, 1938. 

CorLess, Secretary. 
Royat Liverpool Babies 
WOOLTON, LIVERPOOL. 

The Committee invite the post of 
HONORARY PHYSICIAN. 

geen with testimonials, to be sent to the Secretary 
of the Hospital, 9, Copperas-hill, Liverpool, 3, not later than 
Saturday, December 3rd. 


City of Birmingham. 


ASSISTANT MEDICAL OFFICER OF HEALTH. 

The Public Health and Maternity and Child Welfare Com- 
mittee invite applications for the post of whole-time Assistant 
Medical Officer of Health for general, and mainly administrative 
yublic health duties. Candidates must be qualified Medical 
-ractitioners and hold a Diploma in Public Health. 

The successful candidate will be required to pass an approved 
medical examination, to contribute to the Superannuation 
Scheme, established under the Local Government and Other 
Officers’ Superannuation Act, 1922, as amended by Section 82 
of the Birmingham Corporation Act, 1935—Annuities for 
Widows—and, if under thirty years of age, to join the Birm- 
——- Municipal Officers’ Widows’ and Orphans’ Pensions 
Scheme. 

The appointment will be terminable by one month’s notice 
on either side. Salary £600 per annum, rising by £25 annually 
to £800. 

Applications endorsed ‘‘ Assistant Medical Officer of Health ”’ 
and accompanied by copies of three recent testimonials, to 
made on a form to be obtained from the Medical Officer of 
Health, The Council House, Birmingham, 3, and returned to 
him by Saturday, 26th November, 1938. 

Canvassing will disqualify. 

F. H. C. WILTSHIRE, Town Clerk. 
Warneford Hospital for Mental 
DISORDERS, OXFORD. 

ASSISTANT MEDICAL OFFICER required for the above 
Registered Hospital. Young Graduate with some General 
Hospital experience preferred. Opportunities for modern 
Psychiatric practice and ample time for reading or research in 
Psychiatry. Salary £350 a year, with board and laundry. 

Applications, together with copies of not more than three 
testimonials, should be sent to the Physician Superintendent 
before 10th December, 1938. 

Royal Portsmouth Hospital, 
PORTSMOUTH. 
(Six Resident Medical Officers.) 


Applications are invited for the post of SENIOR HOUSE 
SURGEON (Male). Salary at the rate of £175 per annum, with 
board, &c. Candidates must have held an appointment as 
House Surgeon at a General Hospital and had considerable 
experience, as the post is a very responsible one. 

To commence 12th December, 1938. Six months’ appointment 
and eligible, on completion of term, for extension. 

Applications, stating age, nationality, and full details, with 
copies of three testimonials, to be sent to the undersigned not 
later than 30th November, 1938, from whom all particulars 
can be obtained. B. WAGSTAFF, Secretary. 
Boston General Hospital, 

(70 Beds.) 

RESIDENT MEDICAL OFFICER required to commence 
duty as soon as possible. Salary £150 per annum, with board, 
residence, and laundry. The appointment is for six months, 
and is renewable. 

Applications, stating age, qualifications, and previous experi- 
ence, together with copies of three recent testimonials, should 
be addressed to the undersigned. 

GORDON EASTO, Secretary. 
Jxert County Ophthalmic and Aural 
HOSPITAL, MAIDSTONE. (109 Beds.) 

Applications are invited for the post of HOUSE SURGEON 
(Male) to the Ear, Nose, and Throat Department, which post 
will be vacant on the 16th December. Candidates must be 
duly qualified and registered Medical Practitioners, single, and 
of British birth and nationality, and should have had some 
experience in the treatment of Diseases of the Ear, Nose, and 
Throat. The Hospital is recognised by the Examining Board 
for the D.L.O. The appointment is for six months, but a senior 
post at a higher salary may be given after that period if mutuall 
agreed upon. Salary at the rate of £200 per annum, with board, 
residence, and laundry. 

Applications, stating age, together with copies of not more 
han three testimonials, should be sent to the undersigned. 

, JOHN W. STRICKLAND, Secretary. 
st. Paul’s Eye Hospital, Liverpool. 

HOUSE SURGEON required Ist January, 1939. 

Six months’ appointment. Salary £145 per annum, with 
board, residence, &c. 

Applications, with copies of testimonials, should be sent to 
the Secretary on or before 10th December 
(Sornwall Works’ Dispensary, 

SMETHWICK. 
APPOINTMENT OF MEDICAL OFFICER. 

The Board of Management require the services of a properly 
qualified Medical Officer to devote the whole of his time to the 
members of the Dispensary. 

The salary will be £600 per annum, payable monthly, with 
extras. 

Applications with full particulars of qualifications, age, and 
copies of testimonials must be received not later than November 
30th. Address: Secretary, Cornwall Works Dispensary, 
Smethwick. 67 
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[Lincoln Hospital. 


Wanted, JUNIOR HOUSE SURGEON, Male, unmarried. 
Salary at the rate of £150 per annum, rising to £200 per annum 
at the conclusion of six months’ approved service. Board, 
residence, and washing will also be provided 

Every candidate for the appointment must be registered 
under the Medical Acts 

Applications, stating age and other particulars, with copies of 
not more than three testimonials, are to be sent to the under- 
signed, from whom further particulars may be obtained. 

ARTHUR MOORE, Secretary-Superintendent. 

Lincoln, 11th November, 1938 


He! Corporation Health Department. 


DEPUTY MEDICAL SUPERINTENDENT, 
CITY HOSPITALS AND SANATORIUM. 
Applications are invited from duly qualified unmarried 
Medical Men, under the age of forty years and of not less than 
three years’ standing in their profession, for the above- 
mentioned residential oppo at the TUBERCULOSIS 
SANATORIUM, COTTINGHAM 
Salary £450 per annum, rising, subject to satisfactory service, 
by annual increments of £25 to £550, plus residential emolu- 
ments valued for superannuation purposes at £150 per annum 
Candidates must hold a registered degree or diploma in 
State Medicine or Public Health Residential sanatorium 
experience essential; infectious diseases hospital experience 
desirable 
The appointment will be subject to the provisions of the 
Local Government and Other Officers’ Superannuation ‘Act, 
1922 
Applications, on forms to be obtained from the undersigned, 
are returnable not later than-10 a.m. on Thursday, the 
Ist December, 1938. 
NICOLAS GEBBIE, M.D., Medical Officer of nea. 
Health Department, Guildhall, Hull, November, 193 


‘[{he Royal Army Medical 
ASSOCIATION, 85, Eccleston-square, S.W.1 (Telephone : 
Victoria 2722), supplies qualified Dispensers, Book-keepers 
Laboratory Assistants, Sanitary Assistants, Male Nurses, Mentaj 
and Special Treatment Orderlie 8, Dental Clerk Orderlies, Porters, 
Caretakers, &c., without charge to respective employers 


Ty ypewriting.—Specialists in ‘Typing 
Medical and Scientific Papers, Lectures, Theses, and 
Books. Highest recommendations. Shorthand typists always 
available. Proof-reading, indexing. Translations in all European 
languages.—Margaret Watson Ltd., 16, Palace Chambers, 
Bridge-street. S.W.1 WHlItehall 3838 


1): octor, chief of large Austrian Sana- 
torium for diseases, employment.—Please 
reply, Box 1926F, W. H. Smith & Son, Strand House, London, 


ustrian Doctor (internal diseases) 


4 & specially experienced dietetic and physical curative methods 
post (also to single person).——Please Box 1925F, 
. H. Smith & Son, Strand House, London, W.< 


“An Assistantship is sought by a ‘Christian 
Practitioner, age 30, married, with car. Qualified 1935 from 


St. Bartholomew's. Experienced in private prac tic 
-Address, No. 527, LANcEeT Office, 7, Adam-st., Adelphi, W.C 


H ousekeeper. — Capable, energetic, 


middle-aged, desires post where daughter (M.P.S.) 
would be useful.—Apply, Crowe, 
N.W..10 


Nurse (S.R.N., S.C. M.)—Secretary— 
CHAUFFEUSE Knowledge dispensing, desires change. 
Present post with doctorfour years. Previous position ten years. 


Address, No 20, THE LANcET Office, 7, Adam-street, 
Adelphi, 


octor, married, many years with well- 

known Austrian “seeks employme nt. Please 

reply, Box 1909 F W. H. SMITH AND Son, LTD., Strand 
House, London, W.C 


Yartnership. “Third Share increasing 
later in old-established sound Glamorgan Colliery Prac tice e 
produc ing £2880 gross. Panel 2400. Expenses low. Practice 
increasing yearly and good scope for further increase. Welsh 
desirable but not essential. Ample scope for surgeon if desired. 
Collieries working well and large factory about to be opened 
in the district. Good house at low re ntal. 14 years’ purchase.— 
opera 8s, No. 517, THe LANcetT Office, 7, Adam-street, Adelphi, 


County 


1, Midstrath-road, Neasden, 


(M.Sc.) requires post as Assistant 

in ower or bacteriological laboratory. Good 
training and experience in routine and research work. Part or 
full-time. London, &c., or abroad.—Address, No. 525, THE 
LANCET Office, 7, Adam-street, Adelphi, W.C.2. 


W anted—Now—South Coast Town, 


; Indoor Assistant (Male), unmarried. Salary commene- - 
ing £300 p.a., plus £50 car allowance.—Ac dre: ss, No. , THE 
LANCET Office, 7, Adam-street, Adelphi, wc 


\ an, aged 41 years, whine to return 
4 from Colonies requires position with Orthopedic Surgeon 
or Instrument Makers. Nine years’ hospital experience. 
Highly recommended by local surgeons.—Apply R.A.M.C. 
ASSOCIATION, 85, Eccleston-square, 8.W.1. 

Hotel 


I ondon.—Cora 
4 Upper Woburn-place, near B.M.A. Headquarters. 
Accommodates 235 visitors. Modern comforts. 

Excellent table. A.A. and R.A.C. recommended. 

Room, bath, and table d’héte breakfast, 8s. 6d. 


Several Good Secondhand Microscopes 


and Objectives, by Ross, Zeiss, Watson, &c., to be cleared 
at very low prices. Details on application: —ity Sale and 
Exchange (1929), Ltd., 93-4, Fleet-street. E.C.4 


On instructions from Mrs. Boyd (at low reserves). 
THAT DELIGHTFUL THAMES-SIDE 
RESIDENCE 
with 26 acres of garden and paddock, including 2 tennis courts, 
private river and moat, known as 


(jaldecott House, 
ABINGDON-ON-THAMES 
Affording 20 main bedrooms, 6 servants’ bedrooms (4 over 
stabling), extensive reception rooms, 5 bathrooms, &c. Eminently 
suited for nursing-home. 
Also, as separate Lot, RIVER GARDEN and BOATHOUSE extend- 
ing to one-third acre on bank of River Thames. 
Will be offered for SALE or LETTING by public Auction by 
Messrs. DENMAN AND DENMA 
at the London Auction Mart on Friday 2nd 1938, 
at 3 P.M. 
Particulars from the Auctioneers, 19, Gildredge-road, East- 
bourne. Tel. No. Eastbourne 3181. wus 


Southport. —For Sale as a going concern 

well-established NURSING HOME, oce ing choice 
and ideal position within easy walking distance of the centre 
of the town, consisting of well-built detached residence, excep- 
tionally well planned, and having all necessary modern require- 
ments. The furnishings are in excellent condition and the 
operating theatre is fully equipped. The property is leasehold 
for the residue of 999 years at reasonable ground rent, and is 
included in the purchase figures. For further particulars apply 
D. PERCIVAL, F.A.I., Valuer and Estate Agent, 150, Lord- 


street, Southport. 
| )octor’s Surgery (for 50 years). Suite 


of 3 rooms, in main road—busy neighbourhood— 
Vacant through death. teasonable terms. Apply, Camden 
Lodge, Peckham-road, 8.E.15. 


,urgery.—Premises used many years as 
Doctor’s Surgery to let. Main road, thic ‘kly- populated 


Euston area. Good opportunity for Doctor or Dentist. 
Address, No. 526, LANcrT Office, 7, Adam-st., Adelphi, W.C 


Wuperb position for Nursing and ow. 
J valescent Home, in the foot-hills of the Pennines, amid 
magnificent scenery. 16 bedrooms (easily converted to 20), 
3 bathrooms, 5 reception rooms, &c. 54 acres land, including 
swimming pool. Would let or sell. DENMANS, Gildredge- 
road, Eastbourne 


I eady January, Harley-street vicinity, 
Rooms for Medical or Business men. Bed, breakfast, 
from £2 2s. Other meals as desired. Appointments made by 
trained secretary. —_e No. 523, THE LANCET Office, 
7, Adam-street, Adelphi, 
W.1. — Part-time fur- 
§ nished and unfurnished CONSULTING ROOMS with 
full service. —Apply, Resident Housekeeper at the premises. 
Hatley Street and District.—A number 
of excellent CONSULTING ROOMS are available for 
full and part-time use at moderate rents. Particulars on 


application.— EtGoop & Co., 10, Henrietta-place, Cavendish- 
square, W.1. Lang. 2601. 


CATALOGUE of SECONDHAND SURGICAL INSTRUMENTS, OSTEOLOGY 
MICROSCOPES POST FREE. 


Students’ Half Sets of Osteology. Articulated Skeletons and Disarticulated Skulls. 


MILLIKIN & LAWLEY, 67 & 68, CHANDOS PL., STRAND, W.C.2 


(Adjacent to Charing Cross Hospital Medicai School.) 


Telephone : Temple Bar 2206. 
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ELLIOTT, aN AND BOYTON 
6, VERE STREET, CAVENDISH SQUARE, W.1, 
Estate Agents, Auctioneers, and Surveyors, 


are the BEST LOCAL AGENTS for HOUSES and CON- 

SULTING ROOMS in the Harley, Wimpole, Queen Anne, 

and other Streetsin the Cavendish-square district. Valuations 
for all purposes. 


3204 MAYFAIR. 
ESTABLISHED 1860. 


BEDFORD & CO. 
SURVEYORS, AUCTIONEERS AND ESTATE AGENTS 
10, Wigmore Street, Cavendish Square, W. 
SPECIALISTS IN PROFESSIONAL HOUSES AND CON- 
SULTING ROOMS in Harley-st., and leading medical position. 
___Telephone: Langham 3927-3928. 


| esident Patients.—Doctors desiring 


accommodation for private patients (mental, neuras- 
thenic, invalid, &c.) may have, post free, illustrted BOOKL ET 
dese ribing residenc es, &c., of numerous colleagues in all parts— 
town, country, and seaside—who receive such patients —Apply, 
Manager, British Medical Bureau, tt od House South; 


Telenhone: 


Tavistock-square, London, W.C.1 


How We Assist in the 
Purchase of Medical Practices 


Scotland’s Oldest Insurance Company is 
prepared to assist Doctors in the buying of 
Medical Practices or Partnerships. The pur- 
chase price is repayable over a term ot years, 
and a Life Assurance Policy is taken out as 
a collateral security. This scheme makes it 
unnecessary for a Doctor to approach his 
friends to act as guarantors, and enables him 
to pay for his practice out of income. After 
the repayment of the loan, the Life Policy 
becomes a valuable asset to the Doctor. 


Many Doctors have already established 
themselves in practice with the aid of the 
“ Caledonian” Scheme. The Interest Rates 
are particularly moderate. The Accountant's 
charges for investigating the practice and the 
Legal Fees for preparation of the deeds and 
documents in connection with the Loan are paid 
by the Company in completed cases. Arrange- 
ments can be made to meet special cases. 


Full particulars on application to the Head Office, 
or to any of the Company's Branch Offices. 


CALEDONIAN 
INSURANCE COMPANY 


HEAD OFFICE: 19, GEORGE STREET, EDINBURGH 


LONDON, GLASGOW, B/RM/INGHAM. MANCHESTER 
AND BRANCH OFFICES THROUGHOUT GREAT BRITAIN 


PEACOCK HADLEY, Ltd. 


MEDICAL TRANSFER AGENCY, 
67-68, Chandos Place, Bedford Street, Strand, W.C.2, 


Wires : HERBARIA, LESQUARE, LONDON. 
Phone: Temple Bar 5564, 


This old-established reliable Age ncy negotiates the Sale of 
PRACTICES AND PARTNERSHIPS on reasonable terms 
which can be obtained on application. LOCUM TENENS 
AND ASSIST ANTS supplied free of charge to Principals 


LEE & MARTIN, Ltd. (st. 1977) 


MEDICAL 
71, TEMPLE ROW, BIRMINGHAM. 
’Grams: Locum, Birmingham.’’ ’Phone: Midland 
TRANSFER OF PRACTICES AND PARTNERSHIPS ARRANCED 


Accounts Audited and Income Tax Accounts Prepared. 


FINANCIAL ASSISTANCE AFFORDED ON REASONABLE TERMS 
Reliable and Efficient Locums supplied at short notice 
alse Assistants. 


THE OLDEST AND LEADING MEDICAL AGENCY 


PERGIVAL TURNER 


25, MAIDEN LANE, STRAND, W.C.2 
(Corner of Bedford Street) 


“ Epsomian, London,” Phone : Temple Bar 901! (3 lines ) 
After office hours: Walton-on-Thames 1785. 


Telegrams : 


Commission chargeable in respect of the sale of a 
practice or share is limited to £50 where the business 
is left solely in our hands. 


"(he days draw in—past fragrant 
memories throng : 
While we “draw in” the fragrance of TOM LONG 


IMPORTANT NOTICE 
TO MEMBERS OF THE 
MEDICAL PROFESSION 


.« CLOTHES OF DISTINCTION for GENTLEMEN of DISCRIMINATING 
TASTE. Specially Cut, Fitted, and Moulded to each individual! figure, made 
from Finest Quality Materials and in the Best Possible Style, cost no more 
than mass production ready-made clothes. 

The invaluable Practical Experience and Advice of our 14 Expert West 
End Cutters and Fitters is always at your —— 
All ** HALLZONE * Product 
HAND-FINISHED IN EVERY ESSENTIAL ‘DETAIL 
SPECIAL OFFER. 
JACKET & VEST (in black or grey) £4 4s. 
Lined Best Quality Art Satin, Art Silk or Alpaca 
SOLID FANCY WORSTED TROUSERS, £2 2s. 

THE Ideal Suit for Professional or Business wear. 
OVERCOATS oe oe oe to measure from £5 5s, 
LOUNGE SUITS ° ee from £6 68, 
DINNER SUITS from £8 8s. DRESS SUITS — 
PLUS FOUR SUITS .. -from 

THE IDEAL Suit for “Country and "Sporting Wear. 

GOLD MEDAL RIDING BREECHES from £2 

RIDING HABITS from £10 10s. RIDING BOOTS from £3 

COSTUMES & LONG COATS ~_ from £6 
UNSOLICITED APPRECIATION. 


enn ot ital’: advise all medical men who wish to have satisfaction to patronise 
Lid., as all the clothes I have had from them during 35 years have 
Cut, and Finish.”’ (Signed) S.J.A.,M.A., M.B. 
PATTERNS POST FREE. 
Perfect Fit Guaranteed from Simple Self-Measurement Form or Pattern 
Garments. 


Visitors to London can order and fit same day. Special Patterns 
would then be cut and Perfect pay Clothes supplied after without 


Haw) 


*“* THE” Coat, Breeches, Habit, & Costume Specialists, 
181, OXFORD STREET, W. > 149, CHEAPSIDE, E.C.2 


2s 
3s. 
os. 


GERrard 4905, 
en 
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unting Clothes 


"12 Gold M Medals. Est. over 40 yeare 
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BOVRIL MEDICAL AGENCY, Ltd. 


ALDINE HOUSE, 
10-13, BEDFORD STREET, STRAND, LONDON, W.C.2. 


Telegrams: BOVMEDICAL, LESQUARE, LONDON. Telephone: TEMPLE Bar 1616 (3 nes). 
Chairman and Managing Director, Dr. J. FIELD HALL. 


The Maximum Commission payable on the sale of any Practice or Partnership in Great Britain, placed 
exclusively in the hands of this Agency is £50 (fifty pounds) which sum covers goodwill, dru surgery, 
fittings, fixtures and furniture, instruments and book debts, but not house property. Schedule of Terms 
will be forwarded on application. 


NO OHARGE IS MADE TO PRINCIPALS FOR THE INTRODUCTION OF LOCUM TENENS OR ASSISTANTS. 
Accountancy and Legal Services furnished by the Agency, where desired, at moderate inclusive charges. 


PRACTICES AND PARTNERSHIPS FOR SALE. 


1. BORDERS OF BUCKS AND BEDS.—PARTNERSHIP.— 5. WEST OF ENGLAND.—MARKET TOWN.—Old- —— 
One-fifth Share (to commence) in old-estab. good class. PRACTICE averaging for —s 3 years £750 p.a. et 
non-panel, non-dispensing practice. Receipts for last ments about £90 p.a. Panel of 600. Fees 
year £8263, including appointments about £50 p.a. upwards. Good house (ample accommodation and a.” 
Suitable house on rental at £135 p.a. Small garden. professional rooms). Large garden. Garage. Premium 
Garage Premium 2 years’ purchase. Ingoing partner for Practice and house £1950 or near offer (mortgage 
should be experie need in anesthetics and midwifery. can be arranged on house). Good hunting, shooting, 
Excellent sporting and educational facilities. Good fishing. Vendor retiring 
hospital and all partners are on staff. 6. LONDON, W.—Good class, non-panel, non-dispensing 

2. ESSEX.—WITHIN 16 MILES OF LONDON.— PRACTICE offering scope. Average receipts for past 


pe 2 bout £680 p.a. Fees 7s. 6d. to 21s. Midwifery 
liminary well-estab. | up to 30 guineas. Suitable house in quiet residential 


practice offering consideyable scope. Receipts for past = Rent on lease £130 p.a. Premium 1 year’s 
12 months estimated to be about £2500 p.a. Panel of LU prose 


1000. Fees 3s. 6d. upwards. Choice of houses. 7. SHROPSHIRE.—Old-estab. unopposed mixed-class country 
Premium 2 years’ purchase. Ingoing partner must PRACTICE. Receipts for past 3 years average £584 
be experienced, especially in midwifery. p.a., including appointments worth over £90 p.a. Panel 


7 f 460. Modern house with ample accommodation. 
3. DEVELOPING AREA WITHIN 12 MILES OF CHARING fant. Gates. pe 
CROSS.—PARTNERSHIP.—One-third Share (after Premium £950. Sport of all kinds. 


short preliminary assistantship) in better class mainly 8. MII he 

private Prac tice ¢ stablishe d by vendor 7 years. | Receipts third Share, increasing to one-half (after short assistant - 
ship) in old-estab. mixed-class Practice, averaging for 
3 58. Specially bi se on excelle ‘or st 3 vears £380 3755 
site (ample accommodation, good garden, garage). 
Premium 2 years’ purchase. Ingoing partner should Premium 2 years’ yurchase. ~ F 
be about 30, married, and accustomed to better-class I 


work. Ample scope. 9. PRACTICE OUTLYING EASTERN 

paav tB.—Receipts for past 3 years average £660 p.a. 
4. HERTS.—COUNTRY TOWN WITHIN EASY REACH + a 

OF LONDON.—PARTNERSHIP.—One-fifth | Share, Panel of 247. Fees 28. 6d. upwards. Suitable house 


increasing later (after preliminary assistantship) in rented at £60 p.a Offers invited 
very old-estab. rapidly increasing Practice. Gross 10. HANTS.—GOOD RESIDENTIAL DISTRICT NEAR NEW 


cash receipts for past 3 years average about £3679 p.a. FOREST.—One-half Share in well-estab. mixed-class 
Panel of 1600. Appointments worth £366 p.a. Fees PRACTICE. Receipts average £2500 p.a. Panel of 
3s. 6d. to 21s. Choice of houses. Premium 2 years’ 1350. Appointments £273 p.a. Fees 3s. 6d. to 21s 
purchase. Ingoing partner should be about 30, prefer- Choice of houses. Premium 2 years’ purchase. Ingoing 
ably married, and keen on midwife ry. partner must be experienced ‘and aged between 35-45. 


INSURANCE DEPARTMENT 
A PUBLIC SCHOOL EDUCATION IS EXPENSIVE 
—TOO EXPENSIVE TO LEAVE TO CHANCE 


One of the simplest ways of providing for the heavy cost out 
of income is by means of a SCHOLARSHIP POLICY, the 
guaranteed benefits of which—free of income tax—are : 
(a) £150 a year for 5 years beginning at the end of 
a selected term of years, and in addition 
(b) £150 a year beginning immediately in the event 
of the father’s death and continuing until the 
payments under (a) commence. 


The monthly payments required are not high, and are available, 
within the usual limits, for abatement of income tax. 


Detailed figures applicable to your own case will be sent on 
receipt of a note of your date of birth and the term of years at 
the end of which you wish the education payments to commence. 
BOVRIL MEDICAL AGENCY, LTD., ALDINE HOUSE, 10-13, BEDFORD STREET, STRAND, W.C.2 
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In addition to its value in 
the treatment of Nutri- 
tional Anemia, Hémolac 
has been shown to act as 
a prophylactic against the 
common catarrhal infec- 
tions of the respiratory 
and alimentary tracts. 


Clinical samples and literature 
will gladly be sent to any 
member of the Medical or 
Nursing Professions. 


THE prevalence of Anemia in 
Infancy is more widespread 
than is popularly believed (Med. 
Research Report No. 157, H.M. 
M. Mackay). In these extensive 
investigations, treatment by 
iron dosage was demonstrated 
as being the most effective— 
particularly in the vehicle of 
a Milk Food. In the form of 


(Full Cream Milk Powder with Iron Ammonium Citrate) 


the dosage of iron is assured 
weight 


and graduated for 
and age. 


COUPON 


ADDRESS 


To COW & GATE LTD., 


Please send me Post Free Literature 
and Clinical Samples of Hémoiac. 


NAME.. 


“THE IRON. 
MILK FOOD? 


Guildford, Surrey. 


or 


L 19/11/38 ©791 
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= = 
= 
= Whenever the Stomach from any cause Rejects Food = 
= or Medicine, Valentine’s Meat-Juice demonstrates = 
= its Ease of Assimilation and Power to Restore EE 
= and Strengthen. In low forms of Pneumonia and = 
_ Exhaustion, in the General Debility with Impaired = 
= Digestion of Phthisis, and in the Depressing E= 
= Prostration following Influenza it is recommended == 
= by many Practitioners throughout the world as E= 
= Invaluable in their treatment. = 
= Pneumonia, Phthisis and Influenza = 
= R. B. Watson, M.D., Surgeon, Pennsylvania Co. = 
= and Lockhaven Hospital, Lockhaven, Pa.: ‘“‘The = 
— results obtained from the use of VALENTINE’S = 
= MEAT-JUICE establish all that is claimed for it. = 
== In a case of Phthisis it alone kept the patient = 
= alive for weeks, as it was the only nourishment = 
= she was able to take.”’ = 
= Dr. E. Beltran, Valencia, Spain: ‘‘| have = 
known and used VALENTINE’S MEAT-JUICE == 
= ‘WOLuMe 14s 01. a on many occasions and for many years and = 
= always with the most satisfactory results. Three = 
= <poea years ago | was desperately ill with a stubborn == 
= attack of Grippal Pneumonia, and during = 
= my convalescence from said illness | used = 
== VALENTINE’S MEAT-JUICE. The results = 
Ss were extremely satisfactory, as the excessive = 
= debility was soon ameliorated, and the period = 
= of convalescence made relatively short.”’ ES 
= For Sale by European and American Chemists and Druggists = 
=  VALENTINE’S MEAT-JUICE COMPANY = 
= Richmond, Virginia, U.S.A. = 
X 101 = 
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—HENRY KIMPTONS PUBLICATIONS— 


NEW BOOK REFRACTION OF THE EYE JUST READY 


By ALFRED COWAN, 
Royal Octavo, 319 pages, with 172 Engravings and 3 Coloured Plates. Cloth Price 21s. net. (Postage 6d.) 


This book not only clarifies the subject of refraction, but it will make far more effective the use of the various instruments and charts 
involved in this field. The methods of determining the refraction of the eye and the management and optical treatment of ametropia 
are fully covered. 


NEW BOOK JUST READY 


PRACTICAL MICROBIOLOGY AND PUBLIC HEALTH 


By WILLIAM BARNARD SHARP, M.D., Ph.D. 


Octavo, 492 pages, with 125 Illustrations. Cloth. Price 18s. net. (Postage 6d.) 
This book is intended for students of medicine, public health and general bacteriology. It is designed to aid the student in organization, 
interpretation and systemic record of data from laboratory and field. Experiments are largely those that usage has tended to standardise 


NEW BOOK ATLAS OF SKELETAL MATURATION READY NOW 


By T. WINGATE TODD, M.B., Ch.B.(Manch.), F.R.C.S.(Eng.) 


Demy Quarto, 75 Radiographic Plates of the Hand. Cloth. Price 31s. 6d. net Postage 9d.) 
This atlas contains 75 half-tones of roentgenograms selected as typical of the successive stages in ossification in the hand of boys and 
girls from three months until the date in adolescence when all epiphyses are united. There are more than a hundred pages of text 


dealing with general problems involved in the study and specific problems of the hand. 


NEW _BOOK APPLIED ANATOMY JUST READY 
Functional and Topographical. By ROBERT H. MILLER, M.D 

Royal Octavo, 484 pages, with 55 Engravings and 16 Coloured Plates. Cloth. Price 30s. net (Postage 9d.) 

This work is designed to enable the student and physician to correlate the many facts gained by observation and to apply them to the 


dynamics and function of the living body. It is a practical summary of the essentials of anatomy that will be found increasingly useful 
as a reference work, 


NEW (SEVENTH) EDITION JUST READY 


DISEASES OF THE NOSE, THROAT AND EAR 
Medical and Surgical 


By WILLIAM LINCOLN BALLENGER, M.D., F.A.C.\S.. and HOWARD CHARLES BALLENGER, 
FACS. 
Seventh Edition. Thoroughly Revised. Royal Octavo, 1,030 pages, with 576 Engravings and 30 Coloured 
Plates. Cloth. Price 50s. net. 


This new edition will be found absolutely authoritative and up to date. All obsolete and repetitious matter has been replaced by important 
new material, and new chapters have been added. 


UP TO DATE. NEW (THIRD) EDITION JUST READY 


TEXTBOOK OF PATHOLOGY 
By WILLIAM BOYD, M.D., M.R.C.P.(Edin.), F.R.C.P.(Lond.) 
Third Edition. Thoroughly Revised. Royal Octavo, 1,064 pages, with 459 Engravings and 16 Coloured 


Plates. Cloth. Price 45s. net. 


Much new material and many new pictures have been added to this edition. 


NEW (SECOND) EDITION THE MANAGEMENT OF NOW READY 
FRACTURES, DISLOCATIONS AND SPRAINS 
By JOHN ALBERT KEY, B.S., M.D., and H. EARLE CONWELL, M.D., F.A.C.S. 
Second Edition. Revised and Enlarged. Large Octavo, 1,246 pages, with 1,222 Illustrations. Cloth 
Price 52s. 6d. net. x 


A complete account of modern ideas and methods which can be depended upon to lead correctly in the proper care and management 
of all types of fractures, dislocations and sprains. 


“A very comprehensive work to which practitioners will not refer in vain.”—British Medical Journal. 


NEW (SECOND) EDITION JUST READY 
A TEXTBOOK OF HISTOLOGY 
Functional Significance of Cells and Intercellular Substances 
By E. V. COWDRY 
Second Edition. Enlarged and Revised. Large Octavo, 600 pages, illustrated with 323 Engravings, some 
in Colours. Cloth. Price 31s. 6d. net. (Postage 9d.) 


The book is no ordinary compilation but rather a mine of authoritative, up-to-date information and interpretation. 


263, High Holborn HENRY KIMPTON London, W.C.1 
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Just Published 


INTRODUCTION TO 


DISEASES OF THE CHEST 


By 
JAMES MAXWELL, M.D. (Lond.), F.R.C.P. (Lond.) 


Assistant Physician and Demonstrator of Practical Medicine, St. Bartholomew's Hospital ; 
Physician, Royal Chest Hospital ; Consulting Physician, 
Royal National Sanatorium, Bournemouth 


CONTENTS 


SECTION I 
THE HISTORY 
CHAP. 
1. THe Stx Mason SYMPTOMS 
2. THE Sctx MAJor SYMPTOMS (contd.) 
3. Minor SYMPTOMS 
. THE AUXILIARY HISTORY 


SECTION II 
PHYSICAL EXAMINATION OF 


THE CHEST 
. INSPECTION 
. PALPATION 
7. PERCUSSION 
. AUSCULTATION 


SECTION III 
SPECIAL INVESTIGATIONS 
. THE Sputum 


. BLoop EXAMINATIONS—PLEURAL FLUID 


. RADIOLOGY OF THE CHEST 
. SPECIAL DIAGNOSTIC METHODS 


SECTION IV 
DISEASES OF THE RESPIRATORY 
TRACT 
13. THE NoOsE 
14. THE MouTH 
15. THe LARYNX 
16. THE TRACHEA AND BRONCHI 


SECTION IV 
(continued ) 


CHAP. 
7. ASTHMA 


. BRONCHIECTASIS 


9. TUMOURS OF THE BRONCHI 


. CHEST INJURIES — DISORDERS OF THE 
PULMONARY CIRCULATION 

. EMPHYSEMA 

. COLLAPSE OF THE LUNG 


3. PNEUMONIA 


. BRONCHO-PNEUMONIA 


5. PNEUMONITIS 


. ABSCESS 


27. PULMONARY TUBERCULOSIS 
28, PULMONARY TUBERCULOSIS (contd.) 
29. TREATMENT OF PULMONARY TUBER- 


CULOSIS 

. Non- TUBERCULOUS CHRONIC LUNG 
INFECTIONS 

. FIBROSIS OF THE LUNG 

. THE PLEURA 


3. PLEuRIsy ”’ 


. EMPYEMA 
. TUMOURS OF THE PLEURA 
. THE MEDIASTINUM 


37. THE DIAPHRAGM 
INDEX 


With 95 Illustrations 


Demy 8vo, 328+-xii Pages 


12/6 net (postage 6d. extra) 


HODDER & STOUGHTON Medical Publications 
Warwick Square, London, E.C.4 
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A. CHURCHILL LTD., 104 Gloucester Place, London W.1 


RECENT ADVANCES 
IN FORENSIC 
MEDICINE 


By SYDNEY SMITH, M_D., 
F.R.C.P. 

Regius Professor of Forensic 
Medicine, University of Edinburgh, 
and JOHN GLAISTER, M.D., 

P 


Regius Professor of Forensic 
Medicine, University of Glasgow. 
New (2nd) Edition. 85 Illus. 

(Ready Next Week) 


The latest methods of the scientific investiga- 
tion in crime. 


15s. 


ELEMENTARY 
ANATOMY 
AND PHYSIOLOGY 


By JAMES WHILLIS, M.D.,MS., 
F.R.C.S 


University Reader in Anatomy, 
Guy’s Hospital Medical School. 
87 Illustrations. 12s. 6d. 


“The general principles of Anatomy and 
Physiology are very clearly expounded in this 
book, Practical applications are stressed 
throughoul, giving a useful introduction to 
some aspects of Medicine and Surgery.” 

—SuRGO. 


DISEASES OF 
THE EYE 


By Str JOHN H. PARSONS, 
C.B.E., D.Se., F.RCS., F.RS. 
Consulting Ophthalmic Surgeon, 
University College Hospital, 
London. 
New (9th) Edition. 
Colour. 


21 Plates, 20 in 
360 Text-figures. 18s. 

“The ninth edition of this admirable text- 
book is a worthy successor to those which 
preceded it. . . . Once more we should like to 


extend our thanks and hearty congratulations 
to the author.” 


—BritTIsH JOURNAL OF OPHTHALMOLOGY. 


A SHORT TEXTBOOK 
OF MIDWIFERY 


By G. F. GIBBERD, M.S., 
F.R.C.S., M.C.O.G. 
Assistant Obstetric Surgeon, 
Guy’s Hospital. 

187 Illustrations. 15s. 
“The author and publishers deserve the 
greatest possible praise for this work, which is 
of a practical character, illustrated by excellent 
photomicrographs and ‘line drawings .. . is 
undoubtedly one of the best books available on 

the subject of modern midwifery." 
—THE PRACTITIONER. 


VITAMINS AND 
VITAMIN 
DEFICIENCIES 


By LESLIE HARRIS, Ph.D., 


Nutritional Laboratory, Medical 


Research Council and University 
of Cambridge. 

Vol. 1. Introductory and His- 
torical—Vitamin B, and Beri-Beri. 
50 Illustrations. 8s. 6d. 

(To be completed in 7 Volumes.) 


An admirable summary of the facts available 
to-day and a bibliography fully up to date. 


A TEXTBOOK OF 
BIOCHEMISTRY 


By A. T. CAMERON, D.Sc., 
F.L.C., F.R-S.(C.) 
Professor of Biochemistry, Faculty 

of Medicine, University of 
Manitoba. 

New (5th) Edition. 3 Plates 

25 Text-figures. 


and 
15s. 
This edition has been almost completely 


rewritten, and large sections have been re- 
arranged. Includes several new illustrations. 


A TEXTBOOK OF 
SURGICAL 
PATHOLOGY 


By C. F. W. ILLINGWORTH, 
M.D., F.R.C.S.(Ed.), and 
B. M. DICK, M.B., F.R.C.S.(Ed.) 
Lecturers in Clinical Surgery, 
University of Edinburgh. 
New (3rd) Edition. 
299 Illustrations. 36s. 
‘* This book is the best English textbook on 
Surgical Pathology and students and practi 


tioners alike will find it a most useful volume.” 
—TuHeE MEDICAL Press. 


A SHORT TEXTBOOK 
OF SURGERY 
By C. F. W. ILLINGWORTH, 
M.D., F.R.C.S.(Ed.) 
Lecturer in Clinical Surgery, 
University of Edinburgh. 
8 Plates and 179 Text-figures. 21s. 


“It covers the whole field of surgery and 
should prove invaluable to the student as the 
important and common surgical conditions 
are dealt with ‘in extenso’ .. . will take its 
place as one of the really valuable books which 
students require.” —TuHE MEDICAL PREss. 


CHURCHILL'S NEW B BOOKS 


THE QUEEN 

CHARLOTTE’S 

TEXTBOOK OF 
OBSTETRICS 


By Members of the Clinical Staff 
of the Hospital. 


New (5th) Edition. 4 Coloured 
Plates and 293 Text-figures. 2ls. 

Great advances in chemotherapy in relation 
to puerperal infection have necessitated radical 


alteration. The whole volume has been 
generally revised. 


BIOCHEMISTRY 
FOR MEDICAL 
STUDENTS 


By W. V. THORPE, M.A., Ph.D. 

Reader in Chemical Physiology, 

University of Birmingham. 

4 Plates and 33 Text-figures. 

12s. 6d. 

‘* Dr. Thorpe has covered in four hundred-odd 
pages the whole field of biochemistry in a very 
clear manner and the student who chooses this 


textbook would not find it necessary to consult 
any other Lancer. 


DISEASES OF 
INFANCY 
AND CHILDHOOD 


By WILFRID SHELDON, 
M.D., 
Physician for Diseases of Children, 
King’s College Hospital. 
New (2nd) Edition. 125 Text- 
figures and 13 Plates. 2ls. 
“This book should appeal not only to 
medical students and practitioners, but to all 
those interested in children's diseases . . 
it may be looked upon as being the most 
up-to-date treatise of diseases of children.” 

THe MEDICAL PREss. 


SURGICAL NURSING 
AND 
‘AFTER-TREATMENT 
By H. C. RUTHERFORD 
DARLING, M.D., M.S., F.R.C.S. 
Surgeon, Prince Henry Hospital, 
and New South Wales Hospital, 
Sydney, N.S.W. 

New (6th) Edition. 

206 Illustrations. 9s. 


Carefully revised throughout, Incorporating 
much new matter and several new illustrations . 


Hil 
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Principles of 
MEDICAL STATISTICS 


BY 


A. BRADFORD HILL, D.Sc., Ph.D. 


Reader in Epidemiology and Vital Statistics in the University of London (London School of Hygiene 
and Tropical Medicine) ; Fellow and Member of the Council of the Royal Statistical Society 


Demy 8vo, 172 + Viil. Price 6/- net. 


NY assessment of success or failure in medicine which is based on fact rather than on opinion 
must nearly always be expressed in some numerical form—e.g., when the medical observer 
reports that he has treated so many cases with a favourable result in such and such a proportion, 

or the public health worker assesses the attack-rate on a population inoculated against some 
infection. We have reason to believe that there is now a steadily increasing demand among 
both clinical and public health workers for some knowledge of the elementary statistical technique, 
which will enable them to interpret figures or to analyse and test their meaning. Dr. Hill has 
succeeded in demonstrating clearly some of the ways in which investigations can be planned 
and figures derived from them can be analysed in order to yield fruitful results, choosing examples 
from medical publications to illustrate both the types of problems with which the medical worker 
is faced and the kinds of error he is most liable to make. 


CONTENTS 

CHAP PAGE CHAP PAGE 

I. THe AIM OF THE STATISTICAL METHOD I X. FURTHER EXAMPLES AND DISCUSSION 
III. PRESENTATION OF STATISTICS. XI. THE COEFFICIENT OF CORRELATION OF 

IV. [THE VARIABILITY OF OBSERVATIONS . 29 NI. Cae ULATION OF THE CORRELATION 
V. CALCULATION OF THE STANDARD COEFFICIENT 

XIII. Lire TABLES AND SURVIVAL AFTER 

VI. PROBLEMS OF SAMPLING: AVERAGES. 47 XIV. Common FALLACIES AND DIFFICULTIES 125 
VII. FURTHER PROBLEMS OF SAMPLING : XV. FURTHER FALLACIES AND DIFFICULTIES 135 
PROPORTIONS ‘ ‘ ° - 55 XVI. FURTHER FALLACIES AND DIFFICULTIES 144 
VIII. FURTHER PROBLEMS OF SAMPLING: XVII. GENERAL SUMMARY AND CONCLUSIONS 153 
IX. FURTHER PROBLEMS OF SAMPLING: )? 78 INDEX 169 


OPINIONS 


deserves a wide circulation and should do much to increase the number of 
medical men, clinicians or sanitarians able to use statistical methods intelligently.”’ 


BULLETIN OF HYGIENE 


Brit. MED. JourR.—" . short, lucid, and practical. Anybody who has read it carefully . . . will certainly 


have learned how to avoid many errors and how to present the conclusions of his researches in a 
logical way.” 


Jour. OF THE ROYAL Stat. Soc.—" . . . medical men are indeed fortunate to have at their disposal the small 
handbook provided for their use... . In less than 200 pages the essentials of statistical method are 


presented in simple language . . . requiring no more uf mathematics than the four rules of arithmetic and 
the ability to extract a square root.”’ 


Jour. oF AMER. Stat. Ass.—-‘ The medical man is treated not to abstractions but to a discussion of the 
concrete problems which he meets in quantitative studies... . It is a book that every medical man 
should absorb who is either a contributor to or a critical reader of the present-day medical journals.” 


Published by THE LANCET LTD., 7 Adam Street, Adelphi, London, W.C.2 
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CAMBRIDGE 


Theories of Sensation 


By A. F. RAWDON-SMITH 


18 text-figures. 10s. 6d. net. 
(Cambridge Biological Series) 
This book describes in detail how it is now thought 
that our eyes and ears work, and, as far as possible, 
why these views are held in preference to others. 
It is written in the hope of interesting other biologists 
in the subject, and of stimulating further work, for 
which there is great need. 


Form and Causality 


in Early Development 


By A. M. DALCQ 


64 text-figures. 1I2s. 6d. net. 

(Cambridge Biological Series) 
Professor Dalcq discusses a selection of the data that 
at the present time appear to be most significant for 
a general comprehension of the ontogenetic problem. 
The book is of particular interest to the younger 
biologists, especially those who feel a vocation for 
research and are anxious to decide how best to direct 

their work. 


Background 
to Modern Science 


Edited by 
J. NEEDHAM and W. PAGEL 


7s. 6d. net. 
(Cambridge Library of Modern Science) 


Here in one volume is a complete survey of the 
development of science in the last forty years, each 
section being the work of an expert: Professor 
F. M. Cornford, Sir William Dampier, the late Lord 
Rutherford, Professor W. L. Bragg, Dr F. W. Aston, 
Sir Arthur Eddington, Professor J. A. Ryle, the late 
Professor G. H. F. Nuttall, Professor R. C. Punnett, 
and Professor J. B. S. Haldane. 


——UNIVERSITY PRESS—— 


X= RAY CAR SERVICE 


QTABLE X. 


POWER ROAD, CHISWICK 
TELEPHONE CHISWICK 4006 


ANY HOUR ANY DAY 


ANYWHERE 


ANY NIGHT 


HAMISH HAMILTON MEDICAL BOOKS 


JUST PUBLISHED 


Handbook of Hematology 
Edited by HAL DOWNEY 


Four vols., 3,200 pages, 1,500 illustrations, 
50 coloured plates, price £16 I6s., direct from 
publishers ; deterred payments available. 


The most comprehensive and authoritative 
work on the subject in the English language. It 
includes much hitherto unpublished material, 
extensive bibliographies, and full summaries of 
Continental literature. 


The Culture of Organs 


by ALExis CARREL and 


CHARLES A. LINDBERGH 


Royal 8vo, pages XIX+-22I, with III illustrations, 
price net. 


A beautifully illustrated work setting out in 
detail the technique used by the authors for 
the cultivation in vitro of entire organs and 
anatomical regions, and discussing the significance 
of their results. 


Methods of Tissue 
Culture 


by RAYMOND C. PARKER 


Royal 8vo, pages XXXII+292, with 109 illustra- 
tions, price 24s. net. 

The methods and applications of tissue culture 
in experimental morphology, and in the study of 
tumours, viruses, hypersensitivity and immunity. 
A complete laboratory manual of the procedures 
used at the Réckefeller Institute. 


Prospectuses on application to 


HAMISH HAMILTON, LTD., 
90, Great Russell Street, London, W.C. I 
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‘HANGERS’ of ROEHAMPTON 


have Revolutionized Limb-Fitting Practice 


[Nov. 26, 1938 


A TYPICAL CASE. HISTORY.—Female, 


piece seamless shins ; articulated ankles and toe 
aged 16. Double congenital deformity with double 


joints. All weight is taken on the tuberosity 


congenital dislocation of the hip. Feet in 
fibrous union with the condyles of the femur 
in a position of double inversion, pointing 
backwards with the soles upwards. 


PROSTHESES.—Light-metal artificial limbs with 
blocked leather ischial bearing thigh corsets ; 
supporting steels articulated at the knees with 


of the ischium, the rudimentary feet resting on 
platform of knee. 


PROGRESS.—Walks well without a stick ; uses 
a stick outdoors only, as a safeguard against 
being jostled. Travels daily to and from her 
work, earning her living as a typist ; wears her 


appliances all day in complete comfort. 


Normal 


specially designed locking joints ; light-metal one appearance, sitting or standing. 


POST FREE TO THE MEDICAL PROFESSION :; 


*“SOLVITUR AMBULANDO.”’ 72 pages. 37 Coloured Plates. This book 
deals exhaustively with the whole problem of providing prostheses 
for every type of amputation. 


ROEHAMPTON, LONDON, S.W.15 
"Phone: Putney 4422 (5 lines) 
Branches at :—Aberdeen, Belfast, Birmingham, Bristol, Cambridge, Cardiff, 
Cosham, Dublin, Edinburgh, Exeter, Glasgow, Leeds, Liverpool, Manchester, 
Newcastle-on-Tyne and Nottingham. 
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This X-Ray Service comes 


Most doctors in the country know the 


to your patient’s bedside 


X-ray car service of PORTABLE X-RAYS 
LTD. It avoids the risk and inconvenience 
of moving patients to a fixed X-ray 
installation. 

A fleet of cars is ready waiting at the 
end of the telephone to visit private 
homes, nursing homes and hospitals, at 
any hour of the day or night. 

Within forty minutes of the arrival of 


one of the Portable X-Ray cars, 
negatives are ready for inspection. The 
apparatus is extremely powerful and the 
quality and definition of the negatives 
compare favourably with that of any 
permanently installed apparatus. 

Special terms are offered to institu- 
tions and clinics. 

Send today for fully descriptive booklet 
“QUICK AS AN AMBULANCE.” 


-RAY CAR SERVICE 
Any Hour - Any Day - Any Night 
POWER ROAD, CHISWICK, LONDON, W.4 


Telephone (day and night) CHISWICK 4006/7 


: 
IGHTONK pheagreve 
DUNSTABLE 
— 
Watford nfiel = a 
West Wycombe CroxleyGreen, shey.. 
rhb Head la ogg i 
od, 
ORTABLE 
9 


THE LA:<CET,] 


THE LANCET GENERAL ADVERTISER 


[Nov. 26, 1938 


¢ 
\ 


AZOCHLORAMID 


SALINE SOLUTION 1:3300 


Azochloramid Saline Mixture contains Azo- 
chloramid mixed with sodium chloride and 
phosphate buffers. When dissolved in suitable 
quantities of distilled water, the resulting 
solution is an isotonic saline containing Azo- 
chloramid |: 3300 and buffered to pH 7°4. 
This solution is exceptionally stable and may 
be stored in dark brown bottles for months 
without appreciable deterioration. 


Valuable for use as a hot soak or compress, 
for irrigation of empyema cases, abscesses 
and deep wounds where removal of large 
quantities of pus presents a problem. 
Between irrigations, Azochloramid in Triacetin 
|: 500 is used for dressing ensuring continuous 
action. 


For comprehensive details write : 


WALLACE & TIERNAN LTD. 
POWER ROAD, GUNNERSBURY, W.4 


Telephone : Chiswick 6440 (5 lines) 
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ENSURE 
against 
Frost Damage 


HE repair of a 

bad freeze-up in 
a cylinder block or 
radiator is a lengthy 
job. Every winter 
frost deprives many 
motorists of their 
carsfor long periods. 
Doctors cannot 
afford to run this 
risk. It isn’t worth 
it when, for a few 
shillings spent on 
Bluecol, they can 
insure against frost 
damage for the 
whole winter. 
Bluecol —the safe 
anti-freeze may be 
added to the 
radiator water in 
various quantities 
according to the 
degree of protection 
required. 


PER CAN 


Write for the Bluecol 
Recommendation Booklet 
which gives the appro- 
priate quantities required 
for every make of car. 


S. SMITH & SONS 
(Motor Accessories) Ltd. 
CRICKLEWOOD 
LONDON, N.W.2 


The safe ANTI-FREEZE 


\ \ 
from 
| 5'6 
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B.D.H. COMMON COLD VACCINES 


While there is at present no vaccine 
available against the virus primarily 
responsible for the common cold, the 
B.D.H. Common Cold Vaccines are 
potent in diminishing the activity of the 
secondary invaders. Three such B.D.H. 
vaccines are available : 

B.D.H. Common Cold Vaccine 


(Anticatarrhal) 

B.D.H. Influenza Vaccine (Mixed) 
B.D.H. Influenza Vaccine (British Army 
Formula) 


Samples and literature on request 
THE BRITISH DRUG HOUSES LTD. 
LONDON N.1 


Telephone: Clerkenwell 3000 
Telegrams : Tetradome Telex London 


= 
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HEN ‘woollen’? underwear is indicated, a word of 
| qualification should be added. That word -is—CHILPRUFE. 


CHILPRUFE IS PURE WOOL, and only pure wool, of | 
the highest quality. Subjected to a 

secret process, the finished fabric is free from harshness and all 

impurity, soft and kindly to the skin. For 29 consecutive years 

it has held the diploma of the Institute of Hygiene. 


CHILPRUFE PURE WOOL 


offers a degree of protection from colds and chills unrivalled 
by any other underwear, woollen or otherwise. 


CHILPRUFE 
CHILDREN 


Also for Women and Men 
Further informationand CHILPRUFE LIMITED 


| 
Governing Director: JOHN A. BOLTON. | 
Managing Director: Geo. £. Hubbard. | 


LEICESTER. 


1l 


| | 
\ 
| 
\ 
fi 
| 
| 
| 
= 


Tue LANCcET,] THE LANCET GENERAL ADVERTISER (Nov. 26, 1938 


* PROSTATIC 
HYPERTROPHY 


favourable reports by physicians 


Many physicians have reported favourably on the treatment of this condition by the adequate 
administration of the prostate gland preparations of the British Organotherapy Co., Ltd. 


CLINICAL REPORT 


Five years ago, at the age of 55, | experienced discomfort in defecation with pain and tenesmus. Periodically the pain 
became constant, with perineal tenderness—evidently due to prostatic congestion. | was examined by a surgeon, who 
advised removal of the prosta e, which was considerably hypertrophied and was pressing on the rectum. 1! commenced 
taking “* Opocaps "’ Prostatic three years ago and had relief in about a fortnight. Ouring the next 18 months | had an 
occasional course of **Opocaps, and since then | have had no symptoms whatever and the bowel is functioning — 
| was examined recently by the same surgeon, who was surprised to find the prostate of normal size. 


REPORT THREE YEARS LATER 


lam still entirely free from any prostatic trouble.—M.B. 


‘“OPOCAPS” PROSTATIC (B.0.C.) gr. 3 Oral 


Mitte - - ~- sig. | t.d.s., a.c. (Supplied in boxes of 50 or 100 capsules.) 


* OPOJEX” PROSTATIC (B.0.C.) for injection 


Mitte - - ~- sig. lin die (or dieb. alt. when given concurrently with ‘‘ Opocaps ’’) 
(Supplied in boxes of 6 or 12 ampoules 2 c.c.) 


* BRITISH ORGANOTHERAPY CO., LTD. 


22, GOLDEN SQUARE, LONDON, W.|! 


Telephone: Gerrard Telegrams: Lymphoid, London’’ 
Agents in India: SMITH, STANISTREET & CO., LTD., CALCUTTA 


INDICATED in:— 


AMENORRHEA 
STERILITY 
MENOPAUSE 


Natural or Artificial 


MENORRHAGIA 
OLIGOMENORRHEA 
DYSMENORRHEA 
CLIMACTERIC HYPERTONIA 


and disorders of the 


NERVOUS SYSTEM 


ISOLATED GEDEON RICHTER 


FOLLICULAR SEX-HORMONE (Great Britain) LTD. 


of LONDON 

AMPOULES 

50,000, 10,000, 1000 and 100 International Richter House, Weedington Rd., N.W.5 
Units & 


TABLETS of BUDAPEST, X. 
3,000, 1000 and 300 International Units 
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RADIOSTOLEU M 


(Standardised Vitamins A and D) 


The guardian of 
epithelial integrity 


The daily ingestion of Radiosto- 
leum, by preventing cellular 
deterioration, guards epithelial in- 
tegrity; furthermore, it helps to 
maintain normal cellular activity in 
the reticulo-endothelial system. 


Sample on request 


LONDON N.1 


ZB 


Telephone: Clerkenwell 3000 
Telegrams: Tetradome Telex London 


SS 


SS SA SSBB 


Retm 307 


a 
1. Powerful analgesic effect. 
2. Prompt and enduring action. 
3. Particularly suitable fos protracted treatment. 
4. High degree of tolerance. 
5. Only slight influence on peristalsis. 
in opiate medication 


KNOLL A.-G., LUDWIGSHAFEN -ON-RHINE 


Sole Importers and Publicity Agents: KNOLL LI MITED, 60, Welbeck St., London, W.1. 
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The following are selected as examples. 


Medisoap No. 10 


PURE SOAPS SPECIALLY PREPARED FOR DERMATOLOGICAL PURPOSES 


MEDISOAPS 


(MIDGLEY) 


A Series of 49 formule based upon the prescriptions of dermatologists. 


Formula :—Ichthammol .. 


For Dermatitis and Pruritus Medisoap Pure Base .. 


Medisoap No. | 8 Formula :—Sulph. Precip. 


Betanaphthol. . 


For Acne and Prurigo Medisoap Pure Base .. 


M ed i soap N oO. | 9 Formula :—Sulph. Pracip. 


Camphora.. 
For Psoriasis and Scabies Balsam Peru P.B. 
Medisoap Pure Base .. 


“PRICE 1/3 per tablet 


Medisoaps are made by CHARLES MIDGLEY LTD. OF MANCHESTER 
and are distributed by 


EVANS SONS LESCHER & WEBB LTD. 
Liverpool and _ London 


The complete “ Prescriber’s Index ”’ will be sent on request. 


TERPEROIN 


(SQUIRE) 
Terperoin Elixir presents the therapeutic properties of Terpin 
Hydrate, Codeine, and Oil of Pine in a palatable and reliable form. 
It is especially useful in the troublesome cough of 


PULMONARY PHTHISIS, EMPHYSEMA, LARYNGEAL 
CATARRH, and ACUTE and CHRONIC BRONCHITIS 


A very soothing Linctus for irritating Night Coughs 
One or two teaspoonfuls—undiluted—usually give instant relief 
In 4-oz., 8-oz., and 16-0z. bottles 
Also in Pastille form 


SQUIRE & SONS, LTD. 


Chemists on the Establishment of the late King George V 


413, OXFORD STREET, LONDON, W.1 


Telephone: Mayratr 2307 (2 lines) Telegrams: Squire, Wespo, Lonpon, W.1 
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VITAMIN E CAPSULES B.D.H. 


Research carried out in the B.D.H. laboratories led to the determination 
of the physiological role of Vitamin E in the animal organism. 


The full potency of every batch of Vitamin E Capsules B.D.H. issued is 
assured by routine ¢ests. 


THERAPEUTIC APPLICATION 


In the female As a routine prophylactic throughout pregnancy, especially 
in cases with a history of habitual abortion. 


In the male For the treatment of impotence and sterility due to defective 
spermatogenesis. 


Further information with reference to this product will be supplied on request. 


THE BRITISH DRUG HOUSES LTD. LONDON 


Telephone: Clerkenwell 3000 Telegrams: Tetradome Telex London 


VitK/S/370 


P= 


= 


@ Samples and literature 
on request. 


BENT: 


The safe and effective ANTACID for the treatment of 
CHRONIC PEPTIC ULCER, HYPERCHLORHYDRIC 
DYSPEPSIA and ACID FERMENTATION. 


@ Complete control in acidity. 


@ Neutralization sustained. 
@ Correct physico-chemical constitution. 


@ No toxic alkalosis. 


KAYLENE, LTD. sote piseributors: ADSORBENTS, LTD. WATERLOO RD., N.W.2 
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TRADE MARK BRAND 


Insulin-Free Pancreatic Extract 


AMPOULES. 
ANGINA PECTORIS 
VASCULAR SPASMS 
2 to 3 ampoules daily. 


SYRUP. 
VASCULAR TROUBLES OF 
OLD AGE AND MENOPAUSE 
| bottle a month. 


FULL PARTICULARS FROM 


ROUSSEL LABORATORIES LTD 


Sole Distributors for U.K. and Eire: F 
ANTIGEN LABORATORIES, 36, Cavendish Square, London, W.| 


95, Great Portland Street, London, W.| Telephone: Mayfair 8695 


AGENT IN GREAT 


“FRANCIS 


== 
= 
lyrup 
| 
* 
‘inhalation Therapy with the “Weil” Asthma Inhaler. Prevents and 
. Obviates inje s. Orig. Bottles cont.12-5c.c. 
Warwick St., Regent St. London, W.1 
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(DAGENAN)* 


2-SULPHANILYL-AMINOPYRIDINE 


in pneumococcal 
infections 


in other conditions 


M & B 693 
is available in the following packs: 
Containers of 25 tablets - - - 7/6 
Containers of 100 tablets - - - 28/- 
Subject to professional discount, 


6 PHARMACEUTICAL SPECIALITIES 
(MAY & BAKER) LTD. DAGENHAM 


Early clinical trials with M & B 693 convincingly 
demonstrated its value in lobar pneumonia (7+e 
Lancet, July 2nd, 1938). Later reports showed its 
activity in other pneumococcal infections including 
pneumococcal meningitis (Zhe Lancet, September 10th, 
1938 and Sept. 24th, 1938): and pneumococcal septicemia 
(The Lancet, September 10th, 1938). 


Although primarily important for its anti-pneumo- 
coccal activity, M & B 693 also appears to exert a valuable 
therapeutic effect in streptococcal and meningococcal 
infections (/he Lance’, \lay 28¢), 1938), staphylococcal 
infections (Je Lancet, Sept. 17th, 1938) and 
gonococcal infections (//e Lanec/, June 4th, 1938, and 
August 13th, 1938, and B.M. J., September 10th, 1938). 


TRADE MARK 
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COMPOSITION—Ext.Cascar@, Ext. Rhei, Jalapin, Podophyllin, Cocains 
Hydrochlior., 1-20th gr. in each fluid drachm, 


This preparation does not come under the Dangerous Drugs Act. 


Atzorusn remedy for Chronic Biliousness, Catarrhal 
Jaundice and the Jaundice of simple Hepatic Torpor. In 
passive or habitual Congestion of the Liver it has been used with 
marked benefit. 


In the treatment of acute or temporary constipation in con- 
valescents and in pregnancy, or in the constipation due to 
sedentary habits, to a deficiency of intestinal secretion and of 
peristalsis, the mixture can be prescribed with wonderful 
effect. 


The dose is from 10 to 60 minims, according to the age and 
condition of the patient. One drachm is a direct aperient and 
is not accompanied by griping or tenesmus. 


This preparation is also supplied ‘‘ sine Cocaina,”” the dose and price 
remaining the same. 


C. J. HEWLETT & SON, Ltd., 


Wholesale and Export Druggists 
and Manufacturing Chemists, 


35 to 42, CHARLOTTE ROAD, LONDON, E.C.2 


Safe Salicylate Therapy 


ya HE popularity of acetyl-salicylic acid is undoubtedly due to 

the fact that it is one of the safest and most effective non- 

narcotic analgesics available. Too often, however, its use has 

A been discarded by the physician on account of its tendency to irritate 
the stomach and because entirely pure preparations are not always p 4 


available. 


“ Alasil” provides the beneficial therapeutic effects of pure acetyl- 
salicylic acid in such a form that it is acceptable even by disordered 
digestions. _ This tolerability is due to the fact that it combines calcium 
acetyl-salicylate—the least irritating salicylate compound—with 
“ Alocol,”” a potent gastric sedative and antacid. 


<4) Since “ Alasil”’ is better tolerated than acetyl-salicylic acid its use SS 

NSS can be pushed or prolonged to a much greater extent than the latter. ere) 
rare “Alasil”’ is, therefore, an analgesic, antipyretic, and anti-rheumatic, ~~ 
which can be employed with complete confidence in all the many ? @& 

conditions in which such an agent is indicated. b<d<6\ 


A supply for clinical trial with full descriptive literature sent free on request : 
A. WANDER, Ltd., Manufacturing Chemists, 


184, QuEEN’s GaTE, Lonpon, S.W.7. — 
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CRUNCHY FOODS 


and mastication 


It is generally accepted that improperly 
masticated food presents difficulties to 
the digestive system. Mastication stimu- 
lates the flow of saliva in the mouth, 
and renders the food more acceptable 
to the stomach. Many practitioners 
believe that this salivation makes the 
entire work of the digestive tract easier 


to perform, and therefore that hard 


foods, because they compel mastication, 


have an appreciable value to the diges- 


tion as a whole. 


Hard foods are now frequently pre- 
scribed as a desirable part of the regular 
diet. Ryvita, a daily bread that is crisp 
and dry, is recognised to be a valuable 


addition to the normal diet of to-day. 


A complimentary carton of Ryvita 


will gladly be supplied on request. 


THE RYVITA COMPANY LIMITED 


96-98 Southwark Street, London, S.E.1 


Bakeries in Birmingham 


19 


| 
ber 
t 
< 
{ 
= 


THE LANCET, ] THE LANCET GENERAL ADVERTISER [Nov. 26, 1938 


Contraceptive difficulties ... 


In such cases 


SPETON 


can be recommended 
with every confidence 


i+) 


Obtainable upon prescription through the Th ibe 2 
pharmacist. On sale throughout the Dominions. Sy poe 
Wholesale Distributors for the United Kingdom a (3 

and the Dominions :— M.0. 


94,CLERKENWELL ROAD,LONDON.E.C.I. 
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TRADE MARK 


THE RESTORATIVE 


OF NORMAL TONE- 


MALE 

contains in each fluid drachm, 
hormones representing fresh 
testicle 25 grains, strychnine 
sulphate 1/200 grain, and 
sodium glycerophosphate | 
grain. 


FEMALE 

contains in each fluid drachm, 
hormones representing fresh 
ovary 5 grains, strychnine 
sulphate 1/200 grain, and 
sodium glycerophosphate | 
grain. 


Samples to physicians on request 


REED & CARNRICK (CANADA) LTD 
Toronto, Ontario 

The Pioneers in Endocrine Therapy. 

Distributors in Great Britain: 


COATES & COOPER LTD. 
94 Clerkenwell Road, London, E.C.1 


South Africa Agents : we 
Lennon Limited, Johannesburg, 
and Branches. 
8-0z. Bottles 


To 
> 
» 
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BOTOL 


11 COUGH 
.» COUGH. COUGH 
COUGH COUGH COUGH 


COUGH COUGH COUGH 
UGH COUGH COUGH COM 


H COUGH COUGH 
UGH COUGH Cg 


4 COUGH 


YVUGH COUGH 
2 \ UGH COUGH COUGH 
COUGH COUGH Cc 
COUGH COUGH 
VGH COUGH COUGH COUGH 

COUGH COUGH COUGH 
COUGH COUGH 

COUGH 

VICK cole 


2 
4 


Each tablet is equivalent to 4 
CODeine ----- grain. 
BromOFORM - --4 minims. 

Adjuvent Substances - 
Tinct Belladonna minim. 
Tinct Aconite---1 minim. 

AN ABSOLUTELY SAFE 

METHOD OF USING 

BROMOFORM IN THE 

TREATM ENT OF COUGH 

Adults - ~-~--3 tablets daily. j 

Children - - - -- 2 tablets daily. 


CONTINENTAL LABORATORIES LTD. i 


| | 
( COUGH COUGH 4 
COUGH COUGH COUGH g 
4 COUGH COUGH COUGH CO 
GH COUGH COUGH COUG: N é 
1 COUGH COUGH COU O° 
| 
couc 
COUGH ¢ 
COUGH Cour 
& @ 
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| PERTUSSIS ANTIGEN 


(DETOXIFIED) 
Lederle 


fp new form of therapy is recommended for the 
treatment of active cases of Whooping Cough 
as well as in general prophylaxis. 

Free from bacterial cells, ‘“Perrussts ANTIGEN 
(DeroxiFIEeD) Lederle” is a departure from the usual 
form of vaccine therapy. Based upon a toxic principle 
derived from H. pertussis, treatment with formalin 
converts the toxic factor into a aon-toxic substance 
having antigenic properties. 


If used early in sreatment or soon after exposure, 
the immunological response is sufficiently rapid to 
modify or prevent, respectively, the disease in the 
majority of cases, as evidenced by the following— 
49 of 53 cases treated during the first or second 
week did not develop whooping or vomiting. 


Of 70 cases treated during the third or fourth 
week, 30 became symptom-free after the completion 
of injections, while the remainder showed marked 
improvement but continued to run a mild, modified 
course of whooping cough. Cases treated during the 
fifth week showed no benefit. 


When used for prevention, only 3 out of 140 devel- 
oped the disease and those 3 were mild atypical cases. 


Packages 
3, vials—z cc. each, 6/3 
MADE FROMY I vial—2o0 cc., 12/6 


(Detail 


The Old Medical School LEEDS 
Telegrams and Cables ‘‘Aseptic Leeds’’ Telephone 20085 (3 lines 


252 Regent Street LONDON W I 
Telephone Telegrams and Cables ‘‘Regent 1884 Londoa” 


Agents for Eire WILCOX JOZEAU & CO 19 Temple Bar Dublin 


= 
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The problem of treatment in intestinal stasis is definitely Supplied in 4} oz., 
settled in the minds of those thousands of physicians 7} oz. and 17 oz. 
who depend on Agarol. bottles. 

Agarol is a readily miscible emulsion of high-grade e 


mineral oil and agar-agar with phenolphthalein. Free from 
alcohol, alkali and sugar, it is suitable for use in every 
condition where an evacuant is indicated and at every 


The average adult 


dose is one table- 


spoonful. 
age period. 
The palatability of Agarol appeals to all. In appropriate - 
doses it is mild enough for infants, yet active enough Agarol is not adver. 
for the demands of adult age. tised to the public. 


WILLIAM R. WARNER & CO. LTD., POWER ROAD, CHISWICK, LONDON, W.4 
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During the Age of Growth 


T no time, throughout the span of life, is the proper and 
orderly balance of calcium, phosphorus and iron, vitamins 
and other highly important food elements more readily disturbed 
than during the period of active growth and development. 


The food supply of every child should, therefore, contain an 
adequate proportion of these important substances, if normal 
progress is to be maintained. The construction of an entirely cor- 
rect dietary, to suit the varying requirements of each individual is, 
however, beyond the possibility of realization in ordinary practice. 


Many physicians ensure that the ordinary 
dietary of the young patient is safe and 
adequate by advocating the daily addition of 
‘ Ovaltine.’ This is a complete, well-balanced 
food, rich in natural vitamins and in readily 
assimilable calcium, phosphorus and iron. 


*Ovaltine’ is composed of full-cream milk, 
new-laid eggs and malt extract. Its sugar 
content is chiefly in the form of maltose, a 
very readily available source of energy. No 
cane sugar or chocolate is added to give bulk 
or to cheapen the cest. ‘Ovaltine’ is de- 
lightful to the taste and readily assimilable 
even by digestions impaired by disease. 


W TONIC FOOD BEVERAGE 


A liberal supply for clinical 
trial sent free on request. 
A. WANDER, LIMITED 
184, Queen’s Gate, 
LONDON, S.W.7 
Via Laboratories and Works : 


King’s Langley, Herts. 
Servants of high official 
bearing offerings to the Tomb. 
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‘Nestrovite’ is made im 2 forms 
TABLETS & EMULSION 


“Only those concentrates should be 
used whose potency is known.”— 
B.M.J., Nov. 2, 1935. 


The composition of ‘ Nestrovite’ and 

the potency of the four vitamins, A, B,, 

C and D, are clearly stated on every 

packing. The preparation is reliable, 

palatable and not expensive, and is made 

in England. A 4} fl. oz. bottle of Emulsion 

contains 36 teaspoonfuls each representing 

an average dose for an infant. e tablets 
are issued in boxes of 20 and 100 


NESTROVITE 


Trade Mark Brand 


Vitamin Tablets and Emulsion 


Distributors : Roche Products Limited, Welwyn Garden City, Herts. 


HEPARIN B.D.H. 


It cannot be too greatly emphasised that Heparin is the 
physiological anti-coagulant of the body. Heparin B.D.H. is 
thus indicated for use as a routine in all conditions and procedures 
in which delayed coagulation of the blood is required. 

For the simplification of blood transfusion. 

For the prevention and treatment of thrombosis. 

For the collection and storage of blood for pathological 

investigation. 

A booklet in reference to the use of Heparin B.D.H. 
will be gladly sent on request. 


THE BRITISH DRUG HOUSES LTD. LONDON N-: 
Telephone : Clerkenwell 3000 Telegrams : Tetradome Telex London 
Hep/S/2 
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"After Double-Headed Herm: Pompeii: Case Nuove 


DOUBLY ERPECTIVE * 


Congestion Combals Infection 


Metaphedrin Inhalant No. 99 
(Abbott) contains the powerful anti- 
septic Metaphen, 1 part in 2,500, 
and Ephedrine alkaloid, 0.95%, in a 
light, bland mineral oil. @ Metaphen 
has been found to be 250 to 1,500 
times more germicidal than phenol, 
depending upon the organism tested. 
In 1:2,500 dilution it is non-toxic, 
non-irritating to mucous surfaces 
and does not coagulate serum or 
tissue albumins. The chief value of 
Ephedrine lies in its power to decon- 
gest and shrink the nasal mucous 
membrane. This is accomplished 
with little or no irritation. @ This 


WETAPHEDRIN 
INHALANT wo. 99 


combination of antiseptic and shrink- 
ing actions makes Metaphedrin 
Inhalant No. 99 an especially useful 
agent for the treatment of hyper- 
trophic rhinitis, coryza, nasal and 
sinus infections, and the nasal con- 
gestion of hay fever. The product is 
of great value as a preventive of in- 
fection and is frequently used at the 
onset of certain cases to cut short 
the course of the disease itself. It 
is also valuable for instillation into 
infected sinuses and for use in all 
rhinological operative procedures. 


BRAND 


NAME 


@ Metaphedrin Inhalant No. 99 may 
be applied topically or it may be 
prescribed as a spray. It is obtain- 
able through pharmacies and is 
issued in 14-ounce, l-ounce, 4-ounce 
and 16-ounce bottles. Enquiries for 
a free trial sample of Metaphedrin 
Inhalant No. 99, and for professional 
literature are welcomed. The cou- 
pon below is for your convenience. 


ABBOTT LABORATORIES 
(ENGLAND) LIMITED 
Wadsworth Road, Perivale, Middlesex 
Montreal Sydney Johannesburg Buenos Aires 
Mexico City Havana Riode Janeiro Dublin 
Shanghai Manila New York Chicago Bombay 


Send free sample of Metaphedrin No. 99 to 


ADDRESS ___ 


Lancet-14 
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TRADE MARK BRAND OF LIVER EXTRACT 
= Wa 
A relatively crude extract like fly Years of 
‘Campolon’ contains a number of 
chemically distinct “fractions.” 1868 1958 
PHARMACEUTICAL 
In the treatment of pernicious anaemia sentient 


(and some other types) the erythrocyte 
response may be impaired if certain of 
these ‘‘fractions’’ are absent. 


According to recent American work, 
continued purification of therapeutic- 
ally active liver extract may eliminate 
vital factors. 


‘Campolon’ contains everything 


present in liver (barring unwanted 
“ee proteins), so that the “team” can 7m 


work together as a whole. 


ER PRODUCTS LIMITED, AFRICA HOUSE, KINGSWAY, LONDON, W.C.2. 


BAY 


Northern Office (Information only) BLACKFRIARS HOUSE, PARSONAGE, MANCHESTER 
28 
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Exit LILLY AND COMPANY LIMITED 


Pharmaceutical and Biological Products 


we ‘MERTHIOLATE’ 
Sodium Ethyl Mercuri Thiosalicylate 


Jn the Operating Room 


‘Merthiolate’ brand sodium ethyl mercuri thiosalicyl- 
ate is an antiseptic with properties in keeping with 
the highest standards of aseptic surgical technique. 

Tincture ‘Merthiolate,’ an alcohol-acetone-aqueous 
solution, is particularly suitable for preoperative prep- 
aration of the intact skin. 

Solution ‘Merthiolate,’ an isotonic, aqueous dilution, 
1:1,000, is recommended for open wounds and for 


application to membrane surfaces. 


Prompt Attention Given to Professional Inquiries 
2, 3 AND 4, DEAN STREET : LONDON, W.r. 
Telephone: Gerrard 2144. 


Distributing Agent in Britain for 


ELI LILLY AND COMPANY, INDIANAPOLIS, U.S.A. 
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& very day that Dextri-Maltose is manufactured, 
control samples for bacteriological analyses are 
secured from certain points in the process 
which experience has shown give an accu- 
rate picture of the bacteriological condition 
of the product in the different steps of its 
manufacture. Asa result of experiment 
and experience, it has been demon- 
strated that by exercising certain strict . 
sanitary control measures and pre- 
cautions, the bacteria count can be re- 
duced to the point where the finished 
product approaches practical sterility. 
The Petri-dish at rightshowsa plate count of 
only 40 bacteria per gram, obtained from a 
package of Dextri-Maltose selected at random. 


OF THE UNSEEN 


The things unseen determine the cleanliness, uni- 
formity and safety of Dextri-Maltose. From years 
of study and experience, we know how to produce 
the bacteriologically clean product indicated above. 


OO the other hand, the Petri-dish at the left visualizes 
the potential danger that may accompany lack of ex- 
perience. At 37° C., this sample (bought in the open 
market) showed a bacteria count of 420,000 per gram 
(compared with 40 per gram in Dextri-Maltose, as 
mentioned above). Every physician is deeply con- 
cerned about the pasteurization, certification, etc., 
of the cow’s milk his babies are fed on, but 
even sterile milk would give the infant over 
seventeen million bacteria per daily feeding when 
“ modified ” with a carbohydrate such as is repre- 
sented by the Petri-dish at the left. 


Samples and literature on application 


BROOKS & WARBURTON, LTD., 
232, Vauxhall Bridge Road, LONDON, S.W.1 


SU 
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In order to obtain uni- 
formity of calibre and 
complete roundness of 
strand along its entire 
length, A. & H. Catgut 
is polished by automatic 
machinery. 


Hand polishing of indi- 
vidual strands fails to 
obtain this desirable 
precision and. uniformity 
in the production of 


surgical catgut strands. 


One of the modern | 
advantages _incorpor- 


ated in the production 
of A. & H. Catgut. 


The entire product 
manufactured 
in England. 


A descriptive booklet will 
be sent on application. 


CATGU 


AZOULE BRAND Ministry of Health. Manufacturing Licence No. 6B 


ALLEN & HANBURYS LTD., LONDON, E.2 


Manufacturers of Surgical Instruments and Appliances, Sterilized Surgical Sutures. 
Hospital Furniture and Electro-Medical Apparatus 


Showrooms: 48 WIGMORE STREET, W.i 
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Practical 
Gifts 


‘TABLOID’ =~ 
MARK 


ASEPTIC HYPODERMIC 


POCKET-CASE, No.7 


A Fits the pocket like a 
cigarette-case. Contains 
| tubes of ‘TABLOID’ 


Hypodermic Products 

uN S with an ‘AGLA’ Aseptic 

Hypodermic Syringe 
and needles. 


Size: 3-1/2 8-1/8 7/8 in. 


Complete tn Solid Silver Case, 110/- 
In Aluminium Case, 30/- 


=< “TABLOID? 


ASEPTIC HYPODERMIC 


POCKET- \ 
CASE, No. 23 pe | 


A compact equipment 

containing an ‘ AGLA’ 
Aseptic | Hypodermic 
Syringe with needles. Sie 
Tubes of ‘TABLo1p’ Hypodermic Products, 
a capsule of ether and a_ glass-stoppered 
phial for sterilised water. size: s-1/2 « s-1/8 « 7/8 in. 

Complete in Solid Silver Case, 110/- 
In Aluminium Case, 30/- 


A very comprehensive equipment. 


*‘HypoLoip’ and 
Products. 


Size: 5-1/2 = 8-8/8 « 1 in. 


‘HYPOLOID’ HYPODERMIC 
POCKET-CASE, No. 65 


Contains an 
‘AGLA’ Syringe in Spirit-tight Container, glass- 
stoppered bottles for alcohol and distilled water, 
Hypodermic 


In Nickel-plated Metal Case, 


London Prices to the Medical Profession 


These Cases are 


on view at the 


Burroughs Wellcome & Co. Exhibition Galleries, 
and at Snow Hill Buildings, E.C. 1 


BURROUGHS WELLCOME & CoO., LONDON 


We a, Address for communications: 


SNOW HILL BUILDINGS, E.C.1 


a Exhibition Galleries: 10, HENRIETTA PLACE, CAVENDISH SQUARE, W.1 


Associated Houses: 


NEW YORK MONTREAL SYDNEY CAPE TOWN MILAN BOMBAY SHANGHAI BUENOS AIRES 


H 3664 
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REFINED 
DIPHTHERIA ANTITOXIN 


High concentration by special process Refined 


...... Less bulk ...... Less protein 


.... Low liability to cause serum rash 


High Unit Doses presented in LESS 
THAN HALF the usual volume of 
fluid 


Although possessing these advantages 
‘WELLCOME’ REFINED DIPHTHERIA 
ANTITOXIN—GLOBULINS is available at 


a 


the following prices :— 
Containers of 600 Ehrlich Units) 1/6 

” 1000 ” 7 c.c. 2/0 
» » 4000 , ,, } less 6/0 
,, 6000" ,, 7/6 
6000" ,, 8/9 
,  8000° ,, 9/6 
"10,000" 11/6 Equivalent doses of 
20,000" 21/6 Refined and Ordinary 
Concentrated 

*4000 units or more per c.c. 

London Prices to the Medical Profession Antitoxin 


Fuller details to Medical Men, on reguest 
Prepared at 
THE WELLCOME PHYSIOLOGICAL RESEARCH LABORATORIES 
LANGLEY COURT, BECKENHAM, KENT 

Supplied by 


BURROUGHS WELLCOME & CoO., LONDON 
Address for communications: SNOW HILL BUILDINGS, E.C.1 


Exhibition Galleries: 10, HENRIETTA PLACE, CAVENDISH SQUARE, W.1 
Associated Houses: 
NEW YORK MONTREAL SYDNEY CAPE TOWN MILAN BOMBAY SHANGHA! BUENOS AIRES 
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ST. BARTHOLOMEW'S HOSPITAL 


OPERATION 
TABLE 


with the 
Latest Improvements 


including 
Easy to operate Release Lever for lowering the table; 
Trendelenburg position increased to 55° tilt; Foot operated 
rubber-covered Floor Brake. 
The St. Bartholomew’s Hospital Operation Table is now 
manufactured in five different models and thus supplies 
a range of modern operation tables embodying the 
latest ideas of well-known surgeons for carrying out 
surgical operations. 
All models can be supplied with either tripod or platform base. 
Price Model A, with chromium- plated £75 


lithotomy crutches only 
Over 1075 of these tables are in use at home and abroad. 


Model A 


In Trendelenburg position, 

55° tilt, showing shoulder 

rests and instrument tray 
in position. 


A descriptive booklet, fully illustrated, will be sent on request. 


ALLEN & HANBURYS LTD., LONDON, E.2 


Manufacturers of Surgical Instruments and Appliances, Sterilized Surgical Sutures, Hospital Furniture, and Electro-Medical Apparatus, 


Showrooms: 48 Wigmore Street, W.1 


The Heati 
BONOCHORD 


Vest Pocket Valve Amplifier 


SMALL AS A MICROTELEPHONE, YET WITH THE 
HIGHEST OUTPUT EVER OBTAINED FROM 
A POCKET VALVE DEAF AID. 


Since their introduction the main obstacle to the general use 

of valve amplified deaf aids has been their bulk and weight. 

Attempts have been made to produce them in a form suitable 

for wear on the person without inconvenience, but in every case 

performance has been sacrificed to size, or the instrument has 
been ungainly for pocket use. 


The BONocHORD P3 is a 3 valve amplifier with piezo-electric 
microphone, which will fit easi/y into a waistcoat pocket, with 
separate batteries. Special valves designed for us have made this 
possible, together with the use of small components developed 
by our Research Department. In spite of its small size the aid 
has the amazingly high maximum output of 60 decibels. Let us 
send you full details of this new instrument, which we believe 
will do much to establish the general use of valve aids. 


ALLEN & HANBURYS LTD., Bepartment: 48 Wigmore Street, LONDON, W.1 


LIVERPOOL: MANCHESTER : BIRMINGHAM: TH COAST: 

ALEXANDER & FOWLER, J. A. PRISLEY, L. CANNON, J. CUNNINGHAM BEATTIE, 
Pembroke Place. 27, Byrom Street, St. John Street. 225, Warwick Road, Olton. 8, The Drive, HOVE, Susser 

Tel. No.: Royal 3242. Tel, No.: Blackfriars 2712. Tel. No.; Acocks Green 1479, Tel. No. 508511. 

NEWCASTLE-ON-TYNE: EXETER: EDINBURGH: ABERDEEN: 

BRADY & MARTIN, LTD., BROOM, REID & HARRIS, J. D. LUNAN, B.Sc., M.P.S., FRASER & McKAY, 
29, Mosley Street 3, Queen Street. 11, Randolph Place. 34, Upperkirkgate. 

Tel. No.: Newcastle 20849 Tel. No.: Exeter 3218, Tel, No.: Edinburgh 24546. Tel. No.: Aberdeen 362 


34 {See also p. 31.) 


| 
| 
es 
\ty 
“VAN 
= 
— 
\ 
* 
~ 


THE LANCET, } THE LANCET GENERAL ADVERTISER [Nov. 26, 1938 


OLLIRON 


For the effective treatment of 


THE IRON DEFICIENCY ANAEMIAS 
DEBILITY AND FATIGUE 


Colliron contains ten per cent. of iron in 
the form of Colloidal Iron Hydroxide. 
| Owing to this high concentration, treat- 
ment is most economical in cost. 


Colliron is free from the astringent effect 
of the soluble salts of iron, and is therefore 
very well tolerated in massive dosage. 


The dosage of Colliron. 


Adults—2o0 minims three times daily after meals, or for intensive treatment, 
one teaspoonful once or twice daily. . 

Children—s5 to 10 minims three times daily after meals, or for intensive 
treatment 15 to 30 minims once or twice daily. 


Colliron is issued in bottles : 


4 fid. oz. 3/- 16 fld. oz., 9/8 
8 fid. oz., 5/4 40 fd. oz., 22/- 
80 fid. oz., 40/- 


A PRODUCT OF THE EVANS BIOLOGICAL INSTITUTE. 


Evans Sons Lescher & Webb Ltd. 


LIVERPOOL AND LONDON 


COLLIRON 


(EVANS) 
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LABORATORIES 


HOUNSLOW. MIDDLESEX 


HE English Laboratories of Parke, Davis & Co. are situated 

at Hounslow, 12 miles West of London. They were established 

in April, 1900, and the first extension was made in 1907, 
in which year a building of three storeys was erected. Five 
years later the growing requirements of the firm necessitated a 
further addition of more than double the area of the old 
building. From time to time since, new buildings have been 
erected, and in 1937 the structure occupying the left half of 
the above illustration was opened. The total floor space is now 
nearly a quarter of a million square feet. 


In these laboratories extraordinary precautions are taken, 
regardless of expense, to secure an unequalled standard of 
activity and reliability in the pharmaceuticals produced. Every 
ingredient of every formula is critically examined, chemically 
or physiologically, and required to conform to exceptionally 
high standards of purity. Elaborate and costly measures are in 
force to prevent any possibility of error in manufacture, and 
every product has to pass the rigorous tests of the Analytical 
Department before it is issued. In every way possible the 
endeavour is made to ensure that the name “ Parke-Davis” on 
a label shall be a symbol of a product entitled to the implicit 
confidence of the medical profession. 


PARKE, DAVIS & CO... 50. BEAK STREET. LONDON, W.1. 
Laboratories : Hounslow, Middlesex. Inc. U.S.A., Liability Ltd. 
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HOWARDS’ 
STANDARD ETHER 


for 
ANA STHESTIA 


Made to a Standard of purity higher 
than that demanded by the British 


and Continental Pharmacopoeias. 


Obtainable at ordinary prices from any Wholesale House 


HOWARDS & SONS LTD. (Est. 1797) ILFORD 


*A Capsule a day 
from now until May 


Prescribe Adexolin — the i 
rationally balanced concentrates 


of vitamins A and D—throughout “SQ 
the winter months. Adexolin builds up Gly Gt 


is an effective prophylactic 

dose for adults and older children. 
For infants, 2 drops of the liquid 

should be added to every bottle feed. 
Each 3 m Adexolin Capsule is equal in vitamins A 
and D to 10 cc. of medicinal cod-liver oil. Each cc. of 
liquid to that in 20 ce. of medicinal cod-liver oil. 


Gt 


a powerful resistance to colds, bronchitis, 
influenza, and other seasonal infections. For 


susceptible patients the treatment should be Capsules: 25, 26; 100, 7/6; 500, 30 6; 1,000, 56/-. 
started as early as possible. One Adexolin 2/6; 2-02. bottles, 
Capsulea day (or 20 drops of Adexolin Liquid) are to usual professional 


Glaxo Laboratories 


VITAMINS A AND D: ROUTINE FOR WINTER PROTECTION Midde:  BYRon 9434 
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Inside the du Maurier filter tip there are five closely rolled layers. 
Two of cellulose fibre have been carefully interleaved with three of 
pure white vegetable tissue. This allows the full flavour of Virginia 
tobacco to pass the lips, but keeps out the bits of tobacco and other 
irritants. That’s why sensitive throats are so safe with «du Maurier” 


(either cork tipped in the red box or plain tipped in the blue box) 


MAURIER 


im the perfect cugaretle willl the axclubiat filter p 


TEN FOR SIXPENCE—TWENTY FOR ONE SHILLING 


att 
\ 
7 . 
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ESTABLISHED 1850 
It is universally acknowledged that in 


CONTRACEPTION 


the main consideration should be 


SECURITY WITH SAFETY 


We are one of the oldest suppliers of all types of contraceptives and the medical profession 
may rest assured that constant attention is given to the vital importance of protection. 


SIGN 


OF SECURITY 


Our “Empire"’ Brand of Condoms (approved by the National Birth We invite all interested in the subject of Birth Control, as 
Control Assn.) is offered at special prices to all Birth Control Clinics, etc. well as Members of Clinics, etc., to write for full Price Lists. 
Samples will be giadly supplied on request. N.B.—We offer special discounts for quantities. 
“Phone : HOL 0050 BURGE, WARREN & RIDGLEY LTD. 9)-92, SAFFRON HILL, LONDON, E.C_| 


OUR SERVICE TO DOCTORS 
AND THEIR DEAF PATIENTS! 


—NUMBER TWO— 
jN prescribing ‘“‘Ardente "’ for your deaf patients when an aid becomes necessary, you are safe because 
they can obtain service in most important towns throughout Great Britain—to meet any change in 
their aural condition. As an additional safety factor, each “Ardente "’ is covered by its maker's 
guarantee. There are a full range of “Ardente"’ types—electrical and non-electrical Bone- 
Conduction, Granule, Valve and Phantom types—which are 


individually suited, after Aurameter Test, to the needs of each 
case—no expense being incurred until hearing satisfactorily. 
_M. Inst. P. 


Particulars gladly sent and Tests are made at Aurists, Doctors’ patients, ‘Hespital, ‘or any of our addresses. 
Medical Press Reports are interesting. 
: 10 Medals, 5 Diplomas. Supplied under National Health Insurance. 


A R E N E LT D. OXFORD | STREET, LONDON, | 


Birmingham Gristo! Cardiff Exeter Edinburgh Glasgow Leeds Leicester Liverpool Manchester Newcastie Southamptor 


All British 


Shadowless Lamps 


for Operating Theatres 


D DIFFUSED LIG 

LOW FIRST COST. LOW MAINTENANCE, EASY 

TO INSTAL. CAN BE TILTED AS REQUIRED 
BY A TOUCH. 


EMERGENCY LIGHTING AVAILABLE, NO 
GLASS MIRRORS. 
Most of the leading Hospitals, 
Infirmaries, and Institutions 
throughout the country, includ- 
ing those of The London 
County Council and _ the 
Admiralty, have _ installed 


this Lamp. 
Write for Descriptive Illustrated Leaflet 


Ketvin, Borromiey & Baird Ltp. 


K.B.B. IDEAL SHADOWLESS LAMP, 70cm. 


di ceili ttern complete with Suspension * 

Special Electric Cambridge Street, Glasgow, cz 

Bulb for Voltages up to 250. 303 Shell-Mex House, Strand, Leadon, wc2 
Other types and sizes on application. 


| 
Service 
pomeet rare | 
Aural Conditions 
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Issued by The Imnerial Toha-- 


Comnany (of Great Britain and Ireland), Led. ©.C.630A 


BROOKS Rupture Appliances* 


For every known type of Hernia 


Every Brooks Appliance is carefully made to individual 
measurements and is guaranteed to fit perfectly and to 
hold securely. In addition to the usual types (inguinal, 
scrotal, umbilical, femoral, etc.) we also make Tropical 
Rupture Appliances, Bathing and Swim Trusses, Children’s 
and Babies’ Appliances and also Belts of all kinds. 
In fact, our range includesJeverything for the ruptured, 
and we are privileged to co-operate with an increasing 
number of medical men and hospitals. 


Let us send you full particulars. 


Femoral Appliance 


* Patented in England and thirteen foreign countries. 
Sold the world over. 


Brooks Appliance Co. Ltd. 


. (527H) 80 CHANCERY LANE, . (527H) HILTON CHAMBER 
London : Manchester : STEVENSON 


Telephone : London, Holborn 4813 Telephone : Manchester, Central 503! 


IN. Also at BUENOS AIRES, JOHANNESBURG, SYDNEY, MELBOURNE, CALCUTTA, SINGAPORE, AMSTERDAM, etc. 
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THE SWEDISH ALKALIN medical men should be 
TABLE 


particular to specify 


plied by S 50 years’ reputation 
For Medicinal and Table use 


This famous natural water con- 
tains practically no lime or iron, 
and so does not affect the hydro- 
chloric acid in the gastric juice. 
Ramlosa considerably increases 
the amount of urine and is there- 


fore indicated in the treatment 


of diabetes, rheumatism, gout, a | The Original and 


disorders, etc. 


ANALYSIS (per litre) only genuine Chlorodyne 
| Sod. Bicarb. .53 gm. Pot. Bicarb. 0003 gm. 

Sod. Chior. . 041 gz. Potass. Sulph. gm. 
=. Siileon 006 gm. 


used with unvarying success 

by the Medical Profession 

in all parts of the world 
for over 80 years. 


Retail Prices dozen) 
Large, 13/-. Small, 9/-. Splits, 7/-. 


Supplied by Army & Navy Stores, Selfridges, 
Harrods, Barkers and the Trade generally. 


ole Agent in Gt. 
COL. *DRAGE, CRICCIETH. 


THERE IS NO SUBSTITUTE 


Always insist on 
“‘Dr. Collis Browne's." 


THE IDEAL FORM OF CINCHONA. 


A Recent Medical Opinion. 


“Tl have recommended VIBRONA to my patients and used it in my | 
household for a quarter of a century and consider it a valuable tonic and 
restorative in convalescence after any debilitating disease. In such cases I 
have seldom failed to witness its good effects even when taken for short 
periods.’”’—71136c. M.D. 


SOLE PROPRIETORS: FLETCHER, FLETCHER & Co., LTpD., LONDON @ SYDNEY. 


JENNER INSTITUTE Slucerinated VACCINE LYMPH 


PREPARED IN ACCORDANCE WITH THE THERAPEUTIC SUBSTANCES REGULATIONS (BRITISH PRODUCT) 


SINGLE VACCINATION TUBES ~ - 8d.each; 7s. dozen. Postage 1}d.extra. Telegrams: 
LARGE TUBES (EXPORT Only) sufficient for 5 vaccinations, 1s. 3d. each; 12s. dozen. 


SOLE AGENTS FOR SCLAVO'S ANTI-ANTHRAX SERUM. Lonpon ” (2 words). 


JENNER INSTITUTE FOR CALF LYMPH LTD., 73, Church Road, Battersea, S.W.11. 
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When patients need sparkling wine 


ACKERMAN - LAURANCE 
7 D R @) a ] Obtainable everywhere 


Per bottle .. .. 8/6 
“ May be recommended with every con- Per half-bottle -. 4/6 
fidence as specially suitable for persons with Per quarter-bottle ... 2/6 
a rheumatic tendency.” Write for a useful attachment 
General Agents (Wholesale only) for U.K. and Colonies: sent post _ free _on_ application. 


ANDERSON DOBSON & CO., LTD., 13, Cooper’s Row, LONDON, E.C.3 


“ Posterisan-ungt., and Sup- A PRODUCT OF THE DR. KADE LABORATORIES BERLIN BRAND 


positories definitely effective in | HAMORRHOIDAL SUPPOSITORIES 


AND OINTMENT 
Pruritus Ani—severe case, A free supply for clinical trial 


° ether with interesting litera- 
wher € only Ungt. Cocaine oe on Posterisan Teer cont 


+ £9) to any member of the medical 
gave relief. poofeanien on request. 
—M.B., Ch.B. CHAS. ZIMMERMANN & CO. Ltd. (Medical Dept.) 
a 9-10, St. Mary-at-Hill, LONDON, E.c3 


EPHEDRINE PREPARATIONS 


GALE 


Prepared only with the pure and active levo-rotatory alkaloid. 
Indications :—Asthma and Bronchial Tract Infections. 


SYR. EPHEDRIN. co. | ELIXIR OF EPHEDRINE. 
Containing Ephedrin. Hydroch. (gr.} in 1 drachm), Containing Ephedrin. Hyd. gr. } in 1 drachm. 
Ethyl-Morph. Hyd., Ammon. Chlor., Syr. Agreeably flavoured with aromatics. 

Scille, Syr. Pruni Virg., and Ext. Ipecac. Liq. 

EPHEDRINE SPRAY. EPHEDRIN. HYDROCH. TABLETS. | 
Containing Ephedrin. 2%, Menthol, Camphor, Gr. 1, }, and }. | 
Oil of Pine, etc. Oral and Hypodermic. | 


GALE, BAISS & CO. Ltd., Wholesale Chemists and Druggists, 


274/276, ILDERTON ROAD, LONDON, S.E.15. | 
Telephone: New Cross 0094. 


SAMPLES, PRICES, AND LITERATURE ON APPLICATION. 
| 


CATALOGUE of SECONDHAND SURGICAL INSTRUMENTS, OSTEOLOGY 
MICROSCOPES POST FREE. 


Students’ Half Sets of Osteology. Articulated Skeletons and Disarticulated Skulls. 
MILLIKIN & LAWLEY, 67 & 68, CHANDOS PL., STRAND, W.C.2 


(Adjacent to Charing Cross Hospital Medical School.) Telephone : Temple Bar 2206. 
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HEALTH BREAD 
ROLLS 
CRACKNELS 


HYGIENIC PACKING 


PROTEIN CARBOHYDRATES 
42.00% 49.10% 


POLLEY AND COMPANY LIMITED | 


REGD,. TRADE MARK 


=. — WIDELY USED IN DIETS FOR 
DIABETES 

GASTRIC ULCER 

——~ INDIGESTION & OBESITY 


Sample, Diet Plans & Analysis Free on Request P 
Dept. L), PLYMOUTH RD. LONDON, E164 


** Patz’? Lager combines the qualities of a corro- 
borant with the palatable attractiveness of a 
sparkling beverage. ‘‘Patz” Lager is matured 
for 12 months, bottled and pasteurised in the 
British Isles, ensuring a purity particularly valu- 
able where the re-establishment of eu ia is 
desired. It holds the world’s Record 

Sufferers from gout, liver and kidney , 
and mild diabetes derive considerable benefit 
from ‘‘ Patz” Lager because of its low carbo- 
hydrate and protein content. 

And for you, Doctor—the end of ae 
day is incomplete without a “‘Patz ” 


The Lancet’s analy- 
tical report of 
30/5/36 will be sent 
on request. 


NUSSLE 


GERRARD "706 GENUINE & ORIGINAL 


(3 lines) 


IMPORTANCE OF SHREDDED WHEAT’S 
Five Food 


Mineral For New 
Salts Tissues 
Carbo- 


Mydrates| For Energy 


The carbohydrates in the pure whole 


Bran for Regularity 
wheat are present to precisely the same 


4. ENERGY 
high degree in Shredded Wheat. This 


is why young and old find Shredded Wheat such a splendid energy- 
giving food. It not only abounds in the Five Food Values but presents 
them in a specially assimilable form for rapid absorption by the 
system. They are thus, of course, most readily transformed into new 
energy, stamina and vigour. 


SHREDDED WHEAT 


Made by The Shredded Wheat Co. Ltd., Welwyn Garden City, Herts. 


EFFECTIVE CALCIUM THERAPY 
THROUGH CALCIUM RETENTION 


UNIVERSITY EXAMINATION 
POSTAL INSTITUTION 


Founded tn 1882 by E. S. WEYMOUTH, M.A. 
Postal or Oral Preparation for all Medical E 
SOME SUCCESSES 

M.D.(Lond. ), 1901-37 (11 Gold Medallists 1913-37)413 
M.S.(Lond. ), 1901-37 (including 4 Gold Medallists) 24 
M.B.,B.S.(Lond. ), 
F.R.C.S.(Eng.)i919-87 Primary 199; Final192 
D.P.H. (various), 1906-37 (completed exam.) 348 
F.R.C.S.(Edin,), 1918-37 .............. 65 
M.R.C.P,(Lond.), 1919-37 ............286 
M.R.C.S.,L.R.C.P. Final 1919-37 (completed exam.) 606 
M.D. (various), by Thesis. Many Successes. 
D.O.M.S., D.L.O.,D.P.M.,, &. Many Successes. 


MEDICAL PROSPECTUS (47 pages), 


sent gratis, along with List of Tutors, &c., on application to the 
principe, Red Lion-square, London, W.C.1. (Telephone: 
olborn 


STAMMERING, SPEECH DEFECTS. 

BEHNKE METHOD. Estab. non-resident, 

treated at 39, Earl’s Court-square, S.W 

the wage Holidays at — Behnke’s = on the Chilterns. 
the education and treatment of 

and other defects.”"—The Times. 

“Thoroughly physiological prineiples. "—The Lancet. 

“The method is scientifically correct and perfectly effective.” 

—Guy’s Hospital Gazette. 


“STAMMERING, CLEFT PALATE, SPEECH LISPING.” 
ef Miss BEHNKE, 39, Earl’s Court-square, S.W.5 


STAMMERING 
SPEECH DEFECTS 
RESIDENT AND NON-RESIDENT PUPILS. 
Full Particulars upon request to: 


Mr. A. C. SCHNELLE, 
419, Bedford Court Mansions, 
London, W.C.1 


3s. 9d. 


Museum 3665. 


DIPLOMA IN PUBLIC HEALTH 
THE ROYAL INSTITUTE OF PUBLIC 
HEALTH AND HYGIENE 


The course of instruction can be commenced at any time. 
Candidates holding appointments are admitted to Part ITI 
Course as part-time students. 
A prospectus and further eee can be obtained from 
the Secretary. Telephone: Langham 2731-2 
28, Portland-place, London, W.1. 


Estab. 1905. 


43 


4 
3 
] 
4 
MATURED 
FOR 
/ 
v 
Aatz 
| 
lamin B tor Growt — 
\ 


THE LANCET,] THE LANCET GENERAL ADVERTISER (Nov. 26, 1938 


BRITISH POSTGRADUATE MEDICAL SCHOOL 


(UNIVERSITY OF LONDON) 


Department of Surgery 
A COURSE OF THREE LECTURES on 
SURGERY OF THE PROSTATE 


will be given by 
Mr. A. CLIFFORD MORSON, 0.B.E., F.R.C.S. 
on DECEMBER 2nd, 9th, and 16th, 1938, at 2.30 p.m. 


Department of Pathology 


A COURSE OF THREE LECTURES on 
CHEMICAL TRANSMISSION OF NERVE IMPULSES 


will be given by | 
Sir HENRY DALE, C.B.E., M.D., F.R.C.P., F.R.S. 
on DECEMBER 7th, 14th, and 2lst, 1938, at 4.30 p.m. 


These lectures are for regular students of the School, but a limited number of tickets are available, without fee 
for medical practitioners. Applications for tickets should be addressed to the DEAN, BRITISH POSTGRADUATE MEDICAL 
ScHOOL, DuCANE-ROAD, SHEPHERD’s Busu, Lonpon, W. 12. 


MEDICAL CORRESPONDENCE 
B.1.R. CONGRESS COLLEGE, 


and EXH | BITION of | 19, pemeee Street, London, W.1. 
X-RAY apparatus M.D. THESIS 


All Universities. 


(Organised by the British X-Ray Industry) Skilled coaching, guidance, and advice, by specialist 
| | tutors. 
Recent successes include Gold Medals at M.D. 
will be held at the Edinburgh, and at M.D. Belfast, and many “‘ High 
‘ | | Commendations”’ and ‘‘Commendations” at other 
CENTRAL H December | | Universities. 
ALL 7 


10 a.m. to 7 p.m { Write for free booklet “ How to Write a Thesis for the M.D. degree.” 


WESTMINSTER 8 
10 a.m. to 6 p.m. £8] | M.D. LON DON 


MEDICAL MEN ARE CORDIALLY INVITED Courses by skilled tutors for each branch of the 
| | M.D. London. 

Programme of meetings on application to— | Oral, clinical, and practical work arranged. 

General Secretary, British Institute of Radiology || water 

omy Were: Condon, _| Edinburgh, F.R.F.PS. Glasgow. Many successes. 

Organising Secretary, Eric J. Ward Watkinson Write for free booklet “Guide to the M.D. London" to the Secretary, 

100, Judd Street, London, W.C.| Soot, Lenten, WE 
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THE LONDON SCHOOL OF DERMATOLOGY 


ST. omrs & HOSPITAL FOR DISEASES OF THE SKIN, 
’ 5, Lisle Street, Leicester Square, W.C.2 


Conducted by the Menenery Staff of the Hospital, together with 
the Physicians in cha: P = the Dermatological Departments of 
the London Teaching itals. Lectures and Demonstrations 
twice weekly during Octo rand November and again during 
es f and yuacuntr. and four times weekly during May. 

Practitioners desiring to attend any particular lecture 
or ransionan lectures can do so without pa 
daily at 2 P.M. and 6 P.M. Saturdays 10 a.M. only. 
is particularly well-equipped and arrangements can be made for 
classes, individual ‘ealreetion, or for research work. 

Enquiries : The Dean or Secreta ry of the School. 

N ational Adoption Society. 
4 Baker-street, W.1. Tel.: Welbeck yess. offers assistance 

in the 1 adoption of illegitimate and orphan babies into 

suitable family life. Chairman : The Lady Gweneth Cavendish. 


PRELIMINARY EXAMINATIONS FOR MEDICAL 
AND DENTAL STUDENTS 


The College of Preceptors holds Preliminary Examinations in 
March, June, September, and December. For regulations, apply 
to the Secretary, College of Preceptors, Bloomsbury-Square, 


London, W.C.1. 
U niversity of 


A course of Five Lectures on ‘‘ The Position of Viruses in 
Fhe eo World ” will be given by Prof. F. W. Twort, 
Professor of Bacteriology and Superintendent of the 
a nstitution). The first four lectures will be given at 
THE LONDON SCHOOL OF HYGIENE AND TROPICAL MEDICINE 
(Keppel-street, Gower-street, W.C.1) on December Ist, 2nd, 
5th and 8th, at 5 P.M., and the fifth lecture, with demonstration, 
will be given at the BROWN ANIMAL SANATORY INSTITUTION 
149, Wandsworth-road, Vauxhall, 5S.W.8) Friday, 

ecember 9th, at 5 P.M. 

MISSION FREE, Ww TICK 
WORSLEY, Academic Registrar. 


THE “TAVISTOCK CLINIC 
(THE INSTITUTE OF MEDICAL PSYCHOLOGY) 
MALET PLACE, 


A WEEK-END COURS 
MARRIAGE PROBLEMS 
will begin on SATURDAY, 10TH DECEMBER, 1938. 
Lectures will be given from 11 A.M. to 6 P.M. on Saturday and 
from 11 a.M. to 1 P.M. on Sunday. 
Fee for the course £1 1s. 
teed — apply to the EDUCATIONAL SECRETARY at the 


HILL END HOSPITAL 


ANP CLINIC 


FOR THE PREVENTION AND TREATMENT OF MENTAL 
AND NERVOUS DISORDERS 
(20 miles from London) 


Ladies suffering from all forms of MENTAL og a om are 
received for treatment, on modern lines, as Voluntary pomey 
or Certified Private Patients at the Hill 5 Ny Hospital. 
Convalescent or mild cases can be treated in a deli 
country mansion, with extensive grounds, known as 

HIGHFIELD HALL, 
situate about a mile away from the Hospital. 
FEES TWO TO FOUR GUINEAS PER WEEK. 


For further peti Bek. to the Medical Director 
W. J.T. Kiwser, L.R.C.P 


ST. ALBANS, HERTS 
MALLING PLACE, KENT 


a fee. Clinics 
he Laboratory 


London. 


on 


For LADIES and GENTLEMEN of Unsound Mind. 
Terms oatrte. Apply to Resident Medical Superintendent. 
Telegrams: Waser MaLiino. Telephone No. 2 MALLING. 


BROOKE HOUSE, CLAPTON 


A PRIVATE HOME for the 5 ae of Nervous and 
Mental Disorders in both sexes. Situated in nine acres of 
Pleasure Grounds. 


Voluntary, Temporary, and Certified Patients received. 
For further particulars apply— 
Dr. ERNEST ROLLINS, Resident Physician. 
Yel.: Amherst 1642. 


Telegraphic Address : 
“Re lief, Old Catton.” 


NERVOUS & MENTAL AFFECTIONS 
Norwich. 


Ladies only received 

‘The Grove, Old Catton, 
A High-class Home for the Curative Treatment of 
Nervous Affections. Voluntary Boarders are also received 
certificates 


For full particulars apply to the Misses McLINTOCK or 
r. 8. BARTON, 34, Surrey -street, Norwich, Visiting ae” 


CH ISWICK HOUSE, 


PINNER, MIDDLESEX. 
Telephone: PINNER 234. 
A Private Hospital for the Treatment and Care of Mental and 
Nervous Ilinesses in both Sexes 
A modern country house, 12 miles from Marble Arch, in 


Telephone: 
290 N 


Dove.as M.D., D.P.M. 


THE ‘WARNEFORD, OXFORD. 
HOSPITAL FOR MENTAL DISORDERS. 
President: The Right Hon. the LorD SaYE AND SELE. 


This stered Hospital for the Treatment and Care, 
moderate charges, of Menta] Patients belonging to the a 
classes, stands in a healthy and pleasant situation on Headington 
Hill, near Oxford. Voluntary and Temporary Patients are oie 
received for treatment. The adjacent estate of HIGHFIELD 
PARK has recently been acquired and the house, dy has 
been modernised and equipped with every comfort, is now 
available for mild and convalescent patients. vate suites 

can be arranged. 


further particulars apply to the Physician-Superintendent. 


PORTSMOUTH CITY MENTAL HOSPITAL 


Accommodation is provided for the reception of PRIVATE 
PATIENTS of both sexes in three detached Villas, which are 
——v and pleasantly situated in extensive grounds with ses 
views. 

Charges from 3 guineas weekly, including all necessaries except 
clothing.—Apply to the Medica Resident 
Physician, THOMAS BEaATON, O.B.E., M.D., F.R.C.P 


STRETTON HOUSE, 


Church Stretton, Shropshire. 


A PRIVATE HOME for the treatment of gentlemen suffering 
from Mental and Nervous illness, including the allied Disorders of 
Alcoholism and the Drug Habit. All types of early Mental and 
Nervous Cases are received without Certificates as Voluntary 
othe coun rectory —Apply 
to the Medical Superintendent. "Phone 10 P. 0. _Chureh Stretton. 


CITY OF LONDON MENTAL HOSPITAL 
Near DARTFORD, KENT. 
Ladies and Gentlemen received for treatment 
under certificates, and without certificates as either 
VOLUNTARY or TEMPORARY PATIENTS, 
at a weekly fee of £2 gs., and upwards. 


FENSTANTON 


Christchurch Road, Streatham Hill, S.W.2 


A Private Home for the Treatment of LADIES 

with Mental and Nervous Disorders. Psycho- 

Therapy, Physio-Therapy, &c. 12 acres of grounds 
y: Dr. MADELINE R. LOCKWOOD, 

: TULSE HILL 7181 Resident Physician Superintendent. 


Gyrove House, All Stretton, Church 
STRETTON, SHROPSHIRE. 


A PRIVATE HOME for the care and treatment of a limited 
number of Ladies Mentally Afflicted. 

Climate healthy and bracing. 

Apply to Dr. MoCLinTock, Proprietor and Resident Medica! 
Superintendent. 
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All Nurses fully insured against Accident. 


General 6 Mental Nurses Association, Ltd. 


8, HINDE STREET, | MANCHESTER SQ, (MALE & FEMALE) 


SUPPLY STATE NURSES FOR ALL MENTAL AND NERVE CASES, AT A MOMENT’S 


Telegrams: “Isolation, London.” 
Telephone: Welbeck 9842. 


Terms from £3 136. Apply MATRON. 


MALE & FEMALE ASSOCIATION, LIMITED. 


NURSE 


TERMS frem £3 3s. 


All Members of our Staff are Total Abstainers 


50, NOTTINGHAM PLACE, LONDON, W.1. 


CERTIFICATED HOSPITAL NURSES (Male and Female) AVAILABLE DAY AND NIGHT FOR MEDICAL, SURGICAL, MENTAL AND ALL CASES 
ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT. 


Telegrams: “*Gentlest, London.” Telephone: Welbeck 5969 


Apply, LADY SUPERINTENDENT. 


MALE NURSE 


8, HINDE ST., MANCHESTER SQ., W.1. 


MANCHESTER—2387, BRUNSWICK STREET 

EDINBURGH—7, TORPHICHEN STREET 
Terms £4 4 0 per week 

ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT 


College) 


TEMPERANCE CO-OPERATION, LTD. 


TRAINED MALE 


NURSES AND VALET ATTENDANTS for MENTAL, 
MEDICAL, TRAVELLING AND ALL CASES 


Telephones : Telegrams: 
London: 3297 WELBEcK, ASSUAGED, LONDON, 


Manchester: 3619 ARDWICK. ASSUAGED, MANCHESTER, 
Edinburgh : 2715 CENTRAL, ASSUAGED, EDINBURGH. 


Please address all communications W.WALSHE,Secretary. 


VENDISH NURSES 


jal Nurses for 


jerve and Mental 


MALE and FEMALE 


A very convenient form of telephone 


Branches :—MANCHESTER : 176, Oxford Road. 
Superior trained Nurses for Medical, Surgical, Mental Dipso- 
mania, Travelling and all cases. Nurses reside on the premises 
and are always ready for urgent calls Day and Night. Skilled 
Masseuses, Masseurs, and good Valet attendants supplied. 
Terms from £3 13 6. Apply to the Secretary or Lady Supt. 


Head Office: 54, BEAUMONT ST., LONDON, W.! (late 43, New Cavendish St., London, W.!). 
GLASGOW : 28, Windsor Terrace. 


DUBLIN : 23, Upper Baggott Street. 
Telegrams : London. :: Surgical, Glasgow. 
Tactear, Manchester. 83 Tactear, Dublin. 
Telephones : London, 1277 Welbeck (2 lines). 
Manchester, 3152 Ardwick. ein 477 Douglas. 
Dublin, 62006. 


THE NEW MENTAL NURSES CO-OPERATION 


66 Queen’s Gardens, Lancaster Gate, W.2. 
(Established 1912.) 


Specially trained Nurses for Mental and Nerve cases 


(All Nurses are insured under the Employers Liability 
Act, 1906.) Apply the Supt. 


Telegrams: 
“ Psyconurse, Padd., Lond.” 


Telephone: 
No. 6105 Padd. 
Telephone: WELBECK 2728. 


Telegrams: “ ASSISTIAMO, LONDON,” 


MALE NURSES 
ASSOCIATION 


29, YORK ST., BAKER ST., LONDON, W.1 


Established 34 years. 


Permanent Staff of Resident Male Nurses 

We supply fully-trained Male Nurses for all cases. 

Thoroughly experienced men with special training 
for mental work. 


W. J. HICKS, Secretary. 
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BARNWOOD HOUSE, GLOUCESTER. 


A HOSPITAL FoR THE CARE and TREAT- 
NT o ADIES anpD GENTLEMEN SUFFERING FROM 
lERVOUS AND MENTAL DISORDERS. 


Within two miles of the G.W. and L.M. & S. aor Stations 
at Gloucester, the Hospital is easily accessible by rail from 
London and ali other parts of the United Kingdom. It is 
beautifully situated at the foot of the Cotswold Hills, and 
stands in its own grounds of over 300 acres. Voluntary Patients 
of both sexes also are received for treatment. Special accom- 
modation is also provided at five villa residences, all of which 
stand in their own grounds and are entirely separate from the 
main Hospital. 

For particulars as to terms, &c.,apply toG.W.T.H. FLEMING, 

R R.C.P., D.P.M., ysician Superintendent. 


Telephone: No. 6207 Gloucester. 


HOME for EPILEPTICS MAGHULL 


(Near Liverpool) 
FARMING and OPEN AIR OCCUPATION for PATIENTS 


A few vacancies 
in Ist and 2nd 
Class Houses. 
FEES: 

Ist Class (men 
only) from £3 p.w. 
upwards. 
2nd Class (men and 
women) 32/- p.w. 


For further 
porticulars apply 
Secretary, 

C. EDGAR GRISEWOOD, A.C.A., 20, Exchange St. East, Liverpool. 


« 
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THE RESIDENTIAL TREATMENT OF 
ALCOHOLISM & DRUG ADDICTION 


RENDLESHAM HALL 


(Pestal Address), WOODBRIDGE, SUFFOLK 


ENDLESHAM HALL, which is 
open to receive patients, is essen- 
tially a Sanatorium. Its daily life and 
routine are that of an ordinary com- 
fortable holiday or health resort, or of 
a large country house. Each patient 
has all the privileges of a guest consistent 
with the prescribed medical treatment. 


RENDLESHAM HALL 


Rendlesham Hall has 45 Bedrooms, and about 450 acres of Gardens and Park. 
It has also a private Nine-hole Golf Course, Tennis and Croquet Lawns, and Bowling Green. 


Illustrated Booklet, giving particulars as to terms, etc., can be had on application to 


THE RESIDENT MEDICAL SUPERINTENDENT 


Telegrams and Telephone: WICKHAM MARKET 216. (Toll Call from London.) 
Proprietors: THE NORWOOD SANATORIUM, LIMITED. 


RUTHIN CASTLE, NORTH WALES 


A Private Hospital or Clinic for the diagnosis: and treatment of Internal Diseases (except Mental or 
Infectious Diseases). 


The weekly fees are from 15 guineas according to the room occupied; rooms with bathroom are 
from 21 guineas. The charges include all chemical, bacteriological, X-ray or other examinations advised 
by the doctors, and all the usual forms of treatment, in addition to board and lodging. There are no extra 
charges except for alcohol (when ordered) and laundry. 

An examination and consultation fee of 15 guineas is charged on the first visit. 


The climate is mild. The annual rainfall is 30°5 inches, that is, less than the average for England. 
There is central heating throughout. 


Address—Tut Secretary, Ruthin Castle, North Wales. 


Telegrams : Castle, Ruthin. Telephone: Ruthin 66, 
* The MUNDESLEY SANATORIUM 
%% Resident Physicians: 
% The central building makes S. VERE PEARSON, The buildings face S8.S.W. of 
%% the Mundesley Sanatorium M.D. (Cantab.), M.R.C.P. (Lond.). and are sheltered from the om 
% the best equipped buildin E. 0. WYNNE-EDWARDS, | pea by a pine-clad ridge. ~ 
Bid in England for the cure o M.B. (Cantab.), F.R.C.S. (Edin.). The sunshine record and dr . 2 
Tuberculosis. All the bed- GEORGE H. DAY, 
%% rooms have hot and cold M.D. (Cantab.). Th 
running water, electric light e medical equipment 18 
The public rooms are THE SANATORIUM, a day a nig. nursing 
Telephone: 94 and 95 
% TERMS FROM 7} GUINEAS WEEKLY % 
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ST. ANDREW’S HOSPITAL 


FOR MENTAL DISORDERS, 


NORTHAMPTON 


FOR THE UPPER AND MIDDLE CLASSES ONLY. 
PRESIDENT: THE Most Hon. THE MARQUESS OF EXETER, C.M.G., A.D.O. 
MEDIcAL SUPERINTENDENT: THOMAS TENNENT, M.D., M.R.C.P., D.P.H., D.P.M. 
This Registered Hospital is situated in 120 acres of park and pleasure unds. Voluntary patients, who are suffering from 


incipient mental disorders or who wish to prevent recurrent attacks of mental trouble, somaetaty gations. and certified patients 
of both sexes, are received for treatment. Careful clinical, bio-chemical, bacteriologi pats oO ogical =. Private 


cal, and 
rooms with s al nurses, male or female, in the Hospital or in one of numerous vilias in 
can be provided. 


WANTAGE HOUSE 


This is a Reception Hospital, in detached grounds with a se te entrance, to which ents can be admitted. It is 
equipped with all the apparatus for the most modern treatment of Mental and Nervous Disorders. It contains special de 
ments for hydrotherapy by various methods, including Turkish and Russian Baths, the prolonged immersion bath, ichy 
Douche, Scotch Douche, Electrical Baths, Plombiéres treatment, &c. There is an operating T . & Dental Surgery, and 
X-ray Room, an Ultra-violet Apparatus, and a Department for Diathermy and High Frequency treatment. It also contains 
Laboratories for bio-chemical, bacteriological, and pathological research. 


MOULTON PARK 


Two miles from the Main Hospital there are several branch establishments and villas situated in a park and farm of 650 acres. 
Milk, meat, fruit, and vegetables are supplied to the Hospital from the farm, gardens, and orchards of Moulton Park. Occupation 
therapy is a feature of 3 branch, and patients are given every facility for occupying themselves in b , and 


fruit growing. 
BRYN-Y-NEVADD HALL 


The Seaside house of St. Andrew’s Hospital is beautifully situated in a Park of 330 acres, at Llanfairfechan, amidst the finest 
scenery in North Wales. On the North West side of the Estate a mile of sea coast forms the boundary. Patients may visit this 


branch for a short seaside change or for longer periods. The Hospital has its own private bathing house on the seashore. There 
is trout fishing in the park. 


At all Branches of the Hospital there are cricket grounds, football and hockey grounds, lawn tennis courts ( 


grass and hard 
court), croquet grounds, golf course, and bowling greens. Ladies and gentlemen have their own gardens and facilities are provided 
for handicrafts such as carpentry, &c. 


For terms and further particulars apply to the Medical Superintendent (TELEPHONE: No. 2356 and 2357 Northampton), 
who can he in London bv cennintment 


CAMBERWELL HOUSE 


Telegrams: “ PsYcHoiia, LONDON.” 33, PECKHAM RD., LONDON, S.E.5. Telephone: Rodney 4242 (2 lines). 


for the freatmont of MENTAL DISORDERS. 

80 completely de e as for ses, with private suites if desired. Voluntary Patients 1 " acres 
of Grounds, Hard and Grass Tennis Courts, Putting Greens. Bowls, Croquet, S sf Se lg te with 
Badminton Court, and al] indoor amusements, including Wireless and other Concerts, Occupational Therapy, Calisthenics, and 


Dancing Classes. X-ray and Actino-therapy, Prolonged Immersion Baths, O ting 


or Physician: Dr. HUBERT JaMESs Nona, assisted by three Medical Officers, also resident and visiti 
An illustrated Prospectus, giving fees which are strictly moderate, may be obtained upon application to the ema 
The Convalescent Branch is Hove Villa, Brighton, and is 200 feet above sea level. 


FAIRFORD RETREAT, Gloucestershire 


(Within two hours of London.) ESTABLISHED 1822. 


Home life for Ladies and Gentlemen MENTALLY AFFLICTED. Voluntary Patients received wi Cert 

Retreat is pleasantly situated in extensive greunds on the banks of the River Colne, a part ba A 7 A 
stream flows through the Estate. There is every facility for sport and Occupational Therapy. The neighbourhood abounds 
in . ae and Fairford, being in the Cotswolds on a dry oolitic soil, is remarkably healthy. Own farm and 


For terms, which are very moderate, apply to the proprietor, Dr. 4. C. King-Turner, The Retreat, Fairford, Glos. Telephone 9 


THE COTSWOLD SANATORIUM 


First opened in 1898 and rebuilt in 1925 on the Cotswold Hills seven miles from Cheltenham, for the treat 

other forms of Tuberculosis. Aspect S.S.W., sheltered from North and East, elevation 800 feet. Pure Drecine ai 
MENT by artificial PNEUMOTHORAX (X-ray controlled). TUBERCULINS, and ULTRA-VIOLET RAs is available when 
neceseery without extra charge. X-RAY plant, Fully Equipped Dental Department, Electric Light Radiators, hot and cold basins 
an ireless in all rooms. p-to-date drainage, Full day & night Nursing Staff. Terms 5 to 7} Guineas a week inclusive. 

Med. Supt.: GEOFFREY A. HOFFMAN, B.A.,M.B.,T.C. Dub. Asst. Phys.: MARGARET A. HARRISON 

Cons. L logist : GN. BARKER, F Edin., D.L.0. Cone. Dent. Surgeon : GEORGE V-SAUNDERS, RCS, Lond. 
Phone : 81 & 82 Witcombe. Apply : The 8 , The Cotswold Sanatorium, Cranham, Gloucester. Telegrams : “ ‘Hoffman, Birdlip.” 


PRIOR PLACE SANATORIUM 


HEATHERSIDE, CAMBERLEY, SURREY. 
FOR THE TREATMENT OF PULMONARY TUBERCULOSIS 


Well situated on high ground and surrounded by pines and heather. 
All rooms are fitted with electric light, wash basins with hot and cold tone one radiators. 
X ray plant. Day and night nursing staff. 
RESIDENT MEDICAL SUPERINTENDENT: Dr. H. O. BLANFORD, to whom application for admission can be made. 
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THE OLD M ANOR A Private Hospital for the Care and 


Treatment of those of both sexes suffer- 


SALISBURY ing from MENTAL DISORDERS. 


Extensive grounds. Detached Villas. Chapel. Garden and Dairy Produce from own farm, Terms very moderate. 

CONVALESCENT HOME Detached Villas standing in 12 acres of ornamental grounds, with tennis courts, etc., which 

AT BOURNEMOUTH Voluntary, Temporary or Certified Patients may visit by arrangement for long or short period. 
Illustrated Brochure on application to the Medical Superintendent. The Old Manor, Salisbury. Telephone: Salisbury 2251. 


THE ROYAL EARLSWOOD INSTITUTION 


FOR MENTAL DEFECTIVES, REDHILL, SURREY. 
(Formerly the EARLSWOOD ASYLUM.) PATRON: H.M. THE KING. 
FOR THOSE REQUIRING CONTROL with EXPERT SUPERVISION and needing SPECIAL TRAINING in useful 
cones. SCHOOLS, FARMING, and various TRADE WORKSHOPS. 
nclusive fees from £110 pa. THOSE UNABLE TO PAY FULL FEES admitted by votes of subscribers with pari 
payment towards cost. 
RECREATIONS: Outdoor games. MALE STAFF BAND for Concerts, Dancing, etc. 
Apply: THE MEDICAL SUPERINTENDENT, Earlswood, Redhill, Surrey, ‘Phone: REDHILL 344: or to the Secretary, 
Mr. H. STEPHENS, 14-16, Ludgate Hill, E.C.4, "Phone: Crry 4697. 


THE MAUDSLEY HOSPITAL, DENMARK HILL, S.E.5. 


A CLINIC instituted by the London County Council for treatment of Nervous and Curable Mental Disorder. Voluntary patients only received. 
New Out-patients.—Men : Mondays and Thursdays, 2 p.m. Women: Tuesdays and Fridays, 2 p.m, Children : Mondays and Fridays, 10 a.m. In-patients 


(a) 235 beds (both sexes) in wards or separate rooms, including 35 beds in a ward of King’s College Hospital which is in use as a temporary annexe of the 
Maudsley Hospital; (b) a special ward (including some private rooms) for those patients of each sex who are paying the full cost and are otherwise 
suitable. Terms—&5 a week, but in the case of patients with a legal settlement in the County of London a less sum may be charged according to means, 


Terms include (with rare exceptions) all forms of treatment, for which there are exceptional facilities as there is a Staff of Consultant Specialists, and 
the Central Laboratory of London County Mental Hospitals is attached to the Hospital. Inquiries of Eowarp Marotuer, M.D., F.R.C.P., F.R.C.S, 
Medical Superintendent. 


PECKHAM HOUSE, 112, Peckham Road, London, S.E.15 


Telegrams: “ Alleviated, London.” Telephones: Redney 2641 and 2642. 


The above House is for the care and treatment of persons suffering from mental diseases and nervous disorders. Certified 
voluntary and temporary —— are received. Separate houses for treatment and accommodation of special cases adjoin the 
Institution. Occupational therapy, physica] drill, and other forms of modern treatment. There is a seaside branch, Kearsne 
Court, near Dover, to which patients may be sent for treatment oron holiday. Motor drives are arranged when required. T e 
courts. Entertainments, dances, and indoor amusements held throughout the year. Terms from £3 3s. per week. Illustrated 
prospectus and further particulars can be obtained from the MEDICAL SUPERINTENDENT. 


BROMPTON HOSPITAL 


and FRIMLEY SANATORIUM 
PAYING PATIENTS RECEIVED 


BOTH MEDICAL and SURGICAL CASES 
5 to 8 guineas per week at the Hospital. 3 to 4 guineas per week at the Sanatorlum 


APPLY TO THE SECRETARY :—BROMPTON HOSPITAL. S.W.3 


VALE OF CLWYD SANATORIUM 


This Sanatorium is established for the treatment of Tuberculosis of the Lungs and the Pleural Cavities. It is situated in 
the midst of a large area of park-land at a height of 450 feet above sea level, on the South West slopes of mountains rising to over 
1800 feet, which protect it from north and east winds and provide many miles of graduated walks with magnificent views. Average 
rainfall 29-57 per annum. Full day and night Nursing Staffs. X-Ray plant. Every facility for Artificial Pneumothorax and 
for operations on the chest. Electric Lighting. Central Heating. Home Farm. Grade A Milk from T.T. Herd. 

For particulars apply to Medical Superintendent. 

H. Morriston Davies, M.D., M.Ch. (Cantab.), F.R.C.S., Llanbedr Hall, Ruthin, N. Wales. 


CRICHTON ROYAL, DUMFRIES 


For NERVOUS AND MENTAL DISORDERS 


This hospital has every facility for complete investigation of the above cpnditions, and provides all forms of modern 
treatment, including psychotherapy, physiotherapy, occupational and recreational therapy. Cases of alcoholism and drug 

addiction are admitted. The Physiotherapy Department has separate units fully equipped for X-ray work, heliotherapy, 
short-wave therapy, electro-therapy, and hydrotherapy (swimming bath, prolonged baths, Scotch and Vichy douches, 
Plombiéres treatment, electric and Turkish bath cabinets, etc.). There is a fully equipped gymnasium under qualified 
instructors. Facilities are provided under special recreational therapists for all indoor and outdoor games, including 
olf course, cricket, football and hockey grounds, lawn tennis and squash courts, croquet and bowling greens. 

e Hospital has its own Church, Library, Cinema and Hairdressing Saloon. Terms include regular motor drives. 
Private rooms, suites, or villas are available, and special nurses can be provided. The hospital grounds extending to 
nearly 1000 acres are situated in delightful country and include an extensive farm (T.T. herd), gardens and orchards. 
As the hospital is well endowed terms are exceptionally moderate, e.g., First Department 3 to 30 guineas per week, Second 
Department 2 and 24 guineas per week. Voluntary and certified patients are received. Medical Certificates given anywhere 
in the British Isles are valid for admission of patients. 


For prospectus, necessary forms, and further information apply to :— 
Physician Superintendent, P. K. McCowan, J.P., M.D., F.R.C.P., D.P.M., Barrister-at-Law. Tel. Dumfries 1119. 
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COURT HALL, KENTON, near EXETER 


FOR THE TREATMENT OF EIGHT LADIES, VOLUNTARY, TEMPORARY AND CERTIFIED PATIENTS 


CLIFFDEN, TEIGNMOUTH 


FOR EARLY AND CONVALESCENT CASES Recreational Therapies are held daily by skilled Leaders 
The house stands high with spacious balconies and extensive views of the South Devon Coast. Beautiful garden. Own Dairy in 25 acres. Private road to beach, 
There is also a charming house, EBWORTHY, MANATON, DARTMOOR, situated in 20 acres, 1100 ft. up for bracing moorland air, 
Resident Physicians—BERTHA M. MULES, M.D., B.S. ANNE S. MULES, M.R.C.S., L.R.C.P. 
Telephones—STARCROSS 59 and TEIGNMOUTH 289 


NORTHUMBERLAND HOUSE 


GREEN LANES, 


FINSBURY PARK, N.4 


A PRIVATE HOSPITAL for the treatment of mental and nervous illnesses. Conveniently situated and easy of access from al) 
parts. Six acres of ground facing Finsbury Park. Voluntary and Temporary Patients received without certification. Occu- 
pational Therapy, Psychotherapy, and other modern forms of treatment. 

Telephone: Stamford Hill 2688. Telegrams: “‘ SUBSIDIARY, LONDON.” 
Convalescent Home, KEARSNEY CourRT, DOVER. 
For further particulars apply to the MEDIcAL SUPERINTENDENT. 


CHEADLE ROYAL HOSPITAL, Cheadle, Cheshire. 


This REGISTERED HOSPITAL, with a SEASIDE BRANCH at Col Bay, N. Wales is for the treatment and care of 
those of the Upper and Middle Classes suffering from MENTAL AND NERVOUS DISEASES. 
The Hospital is governed by a COMMITTEE, appointed by the TRUSTEES of the Manchester Royal Infirmary. 
In addition to the Main Buildings there are separate villas. Extensive grounds. Hard and grass tennis courts, cricket and 
) ne grounds, and a court for badminton. here are also wireless installations. Golf may be bad within easy distance. 
ecupationa era 


py. 
ARY, tiMPORARY, AND CERTIFIED PATIENTS received. 
The Hospital is nine miles from Manchester, 50 minutes by rail from Liverpool, and 3 hours from London. 
For terms and further particulars apply to the Medical Superintendent, who ang be seen in Manchester BY 
APPOINTMENT. Telephone: Gatley 2231 (3 lines). 


HAYDOCK LODGE, 


NEWTON-LE-WILLOWS, LANCASHIRE. 
For the reception and treatment of PRIVATE PATIENTS of both sexes of the UPPER AND MIDDLE 
CLASSES suffering from Mental and Nervous Diseases, either voluntarily, gga ad under certificate. 
Patients are classified in separate buildings according to their mental condition. ituated in park and 
grounds of 400 acres. Self-supported by its own farmand gardensin which patienteare encouraged to occupy 
themselves. Every facility for indoor and outdoor recreation. For terms, prospectus, etc., apply MEDICAL 
SUPERINTENDENT. ‘Phone: Ashton-in-Makerfield 7311. Tele. Address: Street, Ashton-in-Makerfield. 


EPPING HOUSE RUSSELLS 


LITTLE BERKHAMSTED, Nr. HERTFORD, HERTS. 


WATFORD 

n attractive and comfortable PRIVATE HOME. Beauti- Teleph : 

fully situated in its own grounds, 400 feet above sea level. anne oe O09 

convalescence. Foam Baths, Billiards, Squash Racquets, Lawn | Tecoverable nervous conditions in both sexes. The house is 


Tennis, Croquet, Bowls, Farm Produce, &c. 


| 
Exceptionally healthy air and Position affords every facility for | A convalescent home for the care and treatment of mild and 
| situated high up in 40 acres of grounds, 17 miles from London, at 
| 


, | the termination of the Watford by-pass. One medical offi i 
Treatment for Ladies and Gentlemen suffering from Insomnia i ‘ oa 
Functional Nervous Disorders, Alcohol and Drug Habits, Chronic a and two others are in daily attendance. Fees from 


Heart and Kidney Diseases, also Cunvalescing Cases. : RESIMENT MEDICAL OFFICER. 
Te Dh : EB den 12. Apply, J. C. BAKER, M.B. | 

CLARENCE LODGE SPRINGFIELD HOUSE 

CLAPHAM PARK, LONDON "Phone: BEDFORD 3417. Near BEDFORD 


Situated in 34 acres of secluded gardens For Mental Cases with or without Certificates. 
Well-ap pointed Bedrooms for ali suitable cases without extra charge). 
private house.| For forms of admission &c., apply to the Resident Physician, 
Home comforts CEDRIC W. Bower. 
and Trained Nurs- InTERVIEWS In LonDON BY APPOINTMENT. 


Mental Specialist THE COPPICE, NOTTINGHAM. 
HOSPITAL FOR MENTAL DISEASES. 


Station: Clapham President: The Right Hon. LoRD BELPER. 
Common Tube. 


Phone: Tulse Hill 4913 This Institution is exclusively for the reception of a limited 
Anely number of PRIVATE PATIENTS of both sexes, of the UPPER 

Mus Tuwalres and MIDDLE CLASSES, at moderate rates of payment. It is 
: beautifully situated in its own grounds, on an eminence a short 

cistance from Nottingham, and commands an extensive view of 
the surrounding country ; and from its singularly healthy posi- 
tion and comfortable arrangements affords every facility for the 
relief and cure of those mentally afflicted. Voluntary and 


Littleton Hall, Brentwood, "Essex. 


(18 miles from London.) 400 feet above sea. 


, | Temporary Patients received. Occupational Therapy. For 
A PRIVATE HOME for LADIES situated in large grounds. 
Voluntary, temporary, or certified cases received. | terms, &c., apply to the Medical Superintendent. 
Apply to Dr. HAYNzEs. Tel.: Brentwood 45. | Telephone: 64117 Nottingham. 
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HEIGHAM HALL, NORWICH 


A PRIVATE MENTAL HOME situated in 14 acres of well- 
wooded grounds. For Ladies and Gentlemen suffering from 
Nervous or Mental Illness. Voluntary Patients, Temporary 
Patients, and Patients ve! Certificates are admitted for 
Treatment. Fees: from 4 guineas a week upwards, accor 
to requirements. A few vacancies exist for Ladies an 
Gentlemen at reduced fees on the recommendation of the 
Patient’s own Physician. 

Apply to Dr. A. SM 


Telephone: 80 Fe “Telegrams : Small, 80 Norwich, 


RHEUMA SPA, KINMEL HALL, 


ABERGELE, NORTH WALES 


Modern Spa Treatments, including Continental 
Pistany Mud and Scotch Douche, for Rheumatic 
and similar disabilities. Resident Physician. 
Excellent ities and Recr 


IDEAL WINTER QUARTERS—REDUCED RATES 


Plombiéres 


Purposes, 


from own farm. 
Night 
Resident : 
B.A., 

other 
Phone : 


G. C. 
BAO. 
17 G lines). 


Unrivaled suites of Baths—Turkish and Russian Bathe, Aix and Vichy Geusbe, 
Treatment. da Chair. 

Dowsing Radiant Heat, ~~? Light, Artificial Sunlight, D'Arsonval Hi 
Diathermy, Nauheim Baths, Soapless F. 


Massage 
Electric Installation for Baths and other Medical 


a 
INSON, B.A.O.(R.U.1.), H. Ruys Davis, 
TERMS, 13s. to per day, include "Torkish ond 
rated Brochure C.J. on request. 
"Grams: Smedieys, Matlock. 


Winter Garden. 
60 trained Male and 


THE CLINIC 


20 Devonshire Place 
London, W.1 


A NURSING HOME FOR SURGICAL, MEDICAL 
AND MATERNITY CASES 


Patients onl; only received under the supervision of their own 


Tel: Welbeck 4444 (20 lines) on pplication 


150 State Nurses. 
2 Resident Medical Officers 
(for 


ion to 


Elizabeth ‘Garrett Anderson 


| ‘he 
HOSPITAL, Euston-road, N.W.1. 


The Managing Committee invite applications from fully 
qualified Medical Women for the appointment of part-time 
ASSISTANT RADIOLOGIST with charge of the X ray therapy. 
Duties to begin Ist January, 1939. Honorarium £100 per 
annum. 

Candidates are requested to apply to the undersigned for 
articulars of the post and to forward before Friday, 2nd Decem- 

‘r, 1938, twelve copies of application with copies of three 
recent testimonials for the Managing Committee. 

It is also necessary to send a copy of application to each 


member of the Honorary Medical Staff (twenty-three). . 


JEAN R. Murray, Secretary. 


Elizabeth Garrett Anderson 
HOSPITAL, Euston-road, N.W.1. 


Aqgtaatinne are invited from fully qualified Medical Women 
for the part-time post of SURGICAL REGISTRAR, non- 
resident, honorarium £100 per annum. Duties to commence 
Ist January, 1939. 

Particulars of the post can be obtained from the undersigned 
to whom applications, with copies of three recent testimonials, 
should be sent before 2nd —_——— 1938. 

EAN 


R. Murray, Secretary. 
Elizabeth Garrett Anderson 


HOSPITAL, Euston-road, N.W.1. 


anaging Committee invite applications from_ fully 
Women for the appointment of HONORARY 
ISTANT 

oo must be Fellows of the Royal College of Surgeons 
and Members of the College of Obstetricians and Gyneecologists. 
Duties to begin Ist January, 1939. 

Candidates are requested’ to apply to the undersigned for 
= of the post and to forward before Friday, 
nd December, 1938, twelve copies of application, with copies 
of three recent testimonials for the Managing Commit 

It is also necessary to send a co opy of application to each 
member of the Honorary ey Sta Mg -three). 


JEAN R. Murray, Secretary. 
‘The Elizabeth Garrett Anderson 


HOSPITAL, Euston-road, N.W.1. 


The Managing Committee invite applications fom fully 
ualified Medical Women for the appointment of HONORARY 
HYSICIAN to take charge of the and 
MAssSaGE DEPARTMENTS. Duties to begin Ist January, 1939. 
Candidates are requested to apply to the undersigned for 
= o of the post and to forward before Friday, 2nd 
938, twelve copies of application with copies of 
three recent for the Managing Committee. 
It is also necessary to send a of to each 
member of the Honorary Sta -three). 
JEAN R. Murray, Secretary. 


"he 


The London | Lock Hospital. 


ppl lications are or the appointment of two 
ICAL REGISTRARS (Male) to the Lock Hospitals at 
Dean-street (Men) and Harrow-road (Women). Candidates 
must be Fellows (or Members) of the Royal College of Surgeons 
of England, or Surgical Graduates of a University of the 
United Kingd om. One candidate should preferably have had 
some previous obstetrical experience. The appointments are 
for one year in the first instance, commencing as at 1st December. 
Honorarium at the rate of £100 per annum. 

by See with three copies of testimonials, must be in 

ands of the Secretary not later than first post on Tuesday, 
29th November, from whom any further information relating 
to the appointment can be obtained. 

4th November, 1938, 283, Harrow-road, W.9. 


Connaught E.17. 
FOR TON WANSTEAD, 


(118 Beds and ae 


pibercstions are invited for the post of HONORARY 
{MATOLOGIST to the above Hospital. Gentlemen 
pa of applying should be Fellows or Members of the 
Royal College of Physicians, and, preferably, on the staff of 
a London Teaching Hospital. 

Applications should be received by Saturday, 3rd December. 

Further details can be obtained upon application to the 
undersigned. 


R. HALTON HARRISON, Secretary. 


Hospital for Tropical Diseases. 


RESIDENT MEDICAL SUPERINTENDENT. 

The Committee of Management of the Seamen’s Hospital 
Society invite ee for this post falling vacant on 
lst January, 1939. he appointment will be tenable for two 
years. Minimum commencing salary £250 per annum, with 
board, residence, and laundry. Candidates must be Male, 
single, and legally qualified and registered. Membership of the 
Royal College of Physicians and some knowledge of tropical 
medicine is desirable, but not essential. 

Applications, stating age, with copies of not more than three 
recent testimonials, to be sent on or before 7th December, 1938, to 

A. C. PRIcE, Secretary, Hospital for Tropical Diseases. 
25, Gordon- street, 


City of London Maternity Hospital, 


City-road, E E.C.1. 


Applications are invited for for the post of Male ASSISTANT 
RESIDENT MEDICAL OFFICER, vacant January Ist next, 
salary £80 per annum. Three months’ appointment. At the 
end of the period the candidate will, if satisfactory, be appointed 
Senior for three months at £100 per annum. 

Forms of application, returnable not later than December 2nd, 
may be obtained from the undersigned. 

RALPH B. CANNINGS, Secretary. 
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Peter's Hospital for Stone, etc., 
Henrietta-street, Covent Garden, W.C.2. 
The appointment of CLINICAL 


mentioned members of the 
Out-patients Department at 


ASSISTANTS to the under- 
Honorary Staff, who attend the 

the times indicated, will be 
considered at an early date. A fee of Five Guineas becomes 
payable to the funds of this Hospital on appointment, and 
applications should reach the undersigned on, or about, Tuesday, 
fth December 


Mr. JOHN SANDREY . Mondays S22 te 6D 
Mr. ALBAN ANDREWS Tuesdays 5.0) PM. 
Mr. OGLER WARD Wednesdays .. 3.0 ,, 7.0 P.M. 
Mr. F. J. F. BARRINGTON. Thursdays 7.0 PM. 
Mr. R. OGIER WARD . Fridays 9.30,, 11.30 
(women and children) 

Mr. ALBAN ANDREWS . Fridays 6.0 PM. 
“(male out-patients) 

Mr. JOHN SANDREY . Saturdays 7 6.0 PM. 

BEECHEY ROGERS, Secretary. 


POST-GRADUATE COURSE IN 
VENEREAL DISEASES 


LONDON COUNTY COUNC IL (WHITECHAPEL) 
CLINK 


Turner-street, E.1 (Ac ijoining The London Hospital.) 
A three months’ COURSE OF 
METHODS IN THE DIAGNOSIS AND 
DISEASES will be given by Lieut 
the Director of the Clinic, 

March, 1939 

Attendance at this course 
conditions in the 
the Certificate enabling the 
a Venereal Diseases Officer 
or County Borough 

The course will consist of twenty-five 
accompanied by lantern 


INSTRUCTION in MopERN 
TREATMENT @F VENEREAL 
-Colonel E. T. BURKE, D.3.0., 
during January, February, and 


will qualify, 


subject to the other 
Regulations of the 


Ministry of Health, for 
possessor to hold the position of 
under the Council of a County 


sMstematic 


lectures, 
demonstrations, on 


Mondays and 


Thursdays at 2.30 P.M., beginning on 9th January and ending 
on 30th March, 1939 Every Wednesday at 2 P.M. cases will 
be demonstrated. Those taking the course will also attend 


the practice of the Clinic in order to obtain tuition in intra- 
venous injections, &« During the three months 130 hours of 
attendance must be put in 

Those intending to take the 
to the Director on or 
£10 10s. 


course 


must send their names 
20th 


before December, 1938. ee, 


British Postgraduate Medical School. 


vacancies for HOUSE SURGEONS to the 
Surgical Unit, British Postgraduate Medical School, Hammer- 
smith Hospital. The appointments are for six months and 
are not renewable. Salary £105 per annum, with board, resi- 
dence, laundry. Duties to commence on Ist January, 1939. 

Duties are mainly in General Surgery, but one appointment 
is to the Department of Traumatic and Orthopedic Surgery. 
Applicants must have held a previous House appointment 

Applications, with copies of testimonials, should be sent to 
the Dean, British Postgraduate Medical School, Ducane- 
road, Shepherd’s Bush, London, W.12, to arrive not later than 
the first post on Monday, 12th December, 1938 


Bolingbroke Hospital, 


Ww andsworth Common, 8.W.11. 
CASUALTY OFFICER (Male, 


(135 Be ds. ) 

The appointment is for 
Ist January, 1939. Salary 
residence, and laundry. 

Candidates must be fully qualified and registered. 

Applications, stating age, qualifications, and experience, with 
copies of not more than three testimonials, should be sent to 
the undersigned on or before December 7th, 1938. 

W. RANDOLPH Biss, Secretary-Superintendent. 


Hampstead General Hospital, 


Haverstock Hill, N.W.3. 


There are Three 


unmarried) required. 
six months commencing on the 
£120 per annum, with board, 


Spuitestions are invited from single Medical Men for the 
post of HOUSE SURGEON for six months vacant Ist January 
next. Salary £100 per annum. 

Applications on the prescribed form with copies of three 
testimonials to be returned to the Secretary by 10th December. 


Hospital for Diseases of the Skin, 


Blackfriars. 
The Committee of Management will shortly appoint an 
additional member of the HONORARY STAFF. Candidates 
should be either Members of the Royal College of Physicians 
(London) or Fellows of the Royal College of Surgeons (England). 

Applications, with testimonials in support, must be sent 
before December 12th to L. MUNDY, Secretary to the Hospital 
for Diseases of the Skin, 71, Blac kfriars- road, 3.E.1, from whom 
any further information may be obtained. 


ROYAL 


NAVAL MEDICAL 


SERVICE 


Vacancies exist for MEDICAL OFFICERS in the Royal Navy, and applications are 


invited for entry in March, 1939. 


Candidates below the age of 28 years are preferred, and they must be registered under 


the Medical Acts. 


No examination in professional subjects will be held but candidates will 


be required to attend for interview by a Selection Board. 


Selected candidates will be entered for Service for a period of three years, which if desired 
is usually extended to five years at the discretion of the Admiralty. 


Officers who leave the Service at the end of the initial period of three years will be eligible 
for a gratuity of £400, and those who leave at the end of five years for a gratuity of £1,000. 


At the end of five years’ Short Service permanent commissions will be given to selected 


officers who wish to make the Naval Medical Service their permanent career. 
transferred to the permanent list will receive a gratuity of £1,000 (less Income Tax). 


Full opportunities exist for transfer to the permanent list. 
under the same conditions as for other Naval Officers. 


Officers 


Marriage Allowance is paid 


Opportunities are available for officers on the permanent list for post-graduate study, 
to specialise, to take higher examinations and to obtain further qualifications. 


Copies of the regulations for entry and conditions of Service, including rates of pay, 


allowances and retired pay, may be obtained from the Medical Director-General of the Navy, 
Admiralty, S.W.1, and from the Deans of all Medical Schools. 


Applications for entry from 
28th February, 1939. 
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ol. | Queen’s Hospital for Children, | > 
Hackney-road, London, E.2. (160 Beds.) 
be RESIDENT MEDICAL OFFICER required on 1st January, | 
19 
= tT he appointment is made for six months, and may be extended | 
) | for further periods of six months, but cannot be held for more 4 
ent than two years. | 
ory The Resident Medical Staff consists of the Resident Medical \ 
ai ' Officer as above, two Casualty Officers, two House Physicians, | 
to and two House Surgeons. 
ne- Salary (inclusive of panel fees) £200 per annum, with board, j 
han ' residence,and laundry. Candidates must have held a responsible 
resident appointment at a recognised hospital. 
Forms of application may be obtained from the undersigned, 
l ‘ ' and must be completed and returned on or before 6th December, 
1938. 
CHARLES H. BESSELL, Secretary. 
i. 14th November, 1938. 
‘[whe Queen’s Hospital for Children, 
~ | Hackney-road, London, E.2. (160 Beds.) 
HOUSE PHYSICIAN required Ist January, 1939. 
ith CASUALTY OFFICER required Ist January, 1939. Some 


Dermatological work in addition 


. 
to Six months’ appointments. Salary at the rate of £100 per Appointments for 


year, with board, lodging, and laundry in each case. 
Applications must be made on forms to be obtained from the 
7 undersigned, and be sent in, with copies of not more than three 


testimonials, on or before 7th December, 1938. e 
‘CHARLES H. BESSELL, Secretary. Medieal Officers 


14th November, 1938 
ational Hospital 
a -en-square, W.C.1. | | 
Queen juare, | in The | 


er. RESEARCH FELLOWSHIP. 
By the generosity of a private donor a Full-time Research 
n, Fellowship has been created for the investigation of DIS- 


ORDERS OF MU rs ‘LE at the National Hospital, Queen- ROYAL 
square, London, W | 


The Fellowship will be open to Graduates in Science or 


we Medicine and is of the value of £500 per annum, tenable for 

ns = year in the first instance. 

d) : Applicants should state their previous experience and the AIR FORCE 
nt met 10d of investigations they propose to adopt. : 

tal _Further particulars may be obtained from the Secretary, 

m National Hospital, Queen-square, W.C.1, and applications 


should reach him by January 15th, 1939. Medical men | 
re invited to y 
for Short Service Commissions in 
the Royal Air Force. 


A post of RESIDENT MEDICAL OFFICER (Male), prefer- r idates ; is 
4 : ably with M.R.C.P. qualification, will be vacant on Ist January, Candidates must be registered 
1939. Salary at the rate of £300 per annum, with board, | under the Medical Acts and be not 


residence, and laundry. The appointment is for twelve months. 
Candidates must be registered, and must have held resident 
appointments in General Hospitals. * 
The Institution (145 Beds at present, but to be increased) 
is primarily for paying patients of both sexes of moderate means 


| more than 31 years of age on entry. 

| The period of service is 3 years— |! 

extendible to § years. A gratuity of 
Applications, stating full particulars, to be sent on or before £400 or £1,000 is payable at the ter- | 

| 

| 


usually unable to atford ordinary Nursing Home treatment, &c. 
Monday, 5th December, 1938, to the Honorary Secretaries, inati rears snectively 
from whom further information may be obtained. = 3 OF 5 years respectiy 
National Temperance Hospital, * 
in a number of cases. These offer a 
a pensionable career with the oppor- 
ll Appl ons invited for the following post :— | ity 
Applications See tunity of extra leave on full pay for 
Salary £100 per board, nce, and laundry | specialised study. 
allowance. The appointment is for’a period of six months as 
d from Dec. 1st. Preference will be given to those who have | | Applicants who hold—or are likely 
held resident posts. -ore ate > 
Candidates must submit applications, stating qualifications, to hold post graduate appointments 
| | age, &c., with copies of not more than three testimonials, by in civil hospitals may, on joining the 
e Monday, 28th instant, addressed to the Secretary. 
ony Tl Royal Air Force, be seconded until 
1¢ army, 1€ Mothers the termination of their appoint- 
d HOSPITAL, Lower Clapton-road, Clapton, E.5. ° ° 
mess ments (for a period not exceeding 
'S i 4 Applications are invited for the appointment of @ Woman one year) An antedate of commis- 
YENEREAL DISEASES OFFICER to The Mothers’ spital. 
Details of the appointment may be obtained from The q j . > 
Secretary-Superintendent, to whom the application with details wed appointments held at approved 
d I 
of previous experience, and three recent testimonials, should be hospitals. 
sent by November 30th, 1938. 
FRED HAMMOND, Secretary. | 
’ ‘i he London Ch es t Hospital, Fuller information can be obtained 
Victoria Park, E rom The Director of Medical Service 
(Bus, Tram and Railway, ‘Heath, L. & N.E.Rly.) fi f 4 
7 pon Air Ministry, Kingsway, London. | 
SURGICAL REGISTRAR (Male) (Part-time). 
? Applications are invited for the above post. Four sessions 
a week, Tuesday and Friday mornings essential. Appoint- 
ment is for one year. Honorarium £100 per annum. 
1 : Applications, with copies of three testimonials, should be | 
sent to the undersigned on or before Tuesday, December 6th, | 
1938. iL | 
THOMAS BROWN, Secretary. — > = 


| 
| 
= 
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Princess Beatrice H ospital, 
Earl’s Court, London, 8.V 
(General Hospital. 81 beac ) 

Applications a invited for the appointment of HONORARY 
ASSISTANT URGEON to the OPHTHALMIC DEPARTMENT 
of The Princess Be atrice Hospital. Candidates must be F.R.C.S. 
Eng., and engaged in Consulting Practice only. 

Applic ations, together with copies of three recent testimonials, 
should be received by the Secretary by the first post, 
5th December, 1938. 


‘(he Princess Beatrice Hospital, 
Earl’s Court, London, 8.W.5. 
(General Hospital. 81 Beds.) 


RESIDENT SURGICAL OFFICER (Male) required for a 
period of six months in the first place from Ist January, 1939, 
eligible for re-election. Salary at the rate of £200 per annum, 
with board, residence and laundry (together with £25 to cover 
all duties during the six months relating to Private Patients). 
Previous resident experience and F.R.C.S. essential. 

Applications, with copies of three recent testimonials, should 
be received by the Secretary not later than 9 a.M., Monday, 


December 5th, 1938 
Hospital 


Gordon 


ca DISEASES OF THE RECTUM AND COLON, 
Vauxhall Bridge-road, 
(62 Beds extending to 102 in ‘the future.) 


Applications are invited for the post of RESIDENT 
SURGICAL OFFICER at the above hospital. The appoint- 
ment is for a period of six months to June 30th, 1939. It is 
desired that the successful candidate should commence duty 
January Ist, 1939. 

Salary is at the rate of £150 per annum (plus £25 for the six 
months to cover all duties relating to Private Patients), together 
with board-residence and laundry. ; 

Applications, accompanied by copies of three recent testi- 
monials, should reach the undersigned by December Ist, 1938, 
and envelopes should be endorsed R . O. 


. FOLEY, Secretary. 


St Paul’s Hospital for Urological and 


SKIN DISEASES, Endell-street, London, W.C.2. 


Applic eitous are invited for the post of Male HOUSE 
SURGE(¢ Candidates must be qualified and registered. 
Salary £100 per annum, with board-residence. The appointment 
is for three months in the first instance and the holder will 
later be eligible for the post of Resident Medical Officer. During 
his appointment as House Surgeon the duties involve work in 
the Surgical wards and in the Out-patient department. 

Applications, with copies of recent testimonials, to be sub- 
mitted not later than December 12th. The successful candidate 
will be required to take up duty about the end of December. 

J. P. Key CHISLETT, Secretary. 


V iolet Melchett Infant Welfare Centre, 


Flood-walk, Chelsea, 8.W.3. 


Applications are invited for the position of MEDICAL 
OFFICER in Charge of weekly Ante-Natal and Post-Natal 
Clinic. Wednesdays 2.0-4.0 P.M. Good experience essential. 

Fee 14 guin: as per session. 

Applications, with full particulars and three testimonials, 
should be sent to the Hon. Secretary by December 9th, 1938. 


South London Hospital for Women, 


Clapham Common, S.W.4. 


Applications ane, saves from medio al women as 
CLI ‘AL ASSISTANTS 
for Gynecological out- ae nts to attend on Tuesday mornings, 
for Surgical out-patients Tuesday afternoons and for Ortho- 
a out-patients to attend on Thursday afternoons. 
Applications, with testimonials, to be sent to the Secretary 
at the hospital. 


‘he Hospital for Women, 


Soho-square, 


Anpiections are invited for the posts of HONORARY 
CLINICAL ASSISTANTS to the Surgeons in charge of Out- 
patients. The appointments will be for attendance at one or 
two Out-patient sessions per week for a period of six months, 
commencing January Ist, 1939. Sessions are held at 1.45 every 
week-day except Saturday. 

Applications must reach the undersigned by Monday, 
12th December, 1938. 


J. P. HEMING, Secretary. 


St. John’s Hospital, Lewisham, S.E.13. 


Applications are invited for the resident appointment of 
HOUSE SURGEON (Male) tenable for six months from the 
Ist January, 1939, at a remuneration of £100 per annum. 

Applications, with copies of testimonials, should be received 
by the undermentioned not later than Tuesday, the 13th 
December. 


J. C. GILBERT, Secretary-Superintendent. 
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[,endon County Council. 


Applications invited from registered Medical Practitioners 
of at least one year’s standing, resident in the neighbourhood, 
for appointment as VISITING MEDICAL OFFICER (Part- 
time) at Princess Mary’s Convalescent Home, Margate. Salary 
£200 a year. 

Application form obtainable (stamped, addressed foolscek 
envelope necessary ) from Medical cer of Health, S 


Division, 2, County Hall, S.E.1, returnable by 5th December. 
Canvassing disqualifies. 


[London 


Applications invited from MEDICAL PRACTITIONERS 
of at least one year’s standing to undermentioned positions. 
Candidates must have held resident appointment in a general 
hospital foe at least six months. Married quarters not available. 
ASSISTANT MEDICAL OFFICERS (Grade _I).— Salary 

350-235-2490. with board, lodging, and washing. 
* (a) ARCHWAY HospiraL, Archway-road, Highgate, N.19. 

Medical duties, experience in anesthetics desirable. 
(b) Str. HospiraL, 48, Vanbrugh Hill, Greenwich, 

8.E.10. Surgical duties. 
* (c) St. “MARY ABBOTS HOSPITAL, Marloes-road, Kensington, 
W.8. Surgical duties, fracture experience essential. 
ASSISTANT MEDICAL OFFICERS (Grade _ II).— Salary 
£250 a year, together with board, lodging, and washing. 
Appointment for one year only in first instance (renewable 
for a second year under certain conditions). 
(@) BETHNAL GREEN Cambridge-road, E.2. Medical 
uties, experience in diseases of children and tuber- 
culosis desirable. 
* (e) HACKNEY HospiTaL, Homerton High-street, E.9. Medical 
duties, experience in anesthetics desirable. 
(f) LamBetH Hosprrat, Brook Drive, Kennington-road, 
S.E.11. Duties mainly medical, experience in obstetrics 


County Couneil. 


desirable. 


(g) Sr. IN-THE-EAST HOSPITAL, Raine-street, Wappin& 


Medical duties, experience in aneesthetic® 
desirable. 


* No accommodation for a woman. 
Application forms obtainable (stamped, addressed foolse pree 4 
envelope necessary) from Medical Otticer of Health, 
Division, 2, County Hall, S.E.1, returnable by 5th December. 


: Canvassing disqualifies. 
‘he Hospital for Sick Children, 


Great Ormond-street, London, W.C.1 


The post of CLINICAL PATHOLOGIST will be shortly 
vacant. Salary £750 per annum. 

The appointment is whole time and non-resident. Facilities 
within certain limits, will be given for private pathological 
practice. 

The successful candidate will pe required to take up his duties 
preferably on the Ist March, 193 

Candidates must be nae Ree Medical Practitioners with 
special experience in bacteriology and clinical pathology. 

Applications, accompanied by not more than three testi- 
monials, given - ially for the purpose must be delivered to 
the undersigned not later than NOON on Monday, the 
19th December, 1938. 

Candidates must be prepared to appear before the Joint 
Committee on Wednesday, 21st December, 1938, at 4.45 P.M 

Forms of application, and details of the appointment are 
obtainable from the undersigned. 


HERBERT F. RUTHERFORD, Secretary. 


Hospital, 


(Seamen’s Hospital Society.) 


November, 1938. 


Dreadnought. 


Greenwich, S.E.10. 


One HOUSE PHYSICIAN and one HOUSE SURGEON 
required for six months from the Ist January, 1939. Salary 
£110 per annum and a proportion of fees with board, residence, 
and laundry. Candidates must be male and single. 

Applications, with copies of three testimonials, to be sent 
in on or before Ist December, to the undersigned. 


. A. LYON, Secretary. 
llth November, 1938. 


University of 


The Senate invite guptestions for the University READER- 
SHIP IN MEDICINE tenable at the British Postgraduate 
Medical School. Initial salary £800 a year. 

Applications (12 copies) must be received not later than 
first post on 14th December, 1938, by the Academic Registrar, 
University of London, Senate House, W.C.1., from whom further 
partic ulars should be obtained. 


University of. 


The Senate invite applications for the University CHAIR 
OF MEDICINE tenable at University College Hospital Medical 
School. Salary £2000 a year. 

Applications (12 copies) must be received not later than 
first post on 16th January, 1939, by the Academic Registrar, 
University of London, Senate House, W.C.1, from whom further 
particulars should be obtained. 


London. 


London. 
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(tharing Cross W.C.2. 


The Council invite applications for the post of CLINICAL 
—s (Male) to the DERMATOLOGICAL DEPART- 
MENT 

Candidates should send in their applications, together with 
copies of three testimonials, to the undersigned not later than 
first post Monday, November 28th, 1938 
GEORGE rs JONES, Secretary. 


Strand, W.C.2 
Cross Hospital, W.C.2. 


Hospital, 


Charing Cross Hospital, 
(Sharing 
REGISTRAR. 


Applications are invited for the post of Registrar (Male) 
to the NosE, THROAT, AND EAR DEPARTMENT. 

Candidates must be registered Medical Practitioners and have 
some experience of the speciality. 

Attendance four half-days per week. 
for one year; eligible for re-election. 
annum. 

Applications in writing, stating age, qualifications, and 
experience, should be made to the undersigned not later than 
first post Monday, 28th November, 1938. 

GEORGE J. JONES, Secretary. 


Appointment tenable 
Honorarium £100 per 


Charing Cross Strand, W.C.2. 
King’s College Hospital. 


The Committee of Management invite applications for the 
post of ASSISTANT PHYSICIAN 

Applications with copies of three testimonials, should be 
sent before December 10th to the House Governor, King’s 
College Hospital, Denmark-hill, S.E.5, from whom particulars 
of the duties may be obtained. 

Candidates must be Members or Fellows of the Royal College 
of Physicians of London. 


Reya! Chest Hospital, 


City-road, E.C.1. 

Applications are invited for the post of RESIDENT MEDICAL 
REGISTRAR (Male). Candidates must be registered Medical 
Practitioners of at least 2 years’ standing and have held at 
least two previous house appointments. 

The appointment is for 14 months from January Ist, 1939. 
Particulars concerning remuneration and emoluments (amount- 
ing to approximately £286 with board and residence), together 
with necessary forms of application and rules can be obtained 
from the undersigned. 

Applications — copies of testimonials, should be sent by 
December 2nd t 

GILBERT G. PANTER, Secretary. 


(Queen ~Mary’s Hospital for the East 


END, Stratford, London, E.15. 
Applications are invited from fully qualified and registered * 
Medical Men (only) for the following posts :— 


Salary Period 
(perannum) (months) 
One HOUSE SURGEON oe es £130... Six 
One HOUSE PHY oe £120. .. Six 
One HOUSE PHYS AN £120... Three 
One OBSTETRIC Hou SURGEON Six 
One OUT-PATIENT OFFICER Six 


The appointment will og from the Ist of January, 1939, 
and will te for six months, except in the case of one House 
Physician, which will be for three months. In the case of the 
Obstetric House Surgeon, above referred to, the appointment 
will be for three months as Junior at £110 per annum and for 
three months as Senior at £130 per annum, six months in all. 
The Hospital contains 219 Beds, including 50 for Maternity. 
Candidates, who must be single, should send a 
accompanied by copies of testimonials, to the undersigned not 
later than Wednesday, the 30th of Novembe r, 1938. 
RAPHAEL JACKSON, Major, Secretary. 


Central London Throat, Nose, and Ear 


HOSPITAL, Gray’s Inn-road, W.C.1. 


ASSISTANTS IN THE OUT- PATIENT DEPARTMENT. 
There is a vacancy for a SECOND ASSISTANT to attend 


on Mondays at 2 P.M. - 

The duties are to assist the Surgeon in seeing the patients 
and the post is an honorary one. 

Applications, which may be for periods of three, six, or 
twelve months, should be sent to the undersigned imme diately. 

JoHN H. YOUNG, Secretary-Superintendent. 
Kast Ham Memorial Hospital. 

4 Shrewsbury-road, a1. (104 Beds.) 

Applications oe invited fan the post of HOUSE SURGEON 
and CASUALTY OFFICER (Male) for six months, commencing 
lst January. Salary at the rate of £120 per annum, with 
board, residence, and laundry. 

Applications, stating age, nationality, experience, and full 
particulars, together with copies of three recent testimonials, 
should reach the undersigned by 14th December. 

REGINALD PERRY, Secretary. 


Junior Pathologist to the Devonport 


PATHOLOGICAL LABORATORY, DREADNOUGHT 
SEAMEN’S HOSPITAL, Greenwich, S.E.10. The Committee 
of Management of the Seamen’s Hospital Society invite applica- 
tions for this post. 

The appointment in the first instance will be for one year at 
a salary of £400 per annum, but the elected candidate will be 
eligible for re-election for a second year. 

Applications, stating age and experience, with copies of not 
more than three recent testimonials, to be sent in on or before 
Friday, 9th December, to the unde rsigne d. 

. A. LYON, Secretary. 
Seamen’s Hospital, Greenwich, S.E.10. 


Battersea Borough Council. 


TEMPORARY ASSIST ANT “MEDIC AL OFFICER. (Male.) 

Applications are invited for the appointment of Temporary 
Assistant Medical Officer (Male) at a salary of £600 per annum. 
The appointment will be reviewed in 12 months’ time 

The duties will be divided between the Council’s scheme of 
ate precautions and the general public health work of the 
Council. 

Forms of application containing further particulars may be 
obtained from me on sending a stamped, addressed envelope, 
and applications must be received by me by 5 P.M. on Friday, 
16th December. 

R. G. BERRY, 


Town Hall, Battersea, S.W.11, November, 193 


W oolwich and District War Sanne 


HOSPITAL, Shooters Hill, London, 3.E.18. 
(112 Beds.) 


grown Clerk 


General Hospital. 


The Board of Management invites applications from suitably 
qualified Male candidates for appointment as CASUALTY 
OFFICER for six months from January Ist, 1939. The 
remuneration will be at the rate of £100 per annum, plus board, 
residence, and laundry. The candidate appointed will act as 
deputy for the Resident Surgical Officer, with consequent 
opportunities for major surgery. 

The closing date for the receipt of applications (which should 
be made on the prescribed form obtainable from the under- 
signed) is Monday, December 12th, 1938, and short-listed 
candidates will be invited to meet the Appointments Committee 
(at the Hospital) on eee December the 15th, at 4.45 P.M. 


G. Hutc Secretary. 
(Jhelsea Hospital for Women, 


Arthur-street, S.W.3. 


There is a vacancy for a REGISTRAR AND RADIUM 
OFFICER (Gynecological). 

Candidates must be Graduates in Medicine of a recognised 
University, or Fellows or Members of one of the Colleges of 
Physicians of London, Edinburgh, or Ireland, or Fellows of 
one of the Colleges of Surgeons of England, Edinburgh, or 
Ireland. They must be registered under the Medical Act and 


engaged in consulting practice only. There is an honorarium 
to the undersigned, accompanied by copies of three testimonials, 
Northern Hospital, 
Angie ations are ieee for the following appointment :— 
Surgeon and three months as Casualty Officer). Salary 
Applications, with copies of testimonials, should be sent by 
GILBERT G. PANTER, Secretary. 
niversity 


of £75 per annum. 
Applications are invited for the above post and must be sent 
not later than Wednesday, 7th December. 
pa GEO. W. COOLING, Secretary. 
Reval 
Holloway, N.7. 
HOUSE SURGEON, vacant January 15th, 1939. The 
pg ne: Bnd is for nine months (six months as House 
at the rate of £70 per annum, with board, residence, and 
laundry. 
December 2nd to the undersigned, from whom the necessary 
forms of application and rules can be obtained. 
College Hospital, 
Gower-street, W.C.1. 


Applications are mvted for the post of Whole-time 
ASSISTANT to the Department of Radiotherapy. Some 
Clinical experience essential. Commencing salary £350 per 
annum, rising by annual increments of £50 to £500 per annum. 
pb successful applicant to commence duties on February 6th, 
939. 

Applications must reach the Secretary of the Hospital not 
later than mid-day on Monday, 19th December, 1938. 


A ddenbrooke’s Hospital, Cambridge. 


Applications are invited for the post of RESIDENT ANZES- 
= IST AND EMERGENCY OFFICER (Male). The 

4 mapa ge will be for three months from January Ist, 1939. 
. ary at the rate of £130 per annum, with board, residence, and 
aundry. 

Candidates, who must be unmarried and duly registered, are 
requested to ‘forward their applications, stating age, qualifica- 
tions, &c., together with copies of not more than four recent 
testimonials, to the undersigned on, or before, Wednesday, 
November 30th, oy! 


BEARDSALL, Secretary-Superintendent. 
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County 
(204 Beds.) 


Hospital 


¥ ork 


Applications are invited for the post of HOUSE SURGEON 
for a period of not less than six months. Salary £150 per annum, 
with board, residence, and laundry 

Applications, stating age and previous experience, 
with copies of not more than three 
sent to the undersigned not later 
5th December, 1938 


ing 


Two 
Applicants 
unmarried 

Salary at the rate of £120 per annum 
residence, and laundry 

Applications, stating age, qualifications and experience, 
accompanied by testimonials, should be sent to the undersigned 
not later than December 7th 

The appointments are recognised by the Royal College of 
Surgeons of England for the six month’s training required of 
candidates before admission to the final examination for the 
Fellowship 


together 
recent testimonials, to be 
than 9 A.M. on Monday, 


J. R. MACKRILL, Secretary. 


Edward VII Hospital, Windsor. 


(200 Beds.) 


HOUSE 
must be 


SURGEONS 
fully 


required beginning 


January. 
qualified Men or 


Women and 


, together with board, 


A. E. CHURCHER, Secretary. 
(Cheshire County Mental Hospital, 
PARKSIDE, MACCLESFIELD. 


Male ASSISTANT MEDICAL OFFICER required, not over 
thirty years of age and single. Previous Mental Hospital experi- 
ence not essential. Salary £350, rising annually by £25 to £450, 
with board, apartments and laundry, valued at £100, subject 
to deductions under the Asylums Officers’ Superannuation 
Act, 1909 

The successful candidate will be expected to obtain the 
D.P.M. (which carries with it an addition of £50 per annum to 
the salary stated), as soon as possible after appointment. There 
is every scope for original research, the Hospital having a 
modern laboratory and full equipment for the latest methods 
of treatment. Time will be arranged for attendance of lectures 
at Manchester University 

Preference will be given to 
experience. 

Applications, stating qualifications, with copies of three 
recent testimonials, to be sent to the Medical Superintendent, 
to be received as soon as possible 


Royal South Hants and Southampton 


HOSPITAL. (296 Beds.) 


candidate with Laboratory 


Applications are invited for the following appointments— 
One HOUSE PHYSICIAN, 


One CASUALTY OFFICER, 
for the six months commencing Ist January, 1939, each at a 
salary of £150 per annum, with board, lodging, and laundry. 


Candidates must be Male and unmarried 
Applications, accompanied by not more than 

monials, should be sent to the undersigned not 

Monday, Sth, December 


BARNES, 
St 


Mary’s 

One HOUSE SURGEON for the WHITWORTH STREET 
WEST HOSPITAL (Maternity) and three forthe WHITWORTH 
PARK HOSPITAL (two Gynecological Department and one 
Children’s Department); each for a period of six months from 
the Ist February next. Salaries at the rate of £50 per annum, 
with board and residence 

RESIDENT AN-ESTHETIST, to reside at the Maternity 
Branch and to give morning sessions in the Gynecological and 
Pee meg 3 s Departments, for a period of twelve months from 
the Ist February next, at a salary at the rate of £100 per annum, 
with board and residence. Successful candidates will be eligible 
for admission to the examination of the Examining Board in 
England for the Diploma in Anvsthetics, providing he has also 
held an appointment as House Physician or House Surgeon 
at a recognised General Hospital for six months 

Applications, with copies of three testimonials, to be sent 
to the undersigned on or before the 13th December. 

R. WISE, Superintendent and Secretary. 


Royal Manchester Children’s Hospital, 


8.) 


three testi- 
later than 


House Governor and Secretary. 


Hospitals, Manchester. 


RESIDENT MEDICAL OFFICER. 

Applications are invited for the post of Resident Medical 

icer. Salary £150 per annum. The appointment is for a 
period of six months, commencing Ist January, 1939. Candi- 
dates must be unmarried and duly registered. Previous hos- 
pital experience essential. 

Applications, stating age, and accompanied by copies of not 
more than three recent te stimonials, to be sent to the under- 
signed not later than Friday, 2nd December. Canv assing, directly 
or indirectly, may disqualify. 

By Order, 


H. HEARDMAN, Secretary. 
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Royal Manchester Children’s Hospital. 
PENDLEBURY, 
(232 Beds.) 


RESIDENT HOUSE SURGEON 

Applications are invited for the post of Resident Hous« 
Surgeon for a period of six months, commencing Ist February 
1939. Salary £100 per annum. Candidates having previous 
experience in the administration of Anzesthetics will be given 
preference. 

Applications, stating qualifications and past experience, 
together with testimonials, to be sent to the undersigned not 
later than Thursday, 29th December, 1938 

Canvassing, directly or indirectly, may disqualify. 

By Order, 
H. HEARDMAN, Secretary. 
W est Ham Hospital for Nervous and 
MENTAL GOODMAYES, 


ILFORD, ESSEX. 


Applications are invited for a Male JUNIOR ASSISTANT 
MEDICAL OFFICER at the above Hospital. Candidates must 
be unmarried. 

The commencing salary is at the rate of £350 per annum, 
rising by annual increments of £25 to a maximum of £450 per 
annum, together with emoluments consisting of board, laundry 
and attendance, valued for superannuation purposes at £150. 
The person appointed will also be paid, in addition to his 
salary, the sum of £50 per annum on obtaining the Diploma of 
Psychological Medicine. 

The appointment is subject to six months probation, and to 
the provisions of the Asylums Officers’ Superannuation Act, 
1909, Class 1, and to a satisfactory medical examination. 

The Hospital is situate 10 miles from London. 

Applications, stating age and experience, accompanied by 
copies of three recent testimonials, must reach the Medica) 
Superintendent not later than 12th December, 193%. 


oyal Halifax Infirmary. 


Hospital recognised by the Royal College of Surgeons 
(England). 


Wanted, a RESIDENT SU RGIC AL OFFICER (Male, 
unmarried). Candidates must be duly qualified and registered. 
Preference will be given to candidates holding higher qualifica- 
tions. The appointment will be from or about 20th December, 
1938, for a period of twelve months. Salary, including all 
services required in connexion with Paying Patients’ Ward, 
£250 per annum, with residence, board, and laundry. The 
Resident Staff consists of Resident Surgical Officer and three 
House Surgeons. The Hospital contains 250 beds, including 
Maternity Department, and Paying Patients’ Block. There is 
also a Pathological Laboratory and a large Eye, Ear, Nose, and 
a Department, Radiological Department, and Radium 
Clinic. 

Particulars of the duties may be obtained from the under- 
signed, to whom applications, stating age, nationality, &c., 
together with testimonials, should be sent by 30th November, 
1938. 

A. MIDGLEY, Secretary. 
21st November, 1938. 


Royal Hospital, Wolverhampton. 


(Incorporated under Charter.) 


HOUSE SURGEONS (General Surgery) 2. 
HOUSE PHYSICIAN. 

Applications are invited for the above 
become vacant on Ist January next. 

The Hospital contains 300 beds, includes the usual special 
departments and is recognised by the various Examining Bodies 
for a@ part of the requisite attendance on Medical and Surgical 

ractice. 

Candidates must be registered under the Medical Acts, and 
unmarried. 

The appointments are for six months. Salary at the rate of 
£100 perannum. Board, furnished rooms, and laundry provided. 

Applications, with copies of testimonials, to be forwarded to 
the undersigned. 

W. H. HARPER, 


Wolverhampton, 14th November, 1938. 
W orthing Hospital 


Applications are invited for the post of SURGEON to the 
Hospital. Candidates must be Fellows of the Royal College of 
Surgeons of England or Mastersin Surgery of a British University. 
They should not be engaged in general practice and must 
reside within easy access to the Hospital 

Applications with not more than three testimonials (copies 
only), together with the names of persons to whom reference 
can be made, should be sent to the Secretary Superintendent 
of the Hospital, from whom further particulars may be obtained. 
They should be received not later than 17th December, 1938. 


; 
\ Tomen’s Hospital, Melbourne.—Date 
for receipt of applications for PATHOLOGIST has been 
postponed until Ist December, 1938. Salary £1000 per annum. 
Further particulars from the Secretary, Universities Bureau 
of the British Empire, 88a Gower-street, London, W.C.1 


resident posts which 


House Governor. 
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Hull Corporation Health Department. 


DEPUTY MEDICAL SUPERINTENDENT, 
CITY HOSPITALS AND SANATORIUM. 

Applications are invited from duly qualified unmarried 
Medical Men, under the age of forty years and of not less than 
three years’ standing in their profe ssion, for the above- 
mentioned residential oupcipement at the TUBERCULOSIS 
SANATORIUM, COTTINGHAM. 

Salary £450 per annum, a subject to satisfactory service, 
by annual increments of £25 to £550, plus residential emolu- 
ments valued for superannuation purposes at £150 per annum. 

Candidates must hold a registered degree or diploma in 
State Medicine or Public Health. Residential sanatorium 
experience essential; infectious diseases hospital experience 
desirable. 

The appointment will be subject to the provisions of the 
Local Government and Other Officers’ Superannuation Act, 
1922. 

Applications, on forms to be obtained from the undersigned, 
are returnable not later than 10 A.M. on Thursday, the 
ist December, 1938 

NICOLAS GEBBIE, M. D., Medical Officer of Health. 

Health Department, Guildhall, Hull, November, 1938 


Surrey County Council. 


PUBLIC HEALTH DEPARTMENT. 


KINGSTON COUNTY HOSPITAL. (568 Beds.) 


RESIDENT ASSISTANT MEDICAL OFFICER. 

Applications are invited from registered Medical Practitioners 
for the appointment, which will be vacant in January, 1939, 
of Resident Assistant Medical Officer at the Kingston County 
Hospital. 

The Medical Officer appointed must have had post-graduate 
hospital experience in the administration of anesthetics as his 
duties will be largely those of Anesthetist. 

The appointment is for a period of six months, renewable 
for a further period of six months, and the salary is at the 
rate of £250 per annum, together with full residential emolu- 
ments valued at £125 per annum. 

Applications, stating age, qualifications, and experience, 
and enclosing copies of not more than three recent te »stimonials 
should be addressed to the Medical Superintendent, Kingston 
County Hospital, Wolverton-avenue, Kingston- — ‘Thames, 
so as to be received not later than 3rd ‘Dece mber, 1938. 

DUDLEY AUKLAND, Clerk of the Council. 

County Hall, Kingston-upon-Thames, 14th November, 1938. 


(Jounty Borough of Southend-on-Sea. 


SOUTHEND MUNICIPAL HOSPITAL. 


The Health Committee of the Town Council invite applications 
for the following appointments at their Municipal Hospital 
situate at Rochford, Essex. The Hospital at present comprises, 
460 beds, but considerable extensions are in course of erection. 
There is a staff of Visiting C yg and the Hospital is a 
recognised Training School for Nur 

(a) po TY MEDICAL SU PERINTE NDENT (RESI- 
DE NT)—Comme ncing salary £500 per annum, rising by 
annual increments of £25 to a maximum of £600 per 
annum, together with full residential emoluments valued 
for superannuation purposes at £150 per annum. Candi- 
dates must hold a higher University Degree in Medicine 
or be a Member of the Royal College of Physicians, and 
must have had considerable general hospital experience, 
including administration. 

(6) SURGICAL OFFICER (NON-RESIDENT )—Commencing 
salary £500 per annum rising by annual increments of 
£25 to a maximum of £600 per annum, with a non- 
resident allowance of £150 per annum. Candidates must 
be Fellows of the Royal College of Surgeons and must 
have had considerable experience in emergency surgery 
and the treatment of fractures. 

Both appointments are designated posts under the Local 
Government and Other Officers’ Superannuation Act, 1922, 
and the successful candidates will be required to pass a medical 
examination. 

Forms of application, together with further particulars of 
the appointments, may be obtained from the Medical Officer 
of Health, Munic ipal Health Centre, Warrior-square, Southend- 
on-Sea, and applications should be received by him not later 
than Monday, 5th December, ne 

. J. Worwoop, Town Clerk. 

15th November, 1938. 


Pre Bolton Royal Infirmary. 


(318 Beds, including two Auxiliary Hospitals.) 


ASSISTANT PATHOLOGIST. 

Applications are invited from qualified Medical Men or 
Women for the above post. Post-graduate experience in the 
routine methods of a general hospital laboratory is essential. 

The appointment is a whole-time one. 

Salary £600 per annum. 

Further information may be obtained from the undersigned, 
to whom applications, stating age, nationality, and experience, 
and enclosing two copies of recent testimonials, should be sent 
not later than November 28th, 1938 


(Jornwall County Couneil. 


COUNTY MEDIC AL OFFICER. 

Applications are invited for the appointment of County 
Medical Officer of Health. Candidates must be qualified, in 
accordance with the Local Government Act, 1933, and the 
Regulations thereunder, to carry out the statutory duties of the 
office, and such other duties as may be prescribed by the 
Minister of Health or the County Council 

Inclusive salary £1200 a year, with travelling allowance on 
the County Scale. 

Applications, stating age, qualifications, and experience, with 
copies of three recent testimonials, should reach the under- 
signed by the 6th Dece mber, 1938. 

. H. SHEERS, Clerk of the County Council. 

County Hall, T ruro, 15th Novembe r, 193 


(Shildren’ s Hos ital, 


Applications are invited for he 5 post of RESIDENT HOUSE 
SURGEON (Woman). The salary will be at the rate of £150 
per annum, with apartments, board, and laundry. The appoint- 
ment will be for six months, duties to commence on the 
Ist January, 1939. 

Applications, together with testimonials, stating age, qualifica- 
tions, and experience, to be sent to the Honorary Secretary, 
1, King John’s Chambers, Bridlesmith-gate, Nottingham, on 
or before Tuesday, the 29th November 

Selected candidates will be required to attend at the Hospital 


for a personal interview 
Halifax. 


(Jounty Borough of 


THE HALIFAX GENERAL | HOSP ITAL. (405 Beds.) 
JUNIOR RESIDENT MEDICAL OFFICER. (Male.) 
Applications are invited from duly qualified registered 


Medical Practitioners for the above appointment, for duties 
mainly in the surgical wards. 

Salary £250 per annum, together with board, residence, 
laundry. The appointment will be 
12 months and is not renewable. 

Forms of application and conditions of appointment can be 
obtained from the Medical Officer of Health, Powell-street, 
Halifax. 

Completed applications, together with copies of not more 
than three recent testimonials, endorsed ‘* Junior Resident 
Medical Officer’ should be forwarded to the unde rsigned as 
early as possible. 

will be 


Canvassing, either directly 
qualification. 
The Council has not adopted a superannuation scheme. 
PERCY SAUNDERS, Town Clerk. 
Town Hall, Halifax, 15th November, 1938. 


"Phe King Edward VII Welsh National 
“MEMORIAL ASSOCIATION. 


and 
for a term not exceeding 


or indirectly, a dis- 


Applications are invited from duly registered Medical Prac- 
titioners (Male, single) for the post of ASSISTANT RESIDENT 
MEDICAL OFFICER (twelve months’ appointment) at the 
NORTH WALES SANATORIUM (247 Beds for Female 
Pulmonary and Male, Female, SE children Non-pulmonary 
cases), DENBIGH, NORTH WALE 

Salary £200 per annum, plus Sealeeenienes. 

Applications, stating age, qualifications, experience, &c., 
together with copies of three recent testimonials, should’ reach 
the undersigned not later than Wednesday, November 30th, 


1938 
D. A. POWELL, Principal Medical Officer. 
Memorial Offices, Westgate-street, Cardiff. 


Hu! Corporation Health Department. 


ANLABY ROAD INSTITUTION (HOSPITAL). 


ASSISTANT MEDICAL OFFICER. 

Applications are invited for the above appointment from 
Registered Medical Practitione rs, of either sex, under the age 
of 40 years. 

Salary £350 per annum, rising by annual increments of £25 
to £450 per annum, together with an allowance at the rate of 
£150 per annum for board and residence outside the hospital. 

The hospital is equipped with modern X ray and Radium 
Departments. 

The appointment will be designated under the Local Govern- 
ment and Other Officers’ Superannuation Act, 19% 

Applications, on forms to be obtained from the ‘undersigned, 
are returnable not later than 10 A.M. on Monday, 5th December, 


1938 
NICOLAS GEBBIE, M.D., Medical Officer of Health. 
Health Department, Guildhall, Hull. 
November 14th, 8. 


Paul’s Eye Hospital, 


HOUSE SURGEON required Ist January, 1939. 

Six months’ appointment. Salary £145 per annum, with 
board, residence, 

Applications, with copies of testimonials, should be sent to 


580 Beds. 


Liverpool. 


H. CORLESS, Secretary. 


the Secretary on or before 10th December. 
57 


8S 
i 
i 
_ 
i 
nd 
} 
NT 
per 
dry 
50. 
his | 
| of 
to | 
ict, { 
by 
cal | | 
“1. 
or, i 
all 
H 
he 
ee 4 
ng | 
is eee | 
m 
r- 
r, 
| 
| 
f 
. 
. 
| 
| 


THE LANCET, ] 


THE LANCET GENERAL ADVERTISER 


[Nov. 26, 1938 


Leicestershire County Council. 


ASSISTANT COUNTY MEDICAL OFFICER OF HEALTH 
AND DISTRICT MEDICAL OFFICER OF HEALTH 
Applications are invited for the joint Whole-time appointment 

of an Assistant County Medical Officer of Health for the 

Administrative County of Leicester and Medical Officer of 

Health for the Rural District of Barrow-upon-Soar in the said 

County at a salary of £800 per annum, with a travelling allow- 

ance of £140 per annum. Office accommodation and clerical 

assistance will be provided by arrangements to be agreed upon 
by the appointing Authorities. The estimated total population 
of the Sanitary District is 38,340, the acreage of the area being 

54,804. 

‘Applic ants, who should not be over forty-five years of age, 
must be duly “qualified and registered Male Medical Practitioners 
with experience in Public Health duties and must hold the 
Diploma in Public Health or its equivalent. The Officer 
appointed will be required to reside at such place in or adjacent 
to the Sanitary District as shall be approved. As regards the 
duties of an Assistant County Medical Officer of Health, the 
Officer will act under the general control of the County Medical 
Officer of Health and will be required to perform such duties 
as may from time to time be prescribed. As regards his duties 
as District Medical Officer of Health, the Officer will be subject 
to the sole control and direction of the Local Sanitary Authority. 

The joint appointment is subject to the approval of the 
Minister of Health and the Board of Education, and also, so 
far as the office of District Medical Officer is concerned, to the 
provisions of the Sanitary Officers (Outside London) Regulations, 
1935. The joint appointment will be one under the Local 
Government Superannuation Act, 1937, and the _ selected 
candidate will be required to pass a medical examination. The 
joint appointment will be determinable by three months’ 
written notice on either side, subject so far as the office of the 
District Medical Officer of Health is concerned to the consent 
of the Minister of Health. 

Forms of application, together with a list of duties, may be 
obtained from the undersigned and, accompanied by copies of 
not more than three recent testimonials, should be returned 
to him not later than the 13th day of Dec ember, 1938. 

Canvassing, directly or indirectly, will be deemed a dis- 
qualification. 

Lucas E. Rumsey, Clerk of the County Council. 

County Offices, Grey Friars, Leicester, 21st November, 1938. 


Guest Hospital, Dudley. 
(General Hospital. 139 Beds.) 


The Resident Staff consists of a Resident Surgical Officer and 
Three House Surgeons. 

HOUSE SURGEON (Male) required. Salary at the rate of 
£150 per annum, with furnished apartments, board, and 
laundry. Candidates must be fully qualified and registered. 

Applications, stating age, qualifications and experience, 
accompanied by copies of testimonials, to be sent to the 
undersigned. 

H. RAYMOND Hurst, House Governor and Secretary. 

2ist November, 1938. 


(iounty Council of Durham. 


ASSISTANT WELFARE MEDICAL OFFICER. 

The County Health Committee invite applications for an 
Assistant Welfare Medical Officer (Woman) at a commencing 
salary of £600 per annum, rising by annual increments of £25 
to £700 per annum. Travelling allowance will be paid by the 
County Council in accordance with a scale to be approved from 
time to time. 

The appointment will be held subject to three calendar 
months’ notice on either side, and to the following conditions :— 

(1) The officer appointed must be a registered Medical 
Practitioner between the ages of twenty-five and fifty-five 
years, must devote the whole of her time to the duties of 
the office, and must not engage in private practice 

(2) She should either have had a previous appointment 
as Medical Officer of an Ante-natal Clinic, with the approval 
of the Minister of Health, or have had at least three years’ 
experience in the practice of her profession and special 
experience of practical Midwifery and Ante-natal work. 
The holding of a Diploma in Public Health will be deemed 
an additional qualification for the post. 

(3) She will be subject to the directions of the County 
Medical Officer of Health. 

(4) She will be required to reside in Durham City, or 
such other place as required by the Council. 

(5) She must be prepared to undertake any duties in 
connexion with the Maternity and Child Welfare Services 
of the County Council, including attendance at Birth 
Control Clinics. 

(6) She must be prepared, if called upon, to act as 
Locum Tenens to other members of the Medical Staff of 
the County Medical Officer of Health. 

(7) The appointment will terminate on marriage. 

(8) The candidate appointed will be required to pass the 
County Council’s medical examination, and will be subject 
to the provisions of the Local Government and Other 
Officers’ Superannuation Act, 1922. 

Applications, endorsed ‘“‘ Assistant Welfare Medical Officer,”’ 
with copies of not more than three recent testimonials, must be 
addressed to the County Medical Officer of Health, Shire Hall, 
Durham, and must be received by him not later than Saturday, 
10th December, 1938. 

J. K. Hopes, Clerk of the Council. 

Shire Hall, Durham, 21st November, 19 
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(Jounty Council of Durham. 


DISTRICT TUBERCULOSIS MEDICAL OFFICER. 
The County Health Committee invite applications for a 
District Tuberculosis Medical Officer, at a commencing salary 
of £600 per annum, rising by annual increments of £25 to £700 
per annum. Travelling allowance will be paid by the County 
ng in accordance with a scale to be approved from time 
0 

The appointment will be held subject to three calendar months’ 

notice on either side, and to the following conditions :-— 

(1) The officer appointed must be a registered Medical Practi- 
tioner under the age of 50 years, must devote the whole 
of his time to the duties of the office, and must not 
engage in private practice. 

(2) He should fave held a previous appointment as Tuber- 
culosis Medical Officer, with the approval of the Minister 
of Health, or 

(i) have had at least three years’ experience in the 
baw tice of his profession ; 
(ii) have spent in general clinical work a period of 
t less than eighteen months, of which not less 
od six months have been spent ip a hospital 
as Resident Medical Officer in charge of ds 
es by general medical or surgical cases ; 


(iii) hove received special training for a period of not 
less than six months in the diagnosis and treat- 
ment of tuberculosis. 

(3) He will be attached to the County Health Department and 
will, subject to the direction of the County Medical 
Officer, be under the control of the Central Tuberculosis 
Medical Officer. 

(4) He will be required to reside in his Dispensary area, or 
such other area as required by the Council. 

(5) He must be prepared, if called upon, to act as locum 
tenens to other members of the medical staff of the 
County Medical Officer 

(6) The holding of a Diploma in Public Health will be deemed 
an additional qualification for the post. 

The candidate appointed will be required to pass the County 
Council’s medical examination and will be subject to the pro- 
visions of the Local Government and Other Officers’ Super- 
annuation Act, 1922. 

Applic ations, endorsed “ District Tuberculosis Medical 

fficer,”” and accompanied by —_ of not more than three 
recent testimonials, must be addressed to the County Medical 
Officer, Shire Hall, Durham, and must be received by him not 
later than first post on Monday, Sth December, 1938. 

K. Horr, Clerk of Council. 

Shire Hall, ‘Durham, 14th ‘November, 1 


(Jounty Borough of 


ASSISTANT MEDICAL OFFICER OF HEALTH AND 
ASSISTANT SCHOOL MEDICAL OFFICER (Male). 

Applications for the above are invited from duly registered 
Medical Practitioners who should be single and under forty 
years of age and hold a diploma of Public Health. 

The person appointed may be required to undertake any 
— health work, but special experience of infectious diseases 
ncluding immunisation is desirable. 

Board, lodging, and laundry will at present be provided at. 
the hospital for infectious diseases, and for these a deduction of 
£100 per annum will be made from the salary which will com- 
mence at £500 and rise by annual increments of £25 to a 
maximum of £700, less 5 per cent. deduction for superannuation 
purposes. 

Spotetin forms can be obtained from the Medical Officer 
of Health, Town Hall, Bournemouth, to whom they must be 
returned, with copies of three recent testimonials, not later than 
the first post of December 10th, 1938. 

Canvassing of any kind will be a disqualification. 

HERBERT ASHLING, Town Clerk. 
Hall, Bournemouth. 
18th November, 1938 


W orcester Count ty and City Mental 


HOSPITAL, POWIOR, mm near WORCESTER. 


are tee for the post of ASSISTANT 
EDICAL OFFICER. Applicants must be Male, single, under 
thirty-five years of age, and duly qualified in medicine and 
surgery. Commencing salary £350, rising by annual incre- 
ments of £25 to a maximum salary of £450 per annum, together 
x: furnished apartments, board, laundry, and attendance 

A further £50 per annum will be paid if the selected candidate 
holds or obtains a Diploma in Psychological Medicine. Experi- 
ence in Anesthetics will be a recommendation. The . 
ment is subject to the provisions of the Asylums 
Superannuation Act, 1909. 

Applications, stating age and full particulars of qualifications 
and experience, accompanied by copies of three recent testi- 
monials, to be forwarded to the ma Superintendent not 


later than Friday, 2nd December, 1 
New Sussex Hospital, 
Windlesham-road, BRIGHTON. 


Applications rd invited from opapaes Medical Women for 
the post of HOUSE PHYSICIAN for six months from 
January ist. Salary £100 per annum. 
Applications, together with copies of three recent testimonials, 
to be sent to the undersigned by December 12t 
P. F. SPOONER, Secretary, New Sussex Hospital. 


DE. 
T 
app 
| at | 
out 
A 
hok 
mal 
to | 
| or 
to 1 
I 
by 
the 
anc 
his 
Lot 
19: 
for 
to 
fro 
He 
tes 
He 
10! 
ap 
ap 
th 
St 
SI 
sh 
U 
M 
ti 
pl 
ge 
M 
al 
a 
d 
h 
ti 
t 
( 
| | 
| 1 
| 
‘ 
| 


‘THE LANCET, ] 


THE LANCET GENERAL ADVERTISER 


[Nov. 26, 1938 


(jJounty Council of Durham. 


DEPUTY COUNTY MEDICAL OFFICER OF HEALTH- 
The County Health Committee invite pussies for the 
appointment of a Deputy County Medical Officer of Health 
at a salary of £960 per annum. Reasonable travelling and 
out-of-pocket expenses will be paid by the County Council. 

Applicants must be duly registered Medical Practitioners, 
holding a Degree or Diploma in Public Health, and the gentle- 
man aparece will be required to devote the whole of his time 
to the duties of the office and to reside in the City of Durham 
or other approved centre. The appointment will be held subject 
to three calendar months’ notice on either side. 

He will be expected to undertake any duties required of him 
by the Council bearing on the Health and Medical Services of 
the County, and will act under the administrative control of, 
and be responsible to, the County Medical Officer of Health for 
his duties. 

The appointment will be subject to the provisions of the 
Local Government and Other Officers’ Superannuation Act, 
1922, and to a medical examination as required by the Council 
for the purposes of the Act, and the statutory contributions 
to the Superannuation Fund under that Act will be deducted 
from the salary. 

Applications, marked ‘‘ Deputy County Medical Officer of 
Health,’’ together with copies of not more than three recent 
testimonials. must be sent to the County Medical Officer of 
Health, Shire Hall, Durham, not later than Saturday, 
10th December, 1938. 

. K. Hops, Clerk of the County Council. 

Shire Hall, Durham, 2ist November, 1938. 


W est Riding of Yorkshire Mental 


HOSPITALS BOARD. 


APPOINTMENT OF MEDICAL SUPERINTENDENT. 
WADSLEY MENTAL HOSPITAL, near SHEFFIELD. 


The West Riding of Yorkshire Mental Hospitals Board invite 
applications from duly registered Medical Practitioners for the 
appointment of a Medical Superintendent in their service at 
the Wadsley Mental Hospital, near Sheffield. 

Candidates must have had previous experience as the Medical 
Superintendent or a Senior Medical Officer of a Mental Hospital. 
Special consideration will be given to candidates holding Member- 
ship of the Royal College of Physicians or a Degree of a British 
University, and who possess the Diploma in Psychological 
Medicine. 

_ The person appointed will be required to devote his whole 
time to the duties of the office and to act in conformity with the 
provisions of the Lunacy and Mental Treatment Acts and the 
general rules and regulations of the West Riding of Yorkshire 
Mental Hospitals Board. 

The minimum and maximum salaries fixed for the position 
are £1000 and £1400, the annual increments being £50. The 
commencing salary to be paid will within these limits be 
according to qualifications and experience and is entirely at the 
discretion of the Board. 

The person appointed will be provided with an unfurnished 
house, which will be deemed to be valued, for superannuation 
purposes, at the sum of £50 per annum. There are no other 
emoluments attached to the position. The salary and value 
of the unfurnished house will be subject to deductions under 
the Asylums Officers’ Superannuation Act, 1909. 

Application must be made on a form which can be obtained, 
together with any other particulars, from the undersigned, to 
whom the completed forms should be returned not later than 
the 6th December, 1938. 

Canvassing in any form will be a disqualification. 

G. LESLIE BANNER, Clerk of the Board. 

Board Offices, Victoria Chambers, Wood-street, Wakefield 
(P.O. Box No. 28). 


Corbett Hospital, Stourbridge. 


(100 Beds and Special Departments.) 


Applications are invited for the post of HOUSE SURGEON, 
which will become vacant as from Ist January next. 

The appointment will be for a period of six months, terminable 
by six weeks’ notice, carries a salary at the rate of £100 per 
annum, with board, laundry, &c. 

The Hospital has a Specialist Visiting Staff, a Resident 
Surgical Officer, and a House Physician. 

Applications, giving full details of qualifications, age, and 
experience, accompanied by three copies of testimonials, should 
be addressed to the undersigned forthwith. 

W. G. H. WESTON, Secretary. _ 


Ayr County Couneil. 


HXMATOLOGICAL TECHNICIAN. 

Applications are invited from experienced Laborato 
Technicians for the above post. The person appointed will 
be required to work under the County Obstetrician, and the 
duties will consist in routine hemoglobin investigations and 
blood counts, as required, upon all patients attending the 
County Ante-Natal Clinics and Maternity Hospitals. Salary 
will be at the rate of £240 per annum, subject to deduction 
for superannuation. 

Applications stating age, sex, experience, and present appoint- 
ment, along with copies of three recent testimonials, to be 
submitted to the Medical Officer of Health, County Buildings, 
Ayr, before 15th December, 1938. 


Roeyal United Hospital, Bath. 


HONORARY SURGICAL REGISTRAR. 

Applications are invited for the post of Honorary Surgical 
Registrar. 
_ Candidates must be Graduates in Surgery of a University of 
Great Britain or the British Empire. ° 

Applications, stating age, qualifications, and full particulars 
of experience, together with a copy of three testimonials, should 
be addressed to the undersigned on or before December 15th. 

J. LAWRENCE MEARS, Secretary-Superintendent. 
19th November, 1938. 


R oyal United Hospital, Bath. 


HONORARY AN-E£STHETIST. 

Applications are invited from registered General Practitioners 
for the post of Honorary Anesthetist. 

Applications, stating age, qualifications, and full particulars 
of experience, together with a copy of three testimonials, to 
be addressed to the undersigned by December 15th. 

Other particulars may be obtained on application to 

LAWRENCE MEARS, Secretary-Superintendent. 


19th November, 1938. 
Manchester. 


City of 


CRUMPSALL HOSPITAL. (1543 Beds.) 
(Recognised under the regulations for the F.R.C.8.) 


The Public Health Committee invites applications from 
registered Medical Practitioners for the post of RESIDENT 
ASSISTANT OBSTETRICAL OFFICER at the above-named 
Hospital, which will become vacant in mid-January, 1939. 

The salary for the appointment is £250 per annum, with 
board, residence, and laundry in addition, subject to the 
Manchester Corporation conditions of service. 

The appointment will be made in the first instance for a 
period of six months, renewable for a further six months but 
hot renewable thereafter. 

Full information and forms of application may be obtained 
from the Medical Officer of Health, Town Hall, Manchester, 2, 
and applications for the post must be received by him not 
later than Monday, December 5th, 1938. 

R. H. Apcock, Town Clerk. 

Town Hall, Manchester, 2, 21st November, 1938. 


Middlesbrough Education Committee. 


APPOINTMENT OF SCHOOL MEDICAL 
OFFICER. 

Applications are invited from duly qualified Men for a position 
as Assistant School Medical Officer in connexion with the 
medical inspection and treatment of school-children, and such 
other duties as may be required by the Education Committee. 
The person appointed will be generally responsible to the 
School Medical Officer. 

Commencing salary £500 per annum (provided the successful 
candidate has had not less than three years’ post-graduate 
experience), rising by annual increments of £25 to £700 per 
annum. The Committee may at their discretion take into 
account previous experience as an Assistant School Medical 
Officer in determining the amount of the commencing sal A 
The successful candidate will be required to devote his whole 
time to the duties of the office. The appointment will be 
subject to the provisions of the Local Government and Other 
Officers’ Superannuation Act, 1922, and the successful candidate 
will be required to pass satisfactorily a medical examination. 
The appointment will be terminable by two calendar months’ 
notice on either side. 

Forms of application may be obtained on application to the 
Director of Education, Education Offices, Woodlands-road, 
Middlesbrough, to whom completed forms should be returned 
not later than Monday, 12th December, 1938. 

Canvassing in any form will disqualify. 

PRESTON KITCHEN, Town Clerk. 
Town Clerk’s Office, Municipal Buildings, Middlesbrough. 
19th November, 1938. 


Derham County 


(100 Beds.) 


Hospital. 


Male HOUSE SURGEON required. 
Ist January, 1939. 

Salary at the rate of £150 per annum, with board, residence, 
and laundry. 

- meme for six months, subject to renewal for similar 
period. 

Applications, stating age, experience, and _ nationality, 
accompanied by three recent testimonials, should be addre 
to the undersigned not later than Friday, 2nd December, 1938. 

NORMAN BROWN, Secretary. 


QGalford Royal Hospital, 


(256 Beds.) 


Duties to commence 


Applications are invited from registered candidates (Male) 
for Two HOUSE SURGEONS for six months from Ist January 
next. Salary £125 per annum. 

Forms of application, obtainable from the undersigned, 
must be delivered on or before 6th December. 

By Order of the Board, 
H. B. SHELSWELL, General Superintendent and Secretary. 
21st November, 1938. 
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Jessop Hospital for 


SHEFFIELD. 
(151 Beds. ) 


Women, 


[he 


The Board of Management invite applications for wry of 
HOUSE SURGEONS (Male), unmarried, for a period of six 
‘months commencing Ist January, 1939. 

Salary £100 per annum, together with board, residence, and 
laundry 

Applications, stating age, together with copies of testimonials, 
should be addressed to the undersigned immediately. 

DAVID OSWALD, Superintendent and Secretary. 


Jessop Hospital for Women, 


SHEFFIELD. 
Firth Auxiliary, Norton. 

Applications are invited for the post of RESIDENT 
MEDICAL OFFICER, from Registered Medical Practitioners. 

The appointment will be for six months commencing 
Ist January, 1939, subject to renewal for a further six months, 
with salary at the rate of £150 per annum, plus board, residence, 
and laundry 

Previous Obstetrical experience is desirable 

The Firth Auxiliary Hospital contains 47 beds, of which 
23 are set apart for the treatment of Puerperal Sepsis, the 
remainder being for Ante-Natal and Gynecological cases 

Applications should be lodged with the undersigned, addressed 
to the Jessop Hospital for Women, Sheffield, immediately. 

DAVID OSWALD, Superintendent and Secretary. 


(The Jessop Hospital for Women, 
(15 eds.) 


The Board of Management invite applications for the post 
of SENIOR RESIDENT OFFICER (Male), unmarried. 

The appointment is for six months, in the first instance, 
from Ist January, 1939. 

Salary £150 per annum, plus board, residence, and laundry. 

Previous resident experience essential. 

The duties include charge of the Maternity Department, 
36 beds, and general supervision of the Gynecological Depart- 
ment 

Applications, stating age and experience, with copies of 
recent testimonials, should be forwarded immediately to the 
undersigned. 

Davip OSWALD, Superintendent and Secretary. 


City of Birmingham — Education 


COMMITTEE 
APPOINTMENT OF ASSISTANT SCHOOL MEDICAL 
OFFICER. 

Required, to begin duty as soon as possible, an Assistant 
School Medical Officer (Male or Female). Candidates must 
have had at least three years’ experience in the practice of their 
profession subsequent to obtaining a regietzabte qualification. 
Salary according to ‘*‘ Askwith ”’ Scale (£500 to £700 by annual 
increments of £25). In fixing commencing salary previous 
service in Class II of ‘‘ Askwith ’”’ Scale may be taken into 
account. £10 per annum travelling expenses allowed. 

Forms of application (to be returne 1 not later than first post 
on Monday, 5th December), together with further information, 
obtainable from the undersigned on receipt of stamped, addressed 
foolscap envelope. Communications should be endorsed 
* Assistant School Medical Officer. Canvassing will disqualify. 

P. D. INNES, Chief Education Officer. 

Education Office, Margaret- street, Birmingham, 3. 


14th November, 1938. 
Wales’s 


The Prince’ of 


Hospital, 
Greenbank-road, PLYMOUTH. 


(Formerly South Devon and East Cornwall Hospital.) 
(254 Beds.) 


Applications are invited for the post of RESIDENT 
SURGICAL OFFICER (Male). Salary £225 per annum, with 
board, residence, and laundry 

Appointment is tenable for six months and subject to renewal. 

— to commence 20th December 

Candidates must be registered under the Medical Acts and 
it is desirable they should possess the F.R.C.S., England or 
Edinburgh 

Applications, stating age and qualifications, together with 
copies of three recent testimonials, to reach the undersigned 
by 30th November. 

ARTHUR R. CasH, General Superintendent and Secretary. 


([{he Incorporated Liverpool School of 


TROPICAL MEDICINE (University of Liverpool). 


Applications are invited rn ‘the post of ASSISTANT 
LECTURER and DEMONSTRATOR in the Department of 
Parasitology at the above School. 

Candidates should be graduates of a British or Colonial 
University, and must hold a medical qualification or a good 
degree in zoology 

Initial salary £300—£400 (according to the selected candidate’s 
qualifications) 

Applications should be made not later than December 31st, 
1938, to the Secretary, School of Tropical Medicine, Pembroke- 
place, Liverpool, 3, from whom further particulars may be 
obtained. 
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Pontefract General Infirmary (Yorks). 


JUNIOR RESIDENT MEDICAL OFFICER (Mak 
unmarried), duly qualified registered Medical Practitioners 
Commencing salary £150 per annum, with residence, board, 
and laundry. 
sone appointment to date for six months from January Ist, 

Applications, stating age, with testimonials, and nationality 
to be sent to the undersigned at once. 

Davip J. RICHARDS, Secretary-Superintendent. 


Middlesex County Couneil. 


WEST MIDDLESEX COUNTY HOSP ITAL, 
Twickenham-road, ISLEWORTH, MIDDLESEX. 


Non-resident ASSISTANT RADIOLOGIST, registered 
Medical Practitioner holding D.M.R.E., experience din diagnostic 
and therapeutic X-ray work. 

Inclusive salary £650-£25-£800 per annum, on pensionable 
staff, subject to medical examination and three months’ notice. 
Whole-time duties under direction of Medical Superintendent 
and Radiologist. Any fees received payable to County Council. 
Closing date 3rd December, 1938 

Written application to the unde srsigned in envelopes endorse od 
in top left-hand corner ‘* B.3”’ and ‘* W.Mdx.—Asst. Rad.’ 
enclosing copies of not more than three recent testimonials. 

Canvassing, direct or indirect, disqualifies 

C. W. RADCLIFFE, Clerk of the County Council. 

Guildhall, Westminster, S.W.1 


Royal Alexandra Hospital for Sick 
CHILDREN, BRIGHTON. 
(100 Beds.) 


HOUSE SURGEON (Male) required. Salary at the rate of 
£150 per annum, with board, lodging, and laundry. Good 
experience, no canvassing allowed. To take up duties at the 
beginning of December. 

Applications in writing, accompanied by testimonials, should 
be sent forthwith to P.F SPOONER, the Secretary at the Hospital. 

November 16th, 1938 


N orthumberland County Council. 


ST. GEORGE’S MENTAL HOSPITAL, MORPETH. 


APPOINTMENT OF RESIDENT ASSISTANT MEDICAL 
OFFICER. 


The Visiting Committee of the above-named Mental Hospital 
invite applications from fully qualified and registered Medical 
Practitioners for the above appointment. The successful 
candidate will be required to reside in the Hospital 

The commencing salary will be £400 per annum, together with 
the usual emoluments—i.e., furnished apartments, board, 
laundry, and attendance, valued for superannuation purposes 
at £100 per annum. An increase of £25 per annum will be 
granted on completion of twelve months’ satisfactory service, 
and a further annual increment of £25, to a maximum salary 
of £450 perannum. A further £50 will ’be paid in the event of 
the successful candidate holding the D.P.M. 

The candidate appointed will be required to pass a medical 
examination and to contribute under the Asylum Officers’ 
Superannuation Act, 1909. 

Applications, stating age (not over forty-five years) and full 
particulars of qualifications, experience, and appointments 
held, accompanied by copies of three recent testimonials, to 
be enclosed in an envelope endorsed ‘* Mental Hospital Assistant 
Medical Officer,’’ and addressed to the undersigned, so as to 
be received not later than 12th December, 1938 

‘. HAROLD CARTER, Clerk of the Visiting Committee. 

County Hall, Newcastle-upon-Tyne, 

22nd November, 1938 


and Sussex Hospital, Royal 
TUNBRIDGE WELLS (210 Beds.) 


Applications are invited for the post of HOUSE SURGEON , 
EAR, NOSE, AND THROAT AND OPHTHALMIC DEPARTME NTS 
and "Resident Anesthetist, to commence duty 17th December, 
1938, or possibly before that date. 

Salary £150 per annum, with board, residence, and laundry 
in the Hospital. 

The Hospital contains the following Departments : 

Medical, Surgical, Ear, Nose and Throat, Ophthalmic, 
Orthopedic, Gynecological, X-ray, and Electrotherapeutic, 
Massage, Pathological, Venereal Diseases. 

Applications, stating qualifications, together with Certificate 
of Registration, and copies of not more than three recent testi- 
monials, should be sent to the undersigned as soon as possible. 

Tom B. HARRISON, Superintendent-Secretary. 

22nd November, 1938. 


‘Phe Sheffield Royal Hospital. 


Applications are invited for the post of RESIDENT 
NRSTHETIST (Male) who will also act as Junior House 
Physician. Salary at the rate of £80 per annum, rising to £100 
per annum in six months, with board, residence, and laundry. 
Applications should be sent at once to— 


W. H. Booru, Superintendent and Secretary. 
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Royal Manchester Children’s Hospital, 


PENDLEBURY. 


Applications are invited for the postof AURAL REGISTRAR 
from duly qualified Medical Practitioners. 

Duties will include attendance at the Out-patient Clinics 
held at Gartside-street, Manchester, on Monday mornings and 


Thursday afternoons, administration of anesthetics and 
occasional attendance on in-patients at Pendlebury. Salary at 
the rate of £75 per annum. Previous experience in aural 


surgery essential 
Applications, together with copies of three testimonials, 
to be sent not later than Friday, 2nd December, to the under- 
signed from whom further particulars relating to the post may 
be obtained. 
By Order, 
H. HEARDMAN, Secretary. 


‘The Royal Hospital, Wolverhampton. 


(Incorporated under Charter.) 


Applications are invited for the post of REGISTRAR to the 
FRACTURE AND ORTHOPEDIC DEPARTMENT. 

The Hospital contains 300 Beds and is recognised by the 
various Examining Bodies for a part of the requisite attendance 
on Medical and Surgical Practice. 

Candidates must possess one of the 
surgery. 

The post is a non-resident one, and the appointment will 
be in the first place, for twelve months. Salary £400 per annum. 

Applications, with copies of testimonials, to be forwarded to 
the undersigned, from whom further information may be 
obtained. 


higher qualifications in 


W. H. HARPER, House Governor. 


22nd November, 1938. 
(jounty Mental Hospital, Lancaster. 


Applications are invited for the post of ASSISTANT 
MEDICAL OFFICER (Female). Candidates must be : 
and under thirty-five years of age. Commencing salary £550 
per annum, rising to £600 after one year’s satisfactory service, 
with further increases on promotion, subject to a deduction of 
3 per cent. under the Asylums’ Officers’ Superannuation Act, 
1909. There are no emoluments. 

The selected candidate will be required to live in the 
Hospital, and she will be provided with board, lodging, &c., for 
which a charge of £150 a year is made. 

The possession of a Diploma in Psychological Medicine will 
entitle the officer to an additional £50 per annum. 

Applications, giving full particulars, with testimonials (copies 
only), should be forwarded to the Medical Superintendent on or 
before the 30th November, 1938. 


‘The Royal Army Medical Corps 


ASSOCI pe hood 85, Eccleston-square, S.W.1 (Telephone : 
Victoria 2722), supplies qualified Dispensers, Book-keepers, 
Laboratory Assistants, Sanitary Assistants, Male Nurses, Mentaj 
and Special T reatment. Orderlies, Dental Cle rk Orderlies, Porters, 
Caretakers, &c., without charge to respective employers. 


. . . ry. > 
‘['ypewriting.— Specialists in Typing 
fedical and Scientific Papers, Lectures, Theses, and 
Books. Highest recommendations. horthand typists always 
available. Proof-reading, indexing. Translations in all Purepens 
languages.—Margaret Watson Ltd., 16, Palace Chambers, 
Bridge-street. S.W.1. WHItehall 3832. 


A ssistantship wanted, 


Birmingham 


district, with a view to Partnership preferred, “bat not 
essential. Four years’ hospital experience in Yorkshire. 
Qualified M.B., B.Ch., B.A.O. 1934, and M.D. 1938— Queen’s 


University, Be ‘Ifast.— Addre 88, 
7, Adam- street, Adelphi, W.C 


‘Anesthetics. — Wanted to purchase, 


Old Apparatus and Literature which would have historical 
interest for Anzsthetists.—Address, , No. 528, THE LANCET 
Office, 7, Adam-street, Adelphi, W.C. 


wishes Daily West 
End. Doctor’s .RECEPTIONIST.—Address, No. 532, 
THE LANCET Office, Adelphi, W.C.2. 


oung Lady (S.R.N. and C.M.B.), aged 


28, seeks post with Firm of Doctors as DISPENSER 
and BOOKEE EPER or RECEPTIONIST. London or Suburbs 
preferred.—Address, a 533, THE LANCET Office, 7, Adam- 
street, Adelphi, W.C. 


;.ducational Centre, good Residential 


Suburb of London. Old-established, easily worked 
PRACTICE with selected Panel. Takings average last three 
years over £1250. Exceptionally well-built and convenient 
house on 2 floors only, with garden and garage. Health reason 
for selling. No age nts. —Address, No. 529, THE LANCET Office, 
7, Adam-street, Adelphi, W.C.2. 


A Rolls-Royce 20 h.p. Saloon for Sale. 
£50 or nearest offer. Excellent condition.—Apply, 
Yelland Motors, Midland-road, N.W.1, or ’phone Euston 1746. 


No. 530, THE LANCET Office, 


7, Adam-street, 


Medical Clinic finely equipped in about 
66 acres. 35 bedrooms, 23 cubicles, 8 bathrooms and 
numerous treatment rooms. Midway between London and the 
South coast. Freehold for Sale owing to death 
Further particulars of BRACKETT & SONS, 
Wells, and 34, Craven-street W.C.1. 


Resident Patients.—Doctors desiring 
accommodation for private patients (mental, neuras- 
thenic, invalid, &c.) may have, post free, illustrated BOOKLET 
describing residence 8s, &c., of numerous Colleagues in all parts— 
town, country, and se aside—who receive such patients.—Apply, 
Manager, British Medical Bureau, eng poe House South’ 
Tavistock-square, London, W.C.1 
London. — Cora Botel. 
Upper Woburn-place, near B.M.A. Headquarters. 
Accommodates 235 visitors. Modern comforts. 
Excellent table. A.A. and R.A.C. recommended. 
Room, bath, and table d’hdéte breakfast, 8s. 6d. 


ast Sheen.— Main 


Tunbridge 


Road Corner Pre- 


mises suitable Dental,or Opticians professions. 


7 large rooms, bathroom, &c., large garden and garage. Rent 
£110 per annum, exc lusive, on lease Write ‘‘ G,”’ 8, Castlenau, 
S.W.13 


For available 


CONSULTING ROOMS. PROFESSIONAL 
HOUSES AND FLATS 


In Harley Street and the medical area generally including Mayfair 


LEY CLARK and PARTNERS 
Auctioneers, Surveyors, and Valuers 
3a, WIMPOLE STREET, CAVENDISH SQUARE, W.! 
Represented in Cannes, Nice, Monte Carlo 
Telephone: LANgham 1095 (3 lines) 


Ready January, Harley-street vicinity, 

Rooms for Medical or Business men. Bed, breakfast, 
from £2 2s. Other meals as desired. Appointments made by 
trained secretary.—Address, Poe 523, THE LANCET Office, 
7, Adam-street, Adelphi, W . 


HARLEY STREET DISTRICT 


in a quiet and scrupulously clean house much favoured by 
medical men. 
A SELF-CONTAINED SERVICE FLAT 
of Hall, 2 yes Furnished Rooms, Bathroom, ‘and W xs 
«5 guineas per week, including breakfasts for two. 

Also a LARGE DIVAN ROOM, with its own private bath- 
room, 4 guineas per week for two or 3 guineas for one, including 
full service and breakfasts, and a SINGLE ROOM at £1 lis. 
inclusive as above. 

All rooms have ’phones and concealed H. and C. 

, Nottingham-place,W.1. W ELbec 3591. 


Harley: -street. — In Physician’s own 

House, Consulting-room Suite, handsomely decorated. 
Name plate and all services, £250 per annum; also part-time 
room with plate. Furnished treatment rooms and X ray avail- 
able.—Address, No. 513, THE LANCET Office, 7, Adam- -street, 
Adelphi, W.C.2. 


RO Brook-street, W.1.— Part-time fur- 


§ nished and unfurnished CONSULTING ROOMS with 
full service.—Apply, Resident Housekeeper at the premises. 


Hatley Street and District.—A number 


of excellent CONSULTING ROOMS are available for 
full and part-time use at moderate rents. 
application.— ELGoop Co., 
square, W.1. Lang. 2601. 


LEY CLARK and PARTNERS, 


3a, WIMPOLE STREET, 
Telephone : LANgham 1095 (3 lines) 
Managing Agents for the following :— 
CONSULTING MAISONETTE—W impole-street. Re- 
decorated. 6 rooms, 2 bathrooms, kitchen, cloakroom, use 
of waiting room, excellent services. Nameplate. Rent £350. 
Fully equipped DENTAL SURGERY—Wimpole-street 
(S. 8. White equipment) Ist Floor. X ray apparatus available. 
To let whole or part time. Rent pro-rata to include use of 
general waiting room. Service. Name plate. 
HARLEY-STREET. Full-time consulting rooms with and 
without Secretary’s rooms. ssenger lift. Use of waiting 
room, Service. Rents from £125 per annum. 
Managing Agents, LEY CLARK & PARTNERS, 
3a, Wimpole-street, as above. 


‘articulars on 
10, Henrietta-place, Cavendish- 
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BOVRIL MEDICAL AGENCY, Ltd. 


ALDINE HOUSE, 
10-13, BEDFORD STREET, STRAND, ra QNDON, W.C.2. 


Telegrams: BOVMEDIOCAL, LESQUARE, LONDON. TEMPLE Bar 1616 (3 lines). 
Chairman and Managing Director, Dr. J. FIELD HALL. 


The Maximum Commission payable on the sale of any Practice or Partnership in Great Britain, placed 
exclusively in the hands of this Agency is £50 (fifty pounds) which sum covers goodwill, rage surgery, 
fittings, fixtures and furniture, instruments and book debts, but not house property. Schedule of Terms 
will be forwarded on application. 


NO CHARGE IS MADE TO PRINCIPALS FOR THE INTRODUCTION OF LOCUM TENENS OR ASSISTANTS. 
Accountancy and Legal Services farnished by the Agency, where desired, at moderate inclusive charges. 


PRACTICES AND PARTNERSHIPS FOR SALE. 


1. CHESHIRE.—PARTNERSHIP.—One-third Share (with 12 ine penel at 700. Good 
increase later) in old-estab. good mixed Practice producing _ house rented at £100 p.a. remium £900. 
between £3600 and £3700 p.a. Panel of 1350. Good 8. Kent Coast.—FAVOURITE TOWN.—PARTNERSHIP.- 
fees. Choice of houses for ingoing partner, who should One-third Share (with increase later) in sound mixed- 
be experienced and preferably between 30-38. Vacancy class, non-dispensing Practice producing approximately 
occurs through ill-health of senior partner. ~ 869. hold 
2. DEVELOPING RESIDENTIAL TOWN WITHIN 15 about £2 )-&. ees 08. to 8. OC tood freehol« 
MILES OF LONDON.—Good-class, non-dispensing ~~ for sale. Premium 2 years’ 
PRACTICE estab. many years. Average gross cash 
receipts over £3000 p.a. Selected panel of over 500. 9 BORDERS BUCKS AND BERKS, eee 
Good fees. Well-situated house with ample accom- One- share 
modation on rental or for sale. Premium 1} years’ a ee See eceipts for 
3. LONDON.—PLEASANT RESIDENTIAL DISTRICT.— Suitable house on rental at £135 p.a. Small garden 
12 months to June, 1938, over £1300. Small selected ne facilities 
vanel. Good house with ample accommodation. xcellent ng and © aciities. Goo 
Premium 14 years’ purchase. peopitel and all partners are o 
wi 16 MILES OF LONDON.— 


4. KENT.—LARGE TOWN.—Well-estab. middle- and work- 10. ESSE 


NERSHIP.—Two-fifths Share (after short. pre- 
ing-class PRACTICE in populous district producing PART i 
about £1200 p.a. Panel of 800. Good freehold house in 
5. CROYDON AREA.—Old-estab. PRACTICE producing > 9 
£1463 p.a., including panel of 600 (increasing). Detached Premium 2 years’ purchase. Ingoing partner must 


corner house in pleasant neighbourhood (ample accom- i. DEVELOPING AREA WITHIN 12 MILES OF CHARING 
modation, garden, garage). Rent £150 p.a. Premium 


1} years’ purchase. Good scope, particularly if branch 4 
. a opened = developing SECS. . * private Practice established by vendor 7 years. Receipts 
6. 8.W. LONDON.—Well-estab. PRACTICE producing for past 12 months £2102. Selected panel of 300. Fees 
nearly £2000 p.a., including substantial panel and appoint- 3s. 6d. to 15s. Specially built house on excellent corner 


ments. Excellent house on rental. Branch surgery site (ample accommodation good garden, garage). 
on rental. Premium 2 years’ purchase. Premium 2 years’ purchase. r Ingoing partner should 

. LONDON, 38.W.—Recently estab. chiefly working-class be about 30, married, and accustomed to better-class 
PRACTICE offering considerable scope. Ree —— for work. Ample scope. 


INSURANCE DEPARTMENT 
Loans on Medical Practices 


The Agency can arrange, for any approved applicant, a loan up 
to a substantial percentage of the premium asked for any good 
mixed-class practice or partnership share. 


The amount which can be obtained will depend, to some extent, 
upon the income to be derived from the practice or share, as it 
is important to bear in mind that the loan outgoings will have 
to be met out of the margin of income available after proper 
allowance is made for all ordinary household and professional 
expenditure. 


The loan may be repaid over any period from 5-15 years, the 
usual term being 10 years. The rate of interest charged will not, 
for the time being, exceed 3#% net, and the insurances required 
as collateral security are not excessive. 


Full details will be sent on application. Please state date of birth 
and amount of capital available. 


BOVRIL MEDICAL AGENCY, LTO., ALDINE HOUSE, 10-13, BEDFORD STREET, STRAND, W.C.2 


PUBLISHED by the PROPRIETORS, THE LANCET LIMITED, 7, Adam Sect, Adelp in a County of London, 
62 and printed by WaTSon & VINRY, LTD., 52, Lon A Acre, W.C November 26th, 1938. 
PRINTED IN GREAT BRITAIN—Entered as d Class at tine New York, "u's. Office. 
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PEACOCK @ HADLEY, Ltd. Cz Wanted to purchase, Second-hand 


X Ray Apparatus, in good working order.—Address, 
MEDICAL TRANSFER AGENCY, No. 531, THE LANCET Office, 7, Adam- street, Adelphi, W.C.2. 


67-68, Chandos Place, Bedford Street, Strand, W.C.2. Geveral Good Secondhand Microscopes 


Wires: HERBARIA, LESQUARE, LONDON. and ee by Ross, Zeiss, Watson, &c., to be cleared 
Phone: Temple Bar 5564. at very low prices. Details on application. —kity Sale and 
Exchange (1929), Ltd., 93-4, Fleet-street, E.C.4 


This old-established reliable Agency negotiates the Sale of 
PRACTICES AND PARTNERSHIPS on reasonable terms 


which can be obtained on application. LOCUM TENENS | 66 4 ° 
AND ASSISTANTS supplied free of charge to Principals. A comfy ” seat ss a football throng P 
A two-hours treat if you smoke TOM LONG. 


LEE & MARTIN, Ltd. (est. 1877) THE LANCET 


MEDICAL AGENTS 
71, TEMPLE ROW, BIRMINGHAM. 
’Grams: “‘ Locum, Birmingham.’’ "Phone: Midland |  Thesubscription rates, post free, when paid strictly in advance 


TRANSFER OF PRACTICES AND PARTNERSHIPS ARRANGED follows :— 


Accounts Audited and Income Tax Accounts Prepared. One Year 2 

FINANCIAL ASSISTANCE AFFORDED ON REASONABLE TERMS Mowthe 
Reliable and Efficient Locums supplied at short notice ss ig ot 

Assistants. One Year ae 210 0 

— ABROAD ~ Six Months .. +e oe 16560 

THE OLDEST AND LEADING MEDICAL AGENCY Three Months 


Subscriptions not paid in advance are charged out. at the 
ER IVAL T K TD. | published price of 1s. per copy, plus postage. Cheques and 
| P.O.’s (crossed ‘‘Westminster Bank, Ltd., Covent Garden 
| Branch”) should be made payable to THE MANAGER, THE 
25, MAIDEN LANE, STRAND, W.C.2 Adam-street, Adelphi, W.C.2. 
(Corner of Bedford Street) eee 


| — 
Telegrams : “ Epsomian, London.” Phone : Temple Bar 9011 (3 lines ) | SMALL ADVERTISEMENT RATES. 
After office hours: Walton-on-Thames 1785. | Booksand Publications 


| Officialand General Announeements 0 
Commission chargeable in of the sale of a | Tradeand Miscellaneous Advertisements . and under 62.04. 
practice or share is limited to £50 where the business Every additional line 1s. 6d. 
is left solely in our hands, Ss For complete scale of advertisement charges apply to 
HE MANAGER. 


Valentine’s Meat-Juice 


For Quieting the Irritable Stomach 
in Pregnancy, for Rapidly Restoring 
the Vital Forces in Hemorrhage, 
for Sustaining and Strengthening 
in Long and Exhausting Labor, 
Valentine’s Meat Juice is Extensively 
employed in 


Obstetrical Practice. 


Dr. M. DeCristoforis, Prof. Lecturer on Midwifery 


and Gynecology, Milan, Italy: ‘The preparation, 

VALENTINE’S MEAT-JUICE, has been successfully HEA 
used by me in a serious case of acute puerperal hemor- Facttog gf of an Oritinal DI ee 
rhage. The patient could take no food or drink. 


VALENTINE’S MEAT-JUICE was completely retained 
and restored very promptly the strength and the ree 
cardiac impulsion.”’ 


For Sale by European and American Chemists and Druggists. 


VALENTINE’S MEAT-JUICE COMPANY, 
RICHMOND, VIRGINIA, U.S.A. 
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Pneumonia The recent important advances in 
the chemotherapy of infections have 
led toamuch more exact appreciation 
of the various factors involved. Asa 
ane Influenza result, emphasis is being laid by 
various authorities on these two 
complementary actions, i.e., 

I. Stimulation of antibody production and _ leucocytosis. 

2. Chemotherapy. 

An authoritative article in the British Medical Journal, October 22, 1938, states: 
“ The ultimate result of an infection, therefore, still depends on the immunity 
reaction of the patient, and unless this can dispose of the organisms 
temporarily arrested by the chemotherapy either the treat- 
ment will prove a failure or a relapse of the infection will 
occur when it is discontinued.” 

Consequently, emphasis is laid upon the necessity of 

increasing the immune response, and the safest method 

of doing this promptly and effectively is provided in the 
protein-free antigen, Edwenil, which therefore becomes 
the antibody stimulant of choice, whether chemotherapy 
is employed or not. 


EDWENIL 


Phials of 124 cc., 25 cc. and 50 cc. 
Ampoules of 2 cc. in boxes of 3 and /2. 


ENDOCRINES-SPICER LTD., 
WATFORD - - HERTS. 


THE POLYV: LE 
YU UBACTERIAL 


Nake To 
SUSpENsION 


Value of 
ADRENAL CORTEX THERAPY 


The adrenal cortex exerts an important 


antitoxic action and plays an_ integral du T1 ng dn d after 


part in resistance to bacterial infections. 
The oral administration of cortical ex- 


tracts is now recognised as the best means 
of stimulating suprarenal activity, and 
thus favourably influencing recuperation 


from infections. 


Adreno-Cortin is a potent biologically 


* standardised adrenal cortex extract 
A D R a N O presented in capsule form. Adreno-Cortin 
ans is no mere tonic with an evanescent 

action. It re-establishes normal adrenal 


R | N activity. Give three capsules daily for ten 
to twenty days. 


Bottles of 30 capsules 7/6. Subject to Professional discount. 


ENDOCRINES-SPICER LTD. - - WATFORD, HERTS. 


PRERINES SPICE 
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SAUNDERS’ BOOKS 


ALL NEW and of REAL HELP in PRACTICE 


DISEASES OF THE SKIN 


By GEORGE CLINTON ANDREWS, A.B., M.D., Associate Professor of Dermatology, College 

of Physicians and Surgeons, Columbia University. Octavo of 899 pages, with 938 Illustrations. 

New (2nd) Edition. Cloth, 45s. net. 
“‘ It is an excellent complete summary of diseases of the skin... , As a reference book on dermatology for the general practi- 
tioner we think this publication should be of special value.’”,-—INDIAN MEDICAL GAZETTE. 


DORLAND’S “coca. DICTIONARY 


Edited by W. A. NEWMAN DORLAND, M.D., Octavo of 1607 pages; 942 Illustrations, 
many in colour. New (18th) Edition. Flexible or Stiff Binding. 
Plain, 30s. net; Thumb-indexed, 32s. 6d. net. 
““* Dorland ’ is one of those works of reference which has already justified itself by time and usage. It is scholarly, accurate, 
and comprehensive and within its scope is unlikely ever to let its user down, It is a standby in this office.”’—Tue LANCET. 


PRINCIPLES « PRACTICE or OBSTETRICS 


By JOSEPH B. DELEE, A.M., M.D., Professor of Obstetrics and Gynecology, Emeritus, at the 
University of Chicago. Large octavo of 1211 pages with 1277 beautiful illustrations, including 
271 in colours. New (7th) Edition. Cloth, 55s. net. 
“ DeLee... writes in such a way as to convince the reader that he bases his discussions on the knowledge gained from a long 
experience of practical work. The illustrations are excellent ; probably no other textbook is so profusely illustrated.” 
EDINBURGH MEDICAL JOURNAL. 


CHEST and PHYSICAL DIAGNOSIS 


By GEORGE W. NORRIS, M.D., formerly Professor of Clinical Medicine in the University of 
Pennsylvania; and H. R- M. LANDIS, M.D., formerly Professor of Clinical Medicine in the 
University of Pennsylvania. Revised with the assistance of SIMON S. LEOPOLD, M_.D., 
Assistant Professor of Medicine and Head of the Department of Physical Diagnosis, University of 
Pennsylvania. With a chapter on the Transmission of Sounds Through the Chest by CHARLESM. 
MONTGOMERY, M.D., formerly Physician ,to the Phipps Institute; and chapters on the 
Electrocardiograph and X-Ray by THOMAS M. McMILLAN, M.D., Chief Cardiologist to the 
Philadelphia General Hospital. Octavo of 1050 pages, with 477 Illustrations. New (6th) 
Edition. Cloth, 45s. net. 
** The authors have achieved their expressed purpose of compiling a book which shall indicate how very large a part must be 
played in diagnosis by careful and instructed physical examination.’’—BRITISH MEDICAL JOURNAL. 


PATHOLOGICAL TECHNIQUE 


By FRANK BURR MALLORY, A.M., M.D., S.D., Consulting Pathologist to the Boston City 
Hospital. Octavo of 434 pages, Illustrated. Cloth, 20s. net. 


“ F. B. Mallory is one of the greatest living masters of histological technique, and the originator of several valuable staining 
methods ; he has now published a book which it is safe to say will at once attain the status of a classic.” 
—BRITISH MEDICAL JOURNAL, 


PRACTICE OF UROLOGY 


By LEON HERMAN, B.S., M.D., Professor of Urology, University of Pennsylvania Graduate 

School of Medicine. Octavo of 923 pages, with 756 Illustrations on 504 Figures. Cloth, 45s. net. 
** Professor Herman’s book .. . does supply, as few textbooks do, just those facts about urology of which the medical adviser 
of a patient should be possessed..., The subject matter is skilfully arranged, and the text is well illustrated.’’—TuE LANCET, 


TEXTBOOK OF OPHTHALMOLOGY 


By SANFORD R. GIFFORD, M.A., M.D., F.A.C.S., Professor of Ophthalmology, Northwestern 
University Medical School. 492 pages, 249 Illustrations, 11 in Colours. Cloth, 18s. net. 
“‘ This textbook gives an admirable survey of the essentials of ophthalmology for the student and practitioner. Its descriptive 
matter is concise and easy to read.’’-—THE LANCET. 


SAUNDERS’ NEW CATALOGUE—POST FREE ON REQUEST 
W. B. SAUNDERS COMPANY, LTD., 7, Grape Street, London, W.C.2 
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Principles of 


MEDICAL STATISTICS 


BY 


A. BRADFORD HILL, D.Sc., Ph.D. 


Reader in Epidemiology and Vital Statistics in the University of London (London School of Hygiene 
and Tropical Medicine) ; Fellow and Member of the Council of the Royal Statistical Society 


Demy 8vo, 172 + viii. 


Price 6/- net. 


NY assessment of success or failure in medicine which is based on fact rather than on opinion 
must nearly always be expressed in some numerical form—e.g., when the medical observer 
reports that he has treated so many cases with a favourable result in such and such a proportion, 

or the public health worker assesses the attack-rate on a population inoculated against some 

infection. We have reason to believe that there is now a steadily increasing demand among 
both clinical and public health workers for some knowledge of the elementary statistical technique, 
which will enable them to interpret figures or to analyse and test their meaning. Dr. Hill has 
succeeded in demonstrating clearly some of the ways in which investigations can be planned 
and figures derived from them can be analysed in order to yield fruitful results, choosing examples 
from medical publications to illustrate both the types of problems with which the medical worker 
is faced and the kinds of error he is most liable to make. 


CONTENTS 


CHAP. PAGE CHAP. * PAGE 
I. THE AIM OF THE STATISTICAL METHOD I X. FURTHER EXAMPLES AND DISCUSSION 

III. PRESENTATION OF STATISTICS. - 19 XI. THE COEFFICIENT OF CORRELATION . 97 

IV. THE VARIABILITY OF OBSERVATIONS . 29 XU. pe nea THE CORRELATION sli 
V. CALCULATION OF THE STANDARD XIII. Lire TABLES AND SURVIVAL AFTER : 

DEVIATION . ‘ TREATMENT 

VI. PROBLEMS OF SAMPLING: AVERAGES. 47 XIV. Common FALLACIES AND DIFFICULTIES 125 

VII. FURTHER PROBLEMS OF SAMPLING : XV. FuRTHER FALLACIES AND DIFFICULTIES 135 

PROPORTIONS . : : . 58 XVI. FURTHER FALLACIES AND DIFFICULTIES 144 

VIII. FURTHER PROBLEMS OF SAMPLING: XVII. GENERAL SUMMARY AND CONCLUSIONS 153 

DIFFERENCES . 68 DEFINITIONS 165 

FURTHER PROBLEMS OF SAMPLING: x? 78 INDEX ° ° ° - 169 


OPINIONS 


BULLETIN OF HYGIENE.—. . . deserves a wide circulation and should do much to increase the number of 
medical men, clinicians or sanitarians able to use statistical methods intelligently.” 


Brit. MED. Jour.—. . . short, lucid, and practical. Anybody who has read it carefully . . . will certainly 
have learned how to avoid many errors and how to present the conclusions of his researches in a 
logical way.” 


Jour. oF THE Roya Stat. Soc.—“ . . . medical men are indeed fortunate to have at their disposal the small 
handbook provided for their use.... In less than 200 pages the essentials of statistical method are 
presented in simple language . . . requiring no more of mathematics than the four rules of arithmetic and 


the ability to extract a square root.” 
Jour. oF AMER. Stat. Ass.—-‘‘ The medical man is treated not to abstractions but to a discussion of the 


concrete problems which he meets in quantitative studies. ... It is a book that every medical man 
should absorb who is either a contributor to or a critical reader of the present-day medical journals.” 


Published by THE LANCET LTD., 7 Adam Street, Adelphi, London, W.C.2 
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Sixth Edition 


MODERN METHODS OF 
FEEDING IN INFANCY 
AND CHILDHOOD 


by ' by 


Now Ready 


THE 
THINKING BODY 


A Study of the Balancing Forces 
of Dynamic Man 


Donald Paterson, B.A., M.D., F.R.C.P. Mabel E. Todd 
& J. Forest Smith, F.R.C.P. With a Foreword by E. G. Brackett, M.D. 
221 pages 7/6 net Demy 8vo 314 pages 22/6 net Demy 8vo 


CONSTABLE - 10 ORANGE ST. - LONDON CONSTABLE - 10 ORANGE ST. - LONDON 


WRIGHT’S PUBLICATIONS 


EMERGENCY SURGERY. By Hamuron Baney, 
F.R.C.S. (Eng.). 3rd Edn., Fully Revised. 852 pp. 816 Illustra- 
tions, a large number of which are in eolour. 50s. net; postage 8d. 


“ Forms a reliable guide, and the author merits praise for the high 
standard which is consistently maintained."—Tue Lancet. 


SYNOPSIS OF MEDICINE. By H. Leruesy Tivy, M.A., 


M.D., B.Ch. (Oxon.), F.R.C P. (Lond.). Just Published. 7th Edn., 
Fully Revised and Enlarged. Crown 8vo. 1207 pp. 2ls. net; 
postage 6d. Interleaved for notes, 33s. net; postage 9d. 


SYMPTOMS & SIGNS IN CLINICAL MEDICINE. 


IN CLINICAL SURGERY. 2, 


tions, some of which are in colour. 21s. net; postage 6d. 


Journat or Surcery. 


DEMONSTRATIONS OF PHYSICAL SIGNS 
Hamitton Baley, 
F.R.C.S. (Eng.). 6th Edn., Fully Revised. 296 pp. 358 Illustra- 


“It fally maintains the very high standard of its predecessors.” — 


An Introduction to Medical Diagnosis. By E. Nos. 
Cuamaeriain, M.D., M.Sc., F.R.C.P. With a chapter on the 
Examination of Siek Children by Norman B. Capon, 
M.D., F.R.C.P. 2nd Edn., Fully Revised. Large 8vo. 
447 pp., with 318 Illustrations, 19 in colour. 25s. net; 
postage 6d. 


Bristol: JOHN WRIGHT & SONS LTD. 


London: SIMPKIN MARSHALL LTD. 


BOOKS g 


including two for Christmas 


GREAT DOCTORS of the 19th CENTURY 
By Sir W. M. HALE-WHITE, K.B.E., M.D., F.R.C.P., 
Past President of the Royal Society of Medicine. 

viii+325 pages. Second Impression. 15s. net. 

An eventful century of medical progress is epitomized 

in these seventeen immensely readable biographies. 


| 
| 


FOR AND AGAINST DOCTORS : 
An Anthology. Collected by Dr. ROBERT HUTCH- 
ISON & Dr. GLADYS WAUCHOPE. 7s. 6d. net. 
An amusing and provocative collection, with introductions 
by Dr. Hutchison to each section, ranging from ancient 
Greek and Chinese authors to Bernard Shaw. 


AGNES SAVILL’S 
THE HAIR AND SCALP : A Clinical Study 


Second Edition. viii+-309 pages, 54 illus. 12s. 6d. net. 
“We have nothing but praise for this book which, if a hackneyed 
expression may be pardoned, supplies a long-felt want.’’ 


—British Medical Journal. 
COWAN & RITCHIE’S 
DISEASES OF THE HEART 
Third Edition. xvi + 632 pages, 335 diagrams, 
4 coloured plates. 30s. net. 


“The third edition of this excellent text-book bears the stamp of the 
long clinical experience of the authors,’’—British Medical Journal. 


KERMACK & EGGLETON’S 


THE STUFF WE’RE MADE OF 
viii +342 pages, 8 plates. 7s. 6d. net. 


Two Edinburgh biochemists explain for the first time to the layman 
the biochemical machinery of living processes. A good recommenda- 
tion to patients with enquiring minds. 


SAVILL’S CLINICAL MEDICINE 
Tenth Edition. xxviii+1114 pages, 173 illustrations, 
6 coloured plates. 28s. net. 


** As nearly a royal road to clinical diagnosis as will ever be discovered.”” 
—Medical World. 


Dame LOUISE McILROY’S 
THE TOXAMIAS OF PREGNANCY 
viii+356 pages. 14s. net. 


“Will interest all who approach the subject, whether from the con- 
sulting-room, the clinic, or the laboratory.’’—Lancet. 

MOTTRAM & RADLOFF’S 

FOOD TABLES Demy 8vo. 5s. net. 


Components by weight and calorific values of nearly 400 different 
foodstuffs, raw and cooked, with comments and references to sources. 


Complete Catalogue and Detailed Prospectuses from 


oes EDYWARD ARNOLD & CO. 


LONDON: 4! and 43, MADDOX STREET, W.I. 
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Sample 
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The 
MARMITE 
EXTRACT CO. LTD. 


LONDON - - 


A copy of 
this new 
booklet will 
be sent free 


on request 


FOOD 


Seething Lane 


Ninth Edition. 1938. JUST PUBLISHED 


HYGIENE AND PUBLIC 
HEALTH 


With Special Reference to the Tropics 
By B. N. GHOSH, M.B.E., F.R.F.P.S. (Glas.) 


Revised and largely rewritten with two Special 
Chapters on Mental Hygiene, and Mental Hygiene 
and Mental Disorders 


Demy 8vo. Pages 720. Price Rs. 8.8 or 15s. net 


SCIENTIFIC PUBLISHING COMPANY 
9, Taltala Lane, CALCUTTA 
London Agents: Simpkin Marshall Led. 


WEAK ARCHES are given 
relief by wearing Scholl's 
Supports. Over 20 different 
types— each adjustable for 
all conditions. 


i SCHOLL’S Foot Comfort Service 


APPRECIATE 


the Foot Comfort Service as 
provided by the Scholl organi- 
sation. It offers to the busy 
Practitioner a service under 
Strict supervision ensuring 
safe and efficient treatment 
for minor foot ailments. 

Inspection of your nearest Scholl 
Depot will enable you to examine 


the modern and scientific 
methods employed. 
THE SCHOLL MFG. CO. Ltd. 


182-194, St. John Street, 
London, E.C.i 


MIGRAINE 


GRANULES 


An association of pepto-albumins with magnesium sulphate 


ANTI-ANAPHYLACTIC 


DIGESTIVE DISORDERS CHOLECYSTITIS 


MAGNESIATED PEPTALMINE 


Samples and literature on request to 


WILCOX, JOZEAU & CO., LTD., 74/77,White Lion Street, LONDON, N.1 


DRAGEES 
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TWELFTH ANNUAL 
CONGRESS OF RADIOLOGY 


you 


X-RAY FILMS 
& ACCESSORIES 
on the 
ILFORD STANDS 
Central Hall—WESTMINSTER 
December 7th, 8th and 9th 


Photograph by Aerofilms Ltd. 


RADIOGRAPHIC DEPT. 
at Tavistock House (North) 
Tavistock Square, W.C.1 
Open 10 a.m. - 5.30 p.m. (Sat. 10 a.m. - 12.0) 


ILFORD LIMITED. ILFORD. LONDON 
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Patients may be 
safely recommended to 


DNEVaKe 


for Surgical, Corrective 
and Maternity Supports 


Efficiency, hygiene and 
privacy are the keynotes 
of D.H. Evans Surgical 
Corset Section. Fully 
trained fitters are in 
constant attendance 
for fitting and expert 


vice. 


All fitting+ooms are 
scientifically heated 
and are furnished with 
medically approved ad- 
justable couches, the 
covers of which are 
changed for each 


customer. 


€ A 
4 


D. H. Evans Surgical Corset Section is devoted to the 

sale and fitting of all types of surgical, corrective and 

maternity supports. It is staffed by fully qualified and 

experienced fitters, and the section contains an 

adequate number of cosy, comfortable and private 
fitting-rooms. 


Doctors cannot do better than recommend 
their patients to D. H. Evans for 


Surgical, Corrective and Maternity Supports. 


LONDON'’S 


MOST MODERN SHOP 


MAYfair 8800 


D. H. EVANS & CO., LTD., Oxford St., W.1. 
8 


In acting as an 
Executor or Trustee 


the Westminster Bank aims at 
putting itself in the position of 
a private trustee. It is there- 
fore its practice to employ the 
family solicitor, if there is one, 
or any other solicitor the client 
may name; by such means the 
Bank succeeds in combining 
domestic tradition with busi- 
ness efficiency. A book showing 
the advantages of corporate 
executorship and the terms of 
appointment may be had at 
any branch or at the branch 
situated in B.M.A. House, 
Tavistock Square, 
W.C.1 


WESTMINSTER BANK 


LIMITED 


VACCINE LYMPH 


(REBMAN’S PURE ASEPTIC CALF LYMPH) 


for reliability and normal reaction 
Prepared under Swiss Government Control. 


As supplied to the Bacteriological Department, 
Guy’s Hospital, London. 


Price: 9d. per small tube (six for 3/9) 


Sole Agent : WILLIAM HEINEMANN (MEDICAL BOOKS) LTD. 
99, GREAT RUSSELL STREET, LONDON, W.C.1 


Telephone : MusEUM 3946 Telegrams: SUNLOCKS, LONDON 


DOCTORS PRESCRIBE 


the famous 


SALMON 
ODY 
BALL & SOCKET TRUSS 


Most scientific and reliable yet devised. 

Perfect support, comfort, resiliency. 

Single 30/- Double 50/- 

Most of our clients are sent to us by Doctors. 
WRITE FOR BOOKLET. 

NOTE NEW ADDRESS : 
SALMON ODY LTD. 
Truss Makers for 130 years 
74, NEW OXFORD ST., London, W.C.! 
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SEND YOUR PATIENTS TO 


ALLEN & HANBURYS LTD 


48,WIGMORE ST., LONDON, 


TELEPHONE:- WELBECK 3903 (4 lines) 
TELECRAMS:- ORTHOPEDIC, WESDO, LONDON 


AMPLIVOX 


TO WEAR 


e 
With CRYSTAL MICROPHONE 


STANDARD BATTERIES 
WEIGHING ONLY Ib. 

AVAILABLE IN 3 
DIFFERENT TONES 


The introduction of the model W 

AMPLIVOX< has a special significance in view 

of the recent official medical recommenda- 

tions for valve amplifier hearing-aids. it 

effectively solves the problem of providing 

a high quality hearing-aid with low upkeep 

costs offering extreme simplicity and 

, zt reliability to those who want the smallest 

‘ t possible instrument. It will go into a gentle- 

ee man's hip pocket or lady's handbag with 

ease. It can be adapted to the Amplivox 

inductor system for telephone or theatre 

listening and so provides the most complete 

hearing-aid ever made. | shal! be glad to senc 

you descriptive literature if this is not 
already in your possession. 


AM PLIVOX LTD. 


AMPLIVOX HOUSE, 2, Bentinck Street, 
London, W.|. Telephone : WELbeck 2591/2 
29, St. Vincent Place, Glasgow, C.1. 


Telephone : Central 
62a, Bold Street, Liverpesi, 
Telephone : Royal 4944 
Representatives in all principal countries overseas. 


| 
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IMPROVED MAW STEROTHERM 


HOT ELECTRIC 
AUTOMATIC STERILIZER 


(Pat. No. 427581) 


A thermostatically-controlled electrical apparatus for sterilizing Oils, Instruments, Glass- 
ware, Syringes, Dressings, and |.R. Gloves, etc., by means of Hot Air. Specially suitable 
for Hospitals, Nursing Homes, Doctors, Dentists, Veterinary Surgeons and Laboratory 
Work. 


@ Compact, Reliable and Convenient @ No supervision necessary in use- 
(2 sizes). @ Very small current consumption- 

@ High quality White Cellulose finish. @ Articles remain sterile until required, 

@ Efficiently lagged. as closure is Bacteria-proof. 

@ Polished Aluminium Heat Reflecting @ Can be plugged in anywhere the 
Lining. voltage is suitable. 

@ Easily read Thermometer. Supplied in any voltage, complete 


@ Automatic regulation of temperature. with fittings. 


Maw Sterotherms have already been supplied to a number of prominent London and 
Provincial Hospitals, the Crown Agents and various Councils, where they are giving every 
satisfaction, 


Large size £22 Small size £18 
184 x 13 in. (inside). 11} x 7} in. (inside). 
Write for full details. | 


S. MAW, SON & SONS, LTD. 


ALDERSGATE STREET, LONDON, E.C.| 


Sole distributors for Northern and Midland Counties, Messrs. Albert Browne Ltd. 
hancery Street, Leicester. 


MA 
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OSPURUM 


Vide Surg. Gyn. Obst., January, 1938 


SOLE AGENTS: 


DOWN BROS, L™: 


Surgical Instrument Makers 


LONDON : 
2! and 23 ST. THOMAS’S STREET, 
S.E.i 


22a CAVENDISH SQUARE, 


CALCUTTA : 
16 OLD COURT HOUSE STREET 


& 23, ST. THOMAS'S 
TORONTO: 
143 COLLEGE STREET 
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agree... 


BREAD 


all foods, the most 
economical source 


ENERGY 


THE WORLD-RENOWNED NATURAL MINERAL WATER 


INDICATIONS 
GASTRIC. HEPATIC. 
PRIMARY DYSPEPSIAS: Congestion due to excessive or improper 
Hyperpepsia — Intermittent hyperchlor- feeding. 
hydria. Congestion due to cirrhosis (before the 
Hypopepsia and apepsia—Dyspepsia arising cachectic stage). 
from disturbance of neuro-motility. The diathetic congestions of diabetic, gouty, 
Intermittent pyloric stenosis, not of organic and obese persons. 
origin. Congestion due to poisoning (mercury, 
SECONDARY DYSPEPSIAS: morphine, etc.). 
Arthritic dyspepsia. Toxic congestion (influenza, typhoid fever, 
Toxic dyspepsia (gastro-hepatic). etc.). 
Dyspepsia due to enteroptosis. Biliary lithiasis. 


MALARIA AND TROPICAL DISEASES. 


DIATHESES. 
The diabetes of corpulent people. Arthritic obesity. Uricemia and gout. Rheumatic gout. 
URINARY GRAVEL. 


NATURAL VICHY SALT for Drinking and Baths. 
VICHY DIGESTIVE PASTILLES prepared with Natural Vichy Salt. 


CAUTION,—Each bottle from the STATE SPRINGS bears a neck label with the word 
“VICHY-ETAT” and the name of the SOLE AGENTS :— 


INGRAM & ROYLE, 
BANGOR WHARF, 45, BELVEDERE ROAD, LONDON, S.E.1, And at LIVERPOOL and BRISTOL, 
Samples free to Members of the Medical Profession. 


11 
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THE ‘PLUS’ PROPERTIES OF T.C.P. 


destroy bacteria 


T.C.P. has an R.W. coefficient of 10 (dry salt). Its 
efficient bactericidal properties are due to its unique 
organic combination of chlorine and iodine. Its antiseptic 
action is not impaired by contact with body fluids. 


relieve dysphagia 
The salicyl radicle in the T.C.P. molecule exerts a 
marked analgesic effect and this, coupled with its excellent 


penetrative power, ensures quick relief of inflammatory 
oedema and the resulting dysphagia. 


T.C.P. is a safe antiseptic for 
use as a routine gargle or spray, in 
inflammatory and infective throat 
conditions. It does not irritate or 
injure the most sensitive tissues. 


A clinical sample of T.C.P. 
may be obtained by any 
physician from :— British 
Alkaloids Ltd., Dashwood 
House, London, E.C.2 


Q ANTISEPTIC 


"OMS. 


12 Warclestield 


VOLPAR 


VOLUNTARY PARENTHOOD 


The new chemical contraceptive formulated in co-operation with 
the Medical Sub-Committee of The National Birth Control 
Association. 

VOLPAR is issued in two forms: VOLPAR GELS — soluble supposi- 
tories primarily intended for use alone, or (for maximum safety) 
with a cap or sheath; VOLPAR PASTE —a non-greasy paste for 
the lubrication of occlusive caps and sheaths or condoms. 


Sample and literature on request 


THE BRITISH DRUG HOUSES LTD. LONDON N.1 


Vol/S/s 


| Now is the time for IMMUNITY 


AGAINST COLDS AND INFLUENZA 


Detoxicated Vaccines — for Safety. Ordinary Vaccines —for Economy. 
Oral Vaccines— for Convenience. Spray Vaccines —for Local Immunity 
in the Respiratory Tract. 

THE ABOVE VACCINES WHICH ARE PREPARED IN 


THE PICKETT-THOMSON RESEARCH LABORATORY 


ARE NOW SUPPLIED ONLY BY 


RESEARCH PRODUCTS LTD. 


NAN CLARR’S LANE 4 LONDON, N.W.7 
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COUGH 


COUGH COUGH COUGH 


OSUGH COUGH COUGH 
46H COUGH COUGH COUGH g 
a 4 COUGH COUGH COUGH Cos 


H COUGH COUGH 
2UGH COUGH Cg 


CA 


Each tablet is equivelent ton. 
CODeine - - - -- grain, 
BromOFORM ---4 minims. 


BGH COUGH COUGH inch 


COUGH COUGH Tinet Aconite--1 minim. 

AN ABSOLUTELY SAFE 
METHOD OF USING 
BROMOFORM IN THE 
TREATMENT OF COUGH 


CONTINENTAL. LABORATORIES (LTD 


An effective safeguard 


against winter ailments 


By reason of its accurately-measured 
content of Vitamins A B, B, and D 
Radio-Malt provides a perfect medium 
for the administration of these vitamins 
in balanced amounts; its daily use dur- 
ing the winter months ensures an effec- 
tive safeguard against attacks of 
infective organisms. 


RADIO- MALT 


(Standardised Vitamins A B, B, and D 


= 


Sample on request 


THE BRITISH DRUG HOUSES LTD. 
LONDON N.1 


ielephone: Clerk 3000 
elegrams: Tetradome Telex Londo 


SH COUGH COUGH COUGs 

UGH COUGH COUGH cg 

A COUGH COUGH re) 
5UGH COUGH COUG 
| 

WGH CO \) OUGH COU 

cov 

@ 
( 

« £ RADIO’ ) 

( 
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NOVASORB 


Magnesium Trisilicate Evans 
For the treatment of hyperacidity of the stomach 


Indications 
In conditions of dyspepsia, hyperacidity and 
ulceration of the gastro-intestinal tract, and also 
for the adsorption of intestinal toxins, destructive 
ferments or food poisons. 


Novasorb does not produce alkalosis, nor does it 
interfere with the peristaltic function with the 
exception of a slight laxative effect in some cases. 


MAGNESIUM 
TRISILICATE 


NOVAS 


DosaGE: Approximately one teaspoonful, 7 ra 


modified according to the necessities of : 
each case. Overdosage is not harmful. NOVASORB 1s 
issued in bottles 
4-02. 2/6 ; 8-oz. 
4/9; 16-0z. 83: 


-lbs. (H ital 
Evans Sons Lescher & Webb Ltd. size) 388 


and in tablets: 
Liverpool and London tins of 48, 2/3 


RELIABLE PREPARATIONS 


CREODYNE | MIST. VALERIAN 
SEDAT. 


(DUNCAN) 


(DUNCAN) 


A palatable preparation of 
Lacto - Creosote, Codeina, ’ A well-blended preparation 
: speciall iD of Scotch-grown Valerian in 
; Hyoscyamus, &c. Indicated 
respiratory organs— Chronic in the treatment of Hysteria 
Bronchitis, Coughs, Catarrh, or whenever a nerve sedative 
&e.,  &c, ° is required, 


In bottles of 4, 8, and 16 fluid ounces. 


Samples on application. 


DUNCAN, FLOCKHART & Co. 


EDINBURGH AND LONDON 
104/8, Holyrood Road, 8. 155/7, Farringdon Road, E.C.1. 


: 
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Alphidine and 
Pancreatin 


In the 
Treatment of 


Graves’ Disease 


Palatinoid No. 3211, O.S. & Co. with Pulverette ‘ Alphidine,’ O.S. & Co. 


Pancreatin, gr. 5. Equals Iodine, gr. }. 
One thrice daily, before meals One twice daily, between meals, on two or three 
days each week 


For full particulars see B.M.J., Oct. 2nd, 1937, p. 660. 


Oppenheimer Son & Co. Ltd. 
Handforth Laboratories, Clapham Road, LONDON, S.W.9 


GLANOW 
PROETHRON FORTE 1: 100 


AN EXTREMELY CONCENTRATED LIVER LIQUID OF HIGH PURITY 
FOR PARENTERAL ADMINISTRATION. 

THE HIGH CLINICAL POTENCY OF THIS SOLUTION ENABLES LARGE 
DOSES OF ANTI-ANAMIC FACTOR TO BE GIVEN IN A MUCH REDUCED 
VOLUME AT LESS FREQUENT INTERVALS. 

EACH C.C. OF PROETHRON FORTE CONTAINS THE ERYTHROPOIETIC 
PRINCIPLE DERIVED FROM 100 GRAMS OF FRESH LIVER. 


SUPPLIED IN 5 c.c. RUBBER CAPPED VIALS 


Write for Literature to:— THE 


__ (ARMOUR AND COMPANY LTD) Telegrams: 

20¢ ARMOUR HOUSE NT 
16 
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TRADE MARK 


ORAL COLD VACCINE 


FOR PROPHYLACTIC IMMUNISATION TO RESPIRATORY 
INFECTIONS AND PARTICULARLY TO THE COMMON COLD 


‘ENTORAL’ IS AN IMMUNISING ANTIGEN 

WHICH, WHEN GIVEN ORALLY, WILL PRODUCE 

HETEROPHILE ANTIBODY IN SUFFICIENT AMOUNTS 

TO INCREASE MATERIALLY THE RESISTANCE 

OF INDIVIDUALS TO RESPIRATORY INFECTIONS. 

ISSUED IN PACKAGES OF 20 AND 60 ‘PULVULES’ 
BRAND FILLED CAPSULES 


ELI LILLY AND COMPANY LIMITED 


2, 3 and 4, DEAN STREET, LONDON, W.1. 
Telephone: GERrard 2144. 


Distributing Agent in Britain for 
ELI LILLY AND COMPANY, INDIANAPOLIS, INDIANA, U.S.A. 


For Chilblains 


Calcium is a proved method in the treatment of chilblains, and 
3 tablets of ‘ Kalzana’ thrice daily and local symptomatic treat- 
ment will have the desired result in this condition. Prophy- 
lactically, 6 tablets of ‘ Kalzana’ daily for 4 to 5 weeks, with 
intervals of 3 to 4 weeks between each treatment, from October 
to April, can be prescribed with confidence. ‘ Kalzana’ en- 
sures perfect calcium retention, as the oxidation of its sodium- 
lactate into sodium-carbonate favours normal blood alkalinity. 


SAMPLES AND 


LITERATURE GLADLY 
SENT ON REQUEST 


Regd. Trade Mark 
BRAND OF CALCIUM-SODIUM-LACTATE 


THERAPEUTIC PRODUCTS LTD. (Dept 1.34), AINTREE ROAD, PERIVALE, GREENFORD, MIDDLESEX. 
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THE FINEST ANODYNE 


In ampoules Supplied 
ca 

Profession 


Extracts from Clinical Reports : 
*T have used Trivalin with most satisfactory results in Carcinoma of the 
Cancer. Mamma. No preparation I have tried, including Morphia (which 
produced vomiting) gave so much relief.” 
“TI consider the addition of Hyoscine valuable in Morphia suppression, and have 
found the combination valuable in hysterical frenzies and other forms of mental excitement.” 
“I shall continue to use it when Morphia is indicated, and particularly when Morphia- 
action is indicated but Morphia itself contra-indicated.” 


LITERATURE AND PRICE LIST ON REQUEST. 
THE SACCHARIN CORPORATION, LTD. 


(Pharmaceutical Dept. 


) Telegreme : 
72 OXFORD STREET, LONDON, W.1 “ Sacarino, Rath, 


Australian Agents: J. L. BROWN & CO., 271, Moreland Road, Moreland, N.13, Melbourne. 


Relief from the first application 


Immediate relief from the discomforts of 
nasal congestion due to head colds, 
catarrh and hay fever, can be obtained 
from the use of ‘ Endrine,’ which promotes 


nasal ventilation and sinus drainage. 


Samples gladly sent on request to 
JOHN WYETH & BROTHER LTD. 


Dept. BE 312, 
25, Oldhill Place, London, N.16. 


Distributors for Petrolagar Laboratories Ltd. 
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_THELESTRIN 


OVARIAN FOLLICULAR HORMONE 


A standardized 
preparation of the ovarian 
follicular hormone for 
intensive ovarian therapy 
by hypodermic injection. 

Indicated in the treatment 
of scanty menstrual flow, 
amenorrhea and the vasomo- 
tor and nervous symptoms of 
the menopause. 


Boxes of 6 1-cc. ampoules 


2000 international units in osl 


G. W. CARNRICK CO. 
20 Mt. Pleasant Ave., Newark, N. J.,U. S. A. 


Distributors 


BROOKS & WARBURTON, Ltd. 
240 Vauxhall Bridge Rd., London, S. W. 1 
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to such a point that 


of convalescence. 


286 St. Paul Street West 


HOW IMPORTANT 


ARE MINERALS IN THE DIET? 


They are absolutely essential for the maintenance of 
an adequate state of nutrition. However, not infre- 
quently an apparently minor mineral deficiency 
may weaken the body's defensive mechanism 


Pregnancy, Infection, or 
any other unusual tax 


may lead to a prolonged period 


© Compound Syrup of Hypophosphites 
FELLOWS’ 9 


CONTAINS THE DEFICIENT MINERALS! 


Samples on request 
FELLOWS MEDICAL MANUFACTURING CO., Ltd. 


Montreal, Canada 


ANTIBACSYN 


COLDS— 
INFLUENZA— 
PNEUMONIA 
I. It is safe. 
2. Ready for immediate use. 
3. Will attack all endotoxic 
infections. 
4. Not affected by sulphur 
compounds. 
5. Creates a leucocytosis and 
raised opsonic index. 
6. British, having been supplied 


to the Profession for 8 years. 


25 cc. Bottles .. .. 14/5 net. 


The Laboratories of 
ANTIBODY PRODUCTS LTD. 


WATFORD, HERTS. 


Phone: 4708 WATFORD 
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High Blood Pressure 
Metaholic Disorders and 
the Anaemias 


constitute a “tripod” of Modern Disease 


By dilating the peripheral blood vessels, 
Dr. Buergi’s preparation of chlorophyll 
(‘ Phyllosan’ tablets) becomes a thera- 
peutic weapon in the treatment of high 
blood pressure. As it also augments 
the force of the heart beat, the circulation 
is adequately maintained. 


By stimulating the metabolic exchanges, 
Dr. Buergi’s preparation exercises a 
revitalizing effect upon the human organ- 
ism. The lay expression “ vitality” has 
received a technical rechristening in the 
term ‘ metabolism.” 


' To speed up the latter is to renew the 
former. Bodily sluggishness and mental 
retardation are nowadays linked up with 
low basic metabolic rates—as for example, 

_in myxeedema. 


Finally, by reason of its chemical affinities 
to hemoglobin and its “ catalyst ” action, 
chlorophyll is able to stimulate the blood- 
forming apparatus. The- indications for 
use of Phyllosan’ tablets in anemic 
conditions are soundly rooted in labora- 
tory tests and abundantly confirmed in 
the clinic, 


Members of the Medical Profession 


are invited 


to apply for 


Free Trial supply of ‘Phyllosan’ tablets 


and for a pamphlet entitled 
“ Hyperpiesia, Metabolic Disorders and the Anaemias,” 
a Keview of Experimental and Clinical Evidence for the use of 


HYLLOSAN 


BRAND TABLETS 


in Modern Therapeutics 


NATURAL CHEMICALS LTD., 12 


CLIPSTONE STREET, LONDON, W.i 
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VEGETABLE PUREES IN PEDIATRICS 


A solution to the problem of home preparation 


HE markedly improved nutrition and success- 

ful tolerance by infants to strained vegetables 

and fruits is rapidly securing a universal popularity 
for this dietary. 

In theory there is no more desirable way of 

meeting systemic acidity, nutritional anaemia and 

supplying dietary bulk for intestinal 


year. This last is, of course, highly important. 

The best factory practice is inevitably better 
than home preparation, however careful. After 
scrupulous cleaning, for example, vegetables are 
cooked in the Heinz factories under light steam 
pressure with exclusion of air until just soft 
enough to be comminuted by 


residue in a non-irritant form. 


PROTEIN 46 


extrusion and _ cutting. The 


In practice, however, defects 


in the home preparation of purées 


retard or defeat the end in view. 


The vegetables used are not fresh, 


overmuch water or boiling in un- 


CARBOHYDRATES | 68 

CALCIUM 5021 Whole process is so regulated 
PHOSPHORUS [0083] that the juices of the vegetables 
= are retained throughout, there are 
VITAMIN B. _ |V.G00D no mechanical losses of mineral 
VITAMIN C. |V.600D 


salts, vitamins or other soluble 


VITAMIN G. FAIR 


covered kettles reduces the mineral 


CCA LORIES 170 


nutrients, and the resulting puree 


and vitamin content, and coarse 
sieving allows harsh fibre to pass. 

In consequence there is a growing demand 
on the part of physicians and mothers for such 
a product that shall have the highest possible 
nutritive value, and complete uniformity. Their 
attention having been drawn to this, the H. J. Heinz 
Company decided that here was a legitimate ex- 
tension of their services in view of their wide 
buying resources and long experience in the pre- 
paration of foods. 

This company is accustomed to buying vege- 
tables in those regions where they grow best, 
and to dealing with them within a few hours 
of their harvesting at the correct season of the 


HEINZ 
STRAINED FOODS 


%& Fully explanatory literature and samples gladly sent on request. 
Or if desired a special representative will be happy to call. 


HEINZ COMPANY 


A the hi, ive values 
show percentages on the wes basis) 


LIMITED, 


is adjusted to the proper con- 
sistence for satisfactory marketing. 

Before filling and sealing, the product is sub- 
jected to a process for the removal of any absorbed 
air, and sealing takes place in vacuo. Finally, 
the sealed containers are immediately sterilised 
under known conditions of time and temperature. 
By these means are secured the high nutritional 
qualities, uniformity and convenience that physician, 
mother and patient desire. 


NOTE.—Heinz Strained Foods are not packed in 
glass, for it has been found that light has an adverse 
action on vitamin content and palatability. 


{ SPINACH 
TOMATOES 
CARROTS 
VEGETABLE SOUP 
PEAS 
GREEN BEANS 
MIXED GREENS 
BEETS 
PRUNES 
CEREAL 
APRICOTS and 
APPLE SAUCE 
\ BEEF &LIVER SOUP 


HARLESDEN, LONDON, N.W.10 


PEAS | 
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CHOCOLATE 
DIABETICS 


—a misunderstanding 


There has been some confusion regarding 
Cadburys Special Chocolate and their Fine 
Dessert Chocolate. Many people have gained 
the impression that the latter is equally 
suitable for diabetics. But this is not the case. 
‘Fine Dessert’ is a normal chocolate of the 
‘less sweet’ type, and all chocolates of this 
kind contain sugar. Special Chocolate is 
Sugar Free and therefore a suitable addition 


to the dietary of diabetics. 


* * * 


Further details and analysis with a sample of this Special Chocolate will 
be gladly forwarded to any member of the medical profession. Please 


write to the Bournville Laboratories, Bournville. 


CADBURY BROS - BOURNVILLE - ENGLAND 
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ALOCOL 
0 

Cotloidal Hydnowide of Alumimi 

f Improved Antacid Therapy 


The White Tara 
(Goddess of Mercy). 


honoured antacids having each proved to possess individual 

disadvantages, an agent such as “ Alocol”’ which combines 
the best therapeutic features of these with intrinsic merits of its 
own, must be of interest to the physician. 


BICARBONATE, bismuth salts and other time- 


“ Alocol”” is a powerful antacid agent which forms with the stomach 
contents a colloidal jelly with the power of adsorbing free hydro- 
chloric acid, thus fixing it and eliminating it from the system. It 
has a remarkably soothing effect on the inflamed or irritated gastric 
mucosa and is, therefore, rapidly effective in relieving pain. Being 
non-absorbable “‘ Alocol”’ is free from any risk of ‘ alkalosis.” 


“ Alocol” can be prescribed with confidence in all cases where 
alkaline therapy is indicated. Issued in tablet and powder form. 


Complete chemical bistory of ** Alocol,"”’ with convincing clinical reports and supply for tria/ 
sent free to physicians on request. 
A. WANDER, LTD., Manufacturing Chemists, 
184, Queen's Gate, London, S.W.7. 
Werks: KING'S LANGLEY, HERTFORDSHIRE. M257 


In Alasil the desirable 
therapeutic effects of acetyl- 
Salicylic acid are well exhibited by 


its calcium acetyl-salicylate moiety, 


MONG the many and 
A diverse analgesics which 
have been’ evolved’ by 


modern chemical research, acetyl- 


salicylic acid retains its reputation as one 

of the safest and most effective. Its tendency 
to liberate salicylic acid—the irritant properties 
of which are well known to physicians—has, how- 
ever, caused many to hesitate to employ it as 
widely as it deserves. Exhaustive trial in hospital 
and private practice proves that “‘ Alasil”’ definitely 
solves the problem of administering acetyl- 
salicylic acid in an effective form, being free from 
the risk of irritating the stomach or bowels or of 
causing general reactions. 


A supply for clinical trial 
with full descriptive literature 
sent free on request. 


while the presence of ‘‘ Alocol ’’ (Colloidal 
Hydroxide of Aluminium), a powerful 
gastric sedative and antacid, obviates any 
tendency to gastric irritation. The superior 
absorbability of ‘‘ Alasil”” over ordinary salicylate 
compounds and its freedom from the risk of liberating 
free salicylic acid in the stomach have been well 
proved by careful experimentation. “ Alasil” can 
be prescribed with perfect safety to patients of all 


ages and in larger doses than ordinary salicylate 
compounds, 


A. WANDER, LTD., Manufacturing Chemists, 


184, Queen’s Gate, London, S.W.7. 
Laboratories and Works: KING'S LANGLEY, HERTS, 
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A thorough investigation 
(reported in“ The Analyst,” 1936, Lx1, 310.) 


could find no tea on the market 


which was free from tannin 


The following facts about tea and tea tannin have been established by 
recent clinical and laboratory experiment :— 


[4] Tea as normally drunk is harmless and has no ill effects what- 
ever on the human body. The amount of caffeine and tea 
tannin in tea is pharmacologically small. 


{B} Tea tannin is a different substance from the tannic acid of the 


Pharmacopeeia, which is a Pyrogallic tannin, and the two 
should not be confused. 


(€) Clinical experiments have shown that the action of tea tannin 
is very much milder than that of tannic acid, and the different 
composition of the two tannins is proved by the fact that the 
tannic acid of the Pharmacopeceia is about 25 times stronger 
as an acid than tea tannin. 


(D} Many common beverages besides tea contain similar tannins 
and in comparable amounts. 


(£) If there were any teas completely free from tannin, they would 
be almost entirely tasteless. 


ISSUED BY THE INTERNATIONAL TEA MARKET EXPANSION BOARD LTD 


Tue LANceT, | THE LANCET GENERAL ADVERTISER (Dec. 3, 1938 
| 
25 


THE LANCET, ] THE LANCET GENERAL ADVERTISER (Dec. 3, 1938 


FOUR 
POINTS 


HAMORRHOIDAL 
THERAPY 


The well-recognized value of ANUSOL Suppositories 
in the medical treatment of hemorrhoids is the result 
of a fourfold therapeutic effect :— 


| PAIN IS RELIEVED—not by the use of opiates 
or local anesthetics but by reducing congestion 
and thus relieving pressure. 


2 CONGESTION IS REDUCED—The emol- 
: lient, protective and mildly astringent action of 
Anusol prevents irritation of the affected parts. 


3 BLEEDING IS CONTROLLED—not by 
means of vaso-constrictors or strong styptics but 
by reducing congestion and consequent tension. 


4 CONSTIPATION IS RELIEVED— 
The Anusol base soon melts at normal rectal 
temperature, softening the hardened faces, 
thereby making evacuation easy and less painful. 


These desirable qualities distinguish Anusol Suppo- 
sitories and assure their efficacy in treatment. 


Anusol is also available in ointment form in 
collapsible tube with nozzle. 


Supplies for clinical trial sent on request. 


BRAND 


“HAMORRHOIDAL SUPPOSITORIES 


WILLIAM R. WARNER & C° LTD. 


POWER ROAD, CHISWICK, LONDON, W 4 | 
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MODERN 


COD LIVER OIL AS THE METHOD OF 
CHOICE FOR ADMINISTERING VITAMINS A and D 


In view of the widely divergent opinions expressed concerning the dosage 


and vitamin content of various liver oils, the proprietors of ‘ SevenSeaS° cod 


liver oil wish to remind the medical profession that on January Ist, 1936, the 


British Pharmacopoeia Commission laid down not only a definite dosage, but 


also a definite standard of vitamin content for cod liver oil. 


The dosage was fixed at a minimum of 
15 minims (a quarter teaspoonful) three 
times a day, and the vitamin content was 
standardised at not less than 600 Inter- 
national Units of Vitamin A and not less 
than 85 International Units of Vitamin D 
per gramme. 


In ‘ SevenSeaS ’ Standard Oil, the prac-* 
titioner has at hand a cod liver oil of 
the highest quality, fresh, easily diges- 
tible, and with a uniform vitamin content 
guaranteed to conform to the standard 
of the British Pharmacopeia. The oil is 
rendered from the livers at sea as soon as 
the fish are caught (a process impossible 
with any other fish liver), instead of 
waiting until the ship is back in port and 
the livers consequently stale. The high 
quality of ‘ SevenSeaS’ cod liver oil, 
and the uniformity of its vitamin content 
arising from its method of preparation 
make it possible to prescribe only small 
doses which cannot give rise to acidosis. 


BRITISH COD LIVER OIL PRODUCERS (HULL) LTD. 


These attributes are still further increased 
in the case of ‘ SevenSeaS ’ High Potency 
cod liver oil which is guaranteed to be 
four times as rich in vitamin values as 
the standard oil of the Pharmacopeeia. 
With this oil available the practitioner who 
wishes to prescribe a particularly small 
dosage has the advantage of using a fresh 
cod liver oil without going far in excess of 
the standards laid down by the Pharmacopaia 
regarding vitamin content. 


This High Potency Oil is not reinforced 
or in any way treated to increase the 
vitamin content. It is simply pure, natural 
oil obtained by selection from the richest 
livers on the best fishing grounds. 

All ‘ SevenSeaS ’ cod liver oil is tested 
and packed in strict conformity with 
British Pharmacopeeia requirements. 
Samples of the High Potency Oil, the 
Standard Oil, and the High Potency 
Oil in Capsules, will be supplied on 
request. 


ST. ANDREW’S DOCK « HULL « BNGLAND 


BOLO 
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Probably 70% of all cases of 


lobar pneumonia can be treated with— 


ANTIPNEUMOCOCCIC SERA 


TYPES I, 2, 4, 5, 7 AND 8 


Wiru A REsurant SAvinG of over 4,000 lives 
annually in England and Wales. 


IN RECENT YEARS an average of 10,000 deaths per 
year have been attributed to lobar pneumonia alone. 

Calculating from the known relative frequencies 
of the individual pneumococcus types, and from the 
mortality rate when no serum is given, 22,500 cases 
and 6,700 deaths are caused by Types 1, 2, 4, 5, 7; 
or 8, pneumococci. 

19 out of every 31 deaths can be avoided* by ade- 
quate specific serum therapy, administered during the 
first four days of illness; in other words, more than 
4,000 of these deaths are preventable. 

Potent, refined and concentrated “Antipneumo- 
coccic Sera Lederle’? are available in the following 
packages : 

Bivalent Types 1 and 2, Biva- 
Jent Types 4 and 8, Bivalent 
Types 5 and 7, Monovalent 
Type 1 and Monovalent Type 2. 

A survey of the literature in- 
dicates that the types enumer- 
ated here are responsible for 
more than 70% of all cases of 
pneumococcic infection, no 
matter how manifested (lobar 
or bronchial pneumonia, em- 
pyema, etc.). 


*Horsfall, F. L., Canadian Pub. Health J.; 
October, 1937. 


A Product of Lederle Lab- 
oratories Inc.,. NEW YORK, 
distributed in England by:— 


The Old Medical School, LEEDS. Tele- 
grams and Cables “Aseptic Leeds.” 
Telephone 20085 (3 lines). 

252 Regent Street, LONDON, W.1. 
Telephone Telegrams and Cables ‘Regent 
1884 London.” 

Agents for Eire 
WILCOX JOZEAU & CO. 
19 Temple Bar, Dublin 
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In Asthenic States 


Possibly the most interesting clinical application of ‘ Benzedrine’ 
Brand Tablets (%-aminoisopropylbenzene sulphate) is with that 
ill-defined group of non-psychopathic cases with persistent 


functional symptoms of apathy, weakness, exhaustion, and 
undue fatigability. 


When these patients fail to respond to rest and the usual 
methods of treatment, ‘Benzedrine’ Brand Tablets are often 
particularly helpful. 


A sample of ‘Benzedrine’ Brand Tablets together with the 
most recent literature on the treatment of such asthenic 
conditions will be sent to any interested physician on request. 


“From the evidence which has so far accumulated, 
Benzedrine does not appear to be toxic in usual 
doses nor does it seem to be habit forming.”’ 

Jour. Amer. Med. Assoc., 109:549, 1937. 


*‘BENZEDRINE’ 


BRAND 


Each tabl ins 5 8-aminoi Ib 
Bie a, ac! et contains 5 mg. | propy 
sulphate (Isomyn sulphate). 


vA 


by 


Distributed by 
MENLEY & JAMES, LTD., 64, HATTON GARDEN, LONDON, E.C.I 


for Smith, Kline & French Laboratories, owners of the 
Registered Trade Mark, ‘Benzedrine.’ 


enzene 
be 
29 


[DEc. 3, 1938 


GZ 


FOR COUGHS 


Syrup Calcidrine (Abbott) offers, in 
an unusually palatable and well- 
tolerated combination, an effective 
cough sedative with distinct anti- 
spasmodic properties. The highiodine 
content of the preparation, as repre- 
sented in calcium iodide, distin- 
guishes it from the usual demulcents 
and expectorants. @ Clinical experi- 
ence has shown the value of certain 
combinations of iodine and calcium 


BRAND 


Abbott 


30 


FORMULA 


After Pollainolo: Hercules Strangling Antius; R. National, Florence 


EACH FLUID OUNCE REPRESENTS: 
Calcium lodide (equivalent to lodine 6 grs.). . 7 grs. 


Ephedrine Hydrochloride . 3/8 gr. 
NEMBUTAL 3/8 gr. 
Codeine Sulphate . 1/4 gr. 
Syrups Wild Cherry and Tolu, with Aromatics . q.S. 


bo Liguefy Bronchial Mucus 
Produces Distinct Sedative and Anlipasmodic Effects 


in the treatment of colds, including 
simple throat and bronchial infec- 
tions of an acute and subacute nature. 
The iodides are often used to liquefy 
bronchial mucus and thus to facili- 
tate its removal. @ The combined 
effects, therefore, of iodine and cal- 
cium, with the antispasmodic action 
of Ephedrine and the sedative action 
of Nembutal, can be utilised to great 
advantage in the treatment of acute 
and subacute bronchial infections, 


especially where night cough pre- 
vents proper rest and sleep. @ Syrup 
Calcidrine (Abbott) is supplied in 
4-ounce, 16-ounce and 80-ounce 
bottles. Descriptive literature and a 
trial sample will be sent upon request. 


ABBOTT LABORATORIES 


(ENGLAND) LIMITED 
Wadsworth Rd., Perivale, Mddx. 


MONTREAL SYDNEY JOHANNESBURG 
BOMBAY SHANGHAI NEW YORK 
CHICAGO MEXICO CITY HAVANA 


RIO DE JANEIRO BUENOS AIRES MANILA 


Send literature and sample of Syrup Calcidrine to 


SYRUP 


ADDRESS 


LANCET-17 
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THE HEPATEX SERIES 


OF LIVER EXTRACTS 


The name Hepatex associated 
with liver extracts guarantees 
the highest known potency. 


HEPATEX (oral) 


A highly concentrated liver extract containing, in 
one fluid ounce, the equivalent of a pound of fresh liver. 
Hepatex is palatable and readily assimilated. 

In bottles of 4-o0z. 12/6 


NEO-HEPATEX (parenteral) 


For pernicious anaemia. 


The world-wide experience of Neo-Hepatex has proved 
that no other liver extract surpasses it in potency. Each 
batch is clinically tested. A copy of the hospital chart 
accompanies every package. 


Issued in ampoules 6 X | cc. 5/3,6 2 cc. 3 K 4 cc. 7/-, 
and in bottles of 10 cc. 6/- 


HEPATEX-}T intramuscular) 


For nutritional macrocytic anaemias. 


Hepatex-T provides the specific factors which are 
necessary to re-establish healthy blood generation in 
deficiency anaemias. 


Issued in, ampoules 6 X 2 cc. 9/6 
and in bottles of 10 cc. 6/6 


Products of 


THE EVANS BIOLOGICAL INSTITUTE 


Evans Sons Lescher & Webb Ltd. 


Liverpool and London 
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INFECTIONS... 


STREPTOCOCCAL SEPTICAEMIA 
PUERPERAL SEPSIS 
ERYSIPELAS 
EMPYEMA 

SCARLET FEVER 
OTITIS 

MASTOIDITIS ETC. 


RADE MARK 


CARBOXY - SULFAMIDO-CHRYSOIDINE 


@ HIGH ACTIVITY AT LOW DOSAGES 


CLINICALLY THE MOST @ NO CLINICAL MANIFESTATIONS OF 


ACUTE CASES RESPOND TOXICITY 
To 2 cxswes (30 crams) © FOR PROPHYLAXIS AND TREATMENT 
PER DAY @ MORE ACTIVE ORALLY THAN BY 


ADMINISTERED ORALLY INJECTION 


@ PER ORAL NO PRACTICAL 
COLORATION OF URINE 


Literature and Samples Tubes of 20 TABLETS at 0.20 gramme (3 grains), 
on request Boxes of 5 AMPOULES of 5 cc. (5% solution 
INTRAMUSCULAR) and clinical packings. 
Supplied by 


Sole Distributors for U.Kand Ireland 


36, CAVENDISH SQUARE, LONDON, W.I 
Telephone : MAYFAIR 8695 


PARIS - MILAN - BRUSSELS - MADRID - VARSOVIA - BUCHAREST 
BOMBAY - MEXICO - RIO DE JANEIRO - BUENOS-AYRES 


THE ANTIGEN LABORATORIES 
95, Gt. Portiand St., Lenton, Wil 

Telephone ‘LANGHAM: 3744 
ms: ANTLAS LONDON 
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PROGRESS IN 
Biological 
Therapy 


iological investigation was commenced by 


Parke, Davis & Company forty years ago. 
In 1898 the firm produced the first 2000-unit 
per c.c. diphtheria antitoxin ever obtained. 
Biological work developed so extensively that, 
soon after, a biological farm was established 
for the production of serums, antitoxins, etc., 
and from that time Parke, Davis & Company 
have built up a reputation for biological 
products that is without equal. Progress in 
this department of medicine is active, and 
constant study is directed towards the elucida- 
tion of the many problems relating to serum 
production ; e.g., improvements in culture 
media, reduction of protein content and volume 
of dose of antitoxins. The introduction of an 
active meningococcus antitoxin is one of the 

firm’s recent achievements. 


PARKE, DAVIS & CO. 
50, BEAK STREET 
LONDON, 


Laboratories : Hounslow, Middlesex. 
Inc. U.S.A., Liability Ltd. 
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Allen & Hanburys Ltd., London, E.2 


@ The general action of ‘Bynin 
Amara is manifested by increased 
tone of the nervous, muscular and 
It stimu- 
lates the digestive organs, improves 
the flagging appetite, corrects 
anaemia and aids nutrition generally. 


cardio-vascular systems. 


@ The marked asthenia and nervous 
depression which are prominent 
features of the post-influenzal state, 
yield rapidly to its influence. A 
course whenever there is any indi- 
cation of lowered resistance is a 
valuable safeguard against infection. 


In bottles at 2/-, 3/6, 6/6 and 12/- 


Descriptive literature and clinical 
trial sample on application. 


the offective 


Telegrams: 


Tel ph me: 
3201 Sidheounete (12 lines) “Greenburys Beth London” 
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Therapeutic Sub Act, Licence No. 9 


Concentrated 


Anti-Meningococcus 
Serum (Group II) 


(Globulin Solution) 


The serum therapy of infections caused by 
group II organisms is often less successful than 
the specific treatment of group I infections due 
to types 1 and 3, which are usually associated 
with epidemics of cerebrospinal fever. Accor- 
dingly, a group II serum has been specially 
prepared at the Serum Department of the 
Lister Institute. This serum has been subjected 
to a process of concentration so that a large 
proportion of the fnactive proteins has been 
removed ; the dose of antibody is thus con- 
tained in a smaller volume of fluid, 


Three preparations are issued in 
concentrated form: 


(1) Anti-meningococcus serum (multivalent) 
(2) Anti-meningococcus serum (Group I) 
(3) Anti-meningococcus serum (Group Il) 


Anti-meningococcus Serum for Diagnostic Purposes 


Particulars with regard to these sera are 
obtainable from 


ALLEN & HANBURYS LTD. 


DISTRIBUTING AGENTS, 
LONDON, E.2 


Telephone: Bishopsgate 3201 (12 lines) Telegrams : “Greenburys Beth London™ 


35 


THE LANCET, j 


THE LANCET GENERAL ADVERTISER 


3, 1938 


SYRINGES 


TRADE 


H 366 


36 


BRAND 


Outfit consists of :— 
‘Agila’ syringe with 
rustless steel needle. 
Glass spirit-tight con- 
tainer from which 
Spirit cannot evapor- 
ate or leak. 


Nickel-plated metal 
carrying case. Fits 
the pocket like a 
fountain-pen. 


. Complete outfit with 


pocket-clip ready for 
carrying in waist-coat 
pocket or bag. 


Acceptable and 
inexpensive gifts 


=‘AGLA’~ SYRINGE 
IN SPIRIT-TIGHT CONTAINER 


Syringe and _ spirit-tight container are constructed 
entirely of glass. The whole enclosed in a_nickel- 
plated metal pocket-case for convenience and _ safety. 
Their precision is remarkable, each syringe is tested, 
before release, for accuracy of graduation and absence 
of back-leak. 
Three-piece Syringe, c¢.c./20 min., 17/6 
Detachable pocket-clip, 1/0 extra 
Two-piece Syringe, 5 c.c., 22/6; 10 ¢.c., 30/0 
Two-piece Insulin Syringe, 1 ¢.c., 17/6 
Three-piece Syringe, 2 c¢.c., 25/- 


London Prices to the Medical Profession 


A common-sense gift 
for a diabetic patient 


WELLCOME’=» 
INSULIN POCKET- 
CASE, No. 46 


| 
| 
| London Price to the Medical Profession 22/6 each 


Associated 


NEW YORK MONTREAL 


BURROUGHS WELLCOME & CoO., LONDON 


Address for communications: SNOW HItLt BUILDINGS, E.C.1 


Exhibition Galleries : 


SYDNEY 


10, HENRIETTA PLACE, CAVENDISH SQUARE, W.1 


CAPE TOWN MILAN BOMBAY SHANGHAI BUENOS AIRES 


COPYRIGHT 
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TRADE 
MARK 


‘TABLOID’ ~ 


SULPHONAMIDE-P 


(SULPHANILAMIDE) 


A DEPENDABLE 
PRESENTATION 
OF A NOTABLE 
THERAPEUTIC 
AGENT 


All the accepted chemotherapeutic 
properties of the drug are combined 
with the characteristics of purity, 
for 


precision and dependability 


which ‘TABLOID’ Products are 


notable. 


Clinical evidence is available of 


the usefulness of Sulphonamide-P 
(Sulphanilamide) in streptococcal, 


meningococcal, gonococcal and 


urinary tract infections. 


BURROUGHS WELLCOME & Co., 


Address for co 


Exhibition Gallerie 
Associated Houses 

NEW YORK MONTREAL 


H 3673 


ymmunications 


SYDNEY 


10, HENRIETTA PLACE, 


CAPE TOWN 


| 120 
™TABLOID’- 


Sulphonamide-P 


(Sulphanitamide) 


TABLOID’ 


For Oral Use 
*TABLOID’ 
SULPHONAMIDE-P 


Bottles of 25 products, 14 


O°S GRAMME Bottles of 100 products, 4/- 


ALSO AVAILABLE 


For Parenteral or Oral Use 


WELLCOME’: 
SULPHONAMIDE-P 


Bottles of 25 grammes, 1/9; and 100 grammes, 5/6 


London Prices to the Medical Profession 


Literature on request 


LONDON 


SNOW HILL BUILDINGS, E.C.1 
CAVENDISH SQUARE, W.1 


MILAN BOMBAY SHANGHAI BUENOS AIRES 


COPYRIGHT 
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A Lomplete Series 


for 


THERAPY 


VO 


GLAXO LABORATO IES. 


IES 


A | 


| 
| 


Vitamin PRODUCT DESCRIPTION | Potency PRICE 
Vitamin A in high concentration for oral use Capsule, 
A Prepalin in conditions where marked deficiency of the tes 1,000, 80/-. 
| Liquid, 1 c.c. ‘quid in 8 ‘al 
vitamin indicates intensive treatment. | 72,000 i.u. — in 8 ce. phials, 


| For all cases of vitamin A deficiency, but 
| especially where absorption of the vitamin 
Parenteral A from the gastro-intestinal tract is inefficient. 
Given by intramuscular injection. 


| Ampoule, cc., 


Ampoules in boxes of 
<1 


Aneurin in sterile aqueous solution for injection, 
and in tablets for oral use. 
disorders, gastro-intestinal diseases 
cases where the diet needs a vitamin B, 
supplement. 


Vitamin B, 
G.L. 


| 


In 2cc. amps. | 


6xice., 7/6; 12 
and all |4mpoule,icc.,, 14/-3 50x lec., 50)-. 
1,000 iu. | Tablets in bottles of 


Boxes of 25 tablets 
2/-; 100, 68. 


Nicotinic Acid For the parenteral or oral treatment of pellagra. Serie” | Ampoules in boxes of 
| 50 mgm. 86. 2 
eae Ascorbic acid in stable solution for treatment of | A le.lcc.| Ampoules, boxes of 
Celi hemorrhagic disorders, delayed healing of 100 mgm. 33/9 
enn wounds, and toxic diseases. In ampoules for be af 
= rm ¢ parenteral use, and tablets for oral use. a 25, 3/9; 100, 11/3. 
Ostelin Glycerin suspension of crystalline vitamin D | ; : 
(Calciferol G.L.), completely oil free and | Liquid, 1 cc. | 0z., 
a 2 $,000 ttles, 2 oz., 7/6; 
Liquid miscible with water. Tasteless and inodorous. ’ 4 0z., 12/6 ; 8 0z., 22/6. 
D _|_ Ensures assimilation of calcium mixtures. 
High Potency | For oral treatment when exceptionally large a eae 
° dosage of vitamin D is required—as in 100, 17/6 
Ostelin 50,000 iu. | S/-; 100, 17,6. 
parathyroid tetany. Supplied in tablets. 
j For treatment of spontaneous or threatened | 
Viteolin abortion. Each capsule contains unsaponifiable 7 | ae a 
matter from 5 grams of wheat-germ oil at 30 No Unit. 100, 21/-: 500, 80/-. 
Capsules times the concentration of the oil itself, with | ; cae, 
vitamin E content unimpaired. | 
A flavone compound playing an important part 
3: in the regulation of vascular permeability of the Tablet , 
P Hesperidin capillary wall. In tablets for oral administra- 0.25 gm. me ra 
tion. | 
Concentrate of vitamins A and D. Each cc. of | Liquid 1 ce. In oz. phials, 2/6. 
liquid is equal to 20 cc. of standard medicinal iu. bottles af 2 
. -apsule equz » D. 0z., 8 oz., 22/6. 
A Adexolin cod-liv er oil, and each capsule equal to 10 cc. Capsule, Bosce of 33 capes, 
Protective tonic for resistance to infection and [6,000 i.u. A.| 2/6; 100,716. Tins of 
D in routine ante-natal care. |1,000 ,, D.| 500, 30/6 ; 1,000, 56/-. 
. A high concentrate of vitamins A and D for pers lec., Boxes of 6 x Lec. 
Dekadexolin parenteral therapy where massive dosage is 60,000 Vit. A. ampoules, 7/6. 
indicated. j10,000 ,, D.| 12x ec., 12/6. 
A.B Fine malt extract (yielding vitamin B), with | 
added vitamins A and D and orange juice 1,100 iu In jars, Ib., 1/9 
Ostomalt (yielding vitamin C). A protective nutrient [C. "1Siu.| 3/-, 7 lb, 17/- 
a D tonic, effective in teaspoonful dosage. D. = 250 i.u. 


Prices, not applicable in Eire, are subject to usual professional discount. 


GLAXO LABORATORIES LTD., GREENFORD, MIDDLESEX BYRon 3434 
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HALIBORANGE presents 
Allenburys tasteless and 
odourless Halibut-Liver 
Oil, associated with addi- 
tional vitamin D and 
Allenburys Orange Juice. 


One teaspoonful of 
Haliborange is equivalent 
in vitamins A and D to 
one teaspoonful of cod- 
liver oil, and in vitamin 
C to two teaspoonfuls 
of fresh orange juice. 


Haliborange is an excel- 
lent addition to the diet 
Zz of babies as a precaution 

oe against rickets and scurvy. 
For older children, ado- 


i lescents, or adults, it is a 
prophylactic vitamin tonic. 


Contains the natural vitamins A, C, an 


In 5, 10 and 40 oz. bottles. 
DESCRIPTIVE LITERATURE WILL BE SENT ON REQUEST. 


ALLEN & HANBURYS LTD., LONDON, E.2 


Telephone : Bishopsz2te 3201 (12 lines) Telegrams : “* Greenburys # London” 
[See also pp. 9, 34. & 35.) 39 
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536,000 


JULY 


29h 


30th July____- 


AUGUST 


SEPTEMBER 


17th Sept__ 


ANAHAMIN B.D.H. 


In the Treatment of Pernicious Anemia 


The administration of Anahemin in pernicious 
anamia has become a routine as a result of the 
uniformly satisfactory results produced. 

Such results are exemplified in a recent report 
in which it is stated that weekly injections of 
2 c.c. of Anahemin for one month produced 
an increase in red blood corpuscles from 536,000 


to 3,700,000 and a rise in hemoglobin from 
25 per cent. to 60 per cent. At the end of a 
further six weeks’ treatment it was found that the 
red blood count had risen to 4,600,000, and the 
hemoglobin to 70 per cent. This increase in red 
blood cells from $36,000 to 4,600,000, was pro- 
duced by a total dosage of 24 c.c. of Anahemin. 


Sample on request 


THE BRITISH DRUG HOUSES LTD. 


LONDON N.1 
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HEWLETT’S PREPARATIONS 


MIST. PEPSINA CO. c. BISMUTHO 


(Hewlett’s) 


Over 60 years’ reputation as a useful remedy 
in Gastritis, Gastrodynia, Gastric Carcinoma 
and Dyspepsia, especially when Pyrosis is a 
conspicuous symptom and in all Diseases of 
the Stomach. 


DOSE: Half to one drachm, diluted. 
in 5, 10, 22, 40 and 90 oz. bottles. 


Spec prepared bp 


| tacelient Aper Choiagee: 
Congestion of the Liver. Biliows 
Grache Grachm contains @ grain 


HEPATAGEN 
(Mist. Hepatica Conc. Hewlett's) 


Composition: Cascara, Rhubarb, Jalap, Podophylilin, 
etc., with 1/20 gr. Cocaine in each drachm. 


(Not under the Dangerous Drugs Act.) 


An elegant and palatable general Aperient and 
Cholagogue specially recommended in cases of so- 
called “ Biliousness,"’ Hepatitis, and Chronic Gastritis. 


Dose: Ten to sixty minims, diluted. 
j \ In 5, 10, 22, 40 and 90 oz. bottles. 


C. J. HEWLETT « Son, Lr. 


TELEGRAMS: PEPSINE*FINSQUARE-LONDON 
41 


TELEPHONE: BISHOPSGATE 1172+1173. 


| MIST. HEPATICA CONC. HEWLETT!) | 
| 
| 
lt 
| | 
i 
-42, CHARLOTTE ROAD, LONDON, E.C.2 
35-42, , E.C.2. | 
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Another scientifie 


achi everment in medical 
bottle production 


Cork Mouth. 

Photograph of actual 
package of Cork-mouth 
bottles with cover 


Aluminium Screw Cap 
Photograph of actual! 
package of Screw- 
cap bottles with 
the cover re- 

moved 


White 
Korkalue 

Moulded Cap. 
Photograph of 


Telephone : 
GERrard 8611 (10 lines) 


Telegrams : 
UNGLABOMAN, LESQUARE, 
LONDON 


At last the strong preference for a Medi- 
cal bottle with a White moulded cap has 
been achieved by U.G.B. The cost 
obstacle has been overcome and U.G.B. 
technicians have produced a Medical 
bottle with a perfected White cap manu- 
factured from Urea Powder—tasteless 
and odourless—fitted composition Cork 
Liners Resistol faced. 


The Cork-mouth and White Enamelled 
Aluminium Screw Cap Washed and 
Sterilized services are unchanged. 


[JNITED GLASS BOTTLE 


MANUFACTURER 


The Largest Manufacturers of Glass Bottles in Europe 
8, LEICESTER STREET, W.C.2 


iNew 
pertected Wik 
/ Can 
Whs = 
actual package é 
of bottles 
Ke 
Caps. 3333 ¢ 
42 
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Ons 


says Mr. Therm 


‘But I can help 
the doctors!’ 


Mr. Therm, the well-known repre- | 
sentative of the Gas Industry, has noticed / 
what formidable obstacles the Medical / 
Profession has to overcome in its work / 
of making England healthier. } 
He has observed that long established / 
human habits—even when they are / 
a hindrance to health —are very hard ; 
to eradicate. For example, much ill- / 
ness is due to the fog and grime that / 
foul the air of English cities. 70%, / 
of this ‘aerial sewage’ comes from / 
home fires. Yet it is not easy to / 
persuade people that they should , 
give up their smoky, old-fashion- ; 
ed fires and help to clean the | 
atmosphere and improve their / 
own and other people’s health 
by using gas and coke — the 
fires without smoke. 

Of course, Mr. Therm is 
commercially interested in 
promoting the use of gas and coke 
fires, but he is spurred to greater efforts by 

the knowledge that smoke abatement is of national e 
importance. And he is at present conducting a Nitta 
new and vigorous campaign—one of the advertise- 
ments is reproduced above — which he _ hopes 
will have the encouraging approval of the Medical 
Profession. 


Issued by the British Commercial Gas Association, 
Gas Industry House, 1 Grosvenor Place, S.W.1 
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Specially designed for use in the treatment of 
Pneumonia, Bronchitis, Pleurisy and 


similar affections of the Chest and Lungs. 

Made from the superfine grade of ‘‘Gamgee” tissue, made eo 
prepared exactly according to the direction of the late Sampson 

Gamgee, F.R.S.E., Consulting Surgeon to the Queen’s Hospital, PNEUMONIA 
Birmingham. Made in six sizes. 9}d. to 3/-. Obtainable from 


all Chemists. JACKET 


SOLE PROPRIETORS & MANUFACTURERS: ROBINSON & SONS LTD. OF CHESTERFIELD & 168 OLD ST., LONDON, E.C.1 


WARM, DRY BEDS cases 


In cases of sudden emergency and for everyday use, the “‘ Thermega” 
Electrically-Heated Blanket is invaluable for providing warm, damp-free 
beds. Hospitals and Nursing Homes emg the country use “‘ Thermega.” 
It is the one proven remedy for driving out dampness and ensuring warm beds 
at the turn of a switch. The ‘‘ Thermega” Electric Pad for local application is 
ideal for relief of all pain. 

At all good stores, chemists, electricians; or from Thermega Limited, 
51/53, Victoria Street, London, S.W.1. Telephone: Abbey 5701. 


Blankets from 3 ns, Pads from 31/6, 


3-temperature Blankets for medical use 
£810s. Single-heat pecially 

a strengthened, from £4 4s. Various 

sizes and prices on application. 


Electrically Heated 


BLANKETS & PADS 


‘OUR SERVICE TO DOCTORS: 


—-NUMBER TWO — 


prescribing “‘Ardente ”’ for your deaf patients when 
an aid becomes necessary, you are safe because they 
can obtain service in most important towns throughout 
Great Britain—to meet any change in their aural 
condition. As an additional safety factor, each 
** Ardente "’ is covered by its maker’s guarantee. 


There are a full range of *‘Ardente ’’ types—electrical 
: and non-electrical, bone-conduction, granule, valve, 


Particulars gladly cont end, Teste ave and phantom—which are individually suited, after testing 
: gh capdesdias | by Aurameter, to the needs of each case—no expense 
Medical Press Reports are interesting. : being incurred until hearing satisfactorily. 


10 MEDALS, 5 DIPLOMAS, 


Supplied under National Health Insurance. Dert 


ARDENTE, OXFORD ST., LONDON, W.1. 


Oxford Circus a "Phones : Mayfair 1380/1718/0947 


BIRMINGHAM BRISTOL EDINBURGH GLASGOW LEICESTER LIVERPOOL 
CARDIFF EXETER LEEDS MANCHESTER NEWCASTLE SOUTHAMPTON 


44 


| 

EFitting 
Att - 
Service AND THEIR DEAF PATIENTS), 
chrarigins 
= 


THE LANCET, ] THE LANCET GENERAL ADVERTISER (Dec. 3, 1938 


\ 
Make of the qumbet 
put this numoer in your notes for gifts. 
will save 2 deal of pondering when \ 
particularly ween buy something a \\ 
different yet something you can 
be sure any smoker ‘would welcome: 
pLAYER 
i 
MBER 
3P.538 © 
EXTRA QUALITY VIRGINIA 
50 For 
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PARATHYROID AND GALCIUM THERAPY 


Elixir Parathyroid and Elixir Parathyroid with Calcium 
(SQUIRE) (SQUIRE) 


The internal secretions of the Parathyroid Gland have been found to play an important part in the assimilation 
of Calcium in the tissues, and in consequence to exert a considerable influence on the nervous system, 

Recent experiments have shown that Parathyroid insufficiency may be compensated by the oral administration 
of the Parathyroid substance, 

The above Elixirs present in an agreeable and useful form the hormones of the Parathyroid Gland alone and in 
combination with a freshly prepared Calcium Lactate, These preparations are specially indicated in ECLAMPSIA, 
TETANY, SPRUE, and in conditions of chronic SEPSIS, such as varicose and duodenal ulcers, 


In 4 0z., 8 oz., and 16 oz. Bottles Descriptive Leaflet Gratis on request 
SQUIRE & SONS, Ltd. (“srittien. Kingcesey)» 413, Oxford Street, London, W. 
Telephone : MAYFarR 2307 (2 lines) Telegrams: SQUIRE, WESDO, LONDON, W.1 


TABLETS 
FOR THE PHYSIOLOGICAL TREATMENT OF CONSTIPATION 
CONTAINING 


BILIARY AND INTESTINAL SECRETIONS WITH 
AGAR AGAR AND LACTIC FERMENTS 


WILLOWS, FRANCIS, BUTLER & THOMPSON, LID. 


73, 75, and 89a, SHACKLEWELL LANE, LONDON, E.8. 


Telephone: CLISSOLD 6361. Telegrams: “ FORTY, HACK, LONDON.” 
CARDIAC STIMULANT VASODILATOR NON-MERCURIAL DIURETIC 


EUPHYLLIN dilates the Coronary and Kidney Vessels, greatly increases the 
rate of flow of blood through the heart, and improves the mechanism of 
exchange between the blood and the tissues. 

EUPHYLLIN is particularly suited to the treatment of CORONARY SCLEROSIS, 
ANGINA PECTORIS, and DEGENERATION OF THE CARDIAC MUSCLE. 


AMPOULES TABLETS SUPPOSITORIES 
Special literature and samples will be forwarded on request. 


WHIFFEN & SONS, LTD. 


Telephone : CARNWATH ROAD, FULHAM, LONDON, S.W.6 Telegrams : 
FULHAM 0037. Sole Agents in U.K. for BYK GULDENWERKE BERLIN. HIFFEN-LONDON 


CATALOGUE of SECONDHAND SURGICAL INSTRUMENTS, OSTEOLOGY 
MICROSCOPES POST FREE. 


Students’ Half Sets of Osteology. Articulated Skeletons and Disarticulated Skulls. 


MILLIKIN & LAWLEY, 67 & 68, CHANDOS PL., STRAND, W.C.2 


(Adjacent to Charing Cross Hospital Medical School.) Telephone : Temple Bar 2206. 
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Inhalants have their place in treating certain 


BONUS VEAR bronchial 


* (specially prepared cresols of coal tar) 


a penetrating and sedative antiseptic when 

vaporized, has demonstrated its value for 

SCOTTISH WIDOWS’ over half a century for the paroxysms of 
Whooping Cough, the dyspnoea of spasmodic 

FUND Croup and bronchial Asthma, cough in 

_ Broncho-Pneumonia and for Bronchitis. 


Head Office: LITERATURE ON REQUEST 
9 St. Andrew Square, Bdinbergh ALLEN & HANBURYS LTD. 


London Offices: 37L, LOMBARD STREET 


28 Cornhill, E.C.s LONDON, E.C.3 
17 Waterloo Place, S.W.1 


Fleet Street, E.C.4 
Address 


_.. Lamp type 
Vaporizer 


THE 
| NATURAL MINERAL WATERS OF 


KARLSBAD 


SPRUDEL, MUHLBRUNNEN & SCHLOSSBRUNNEN. 


These Waters act: 

(1) By immediate contact with the 
mucous membrane of _ the 
stomach and alimentary canal, 
allaying pain and spasms in these 
organs, and stimulating the ; 
digestive organs into activity. ' 

(2) Through the blood. That is 
they change its condition by 
increasing the proportion of 
alkali in the blood as well asin 
all derivative secretions (gall, 


Otard’s is 
THE ONLY 


BRANDY 
BOTTLED ACTUALLY Largely Prescribed in cases of 
at the Chronic Gastric Catarrh, Hrveramia 
Liver, Dia 
Cc HAT E AU Caleuli, of the 
DE COGNAC cama and ef the Kidney and Urinary 
ans. 

Sole Agents— 


INGRAM & ROYLE, Ltd., 
‘es Bangor Wharf, LONDON, S.E.1. 


he See And at LIVERPOOL and BRISTOL. 
IN VARIOUS SIZES Fon 1%6 AOR | samples and Descriptive Pamphlet forwarded on application. 
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Telephone: SINGLE VACCINATION TUBES - 


BATTERSEA 1347. 


JENNER INSTITUTE Siucerinates VACCINE LYMPH 


PREPARED IN ACCORDANCE WITH THE THERAPEUTIC SUBSTANCES REGULATIONS (BRITISH PRODUCT) 


- 8d.ecach; 7s. dozen. 
LARGE TUBES (EXPORT Only) sufficient for 5 vaccinations, ls. 3d. each; 12s.dozen. 


SOLE AGENTS FOR SCLAVO'S ANTI-ANTHRAX SERUM. 


JENNER INSTITUTE FOR CALF LYMPH LTD., 73, Church Road, Battersea, S.W.11. 


Postage lid.extra. Telegrams: 


““JENVACTER, PHONE, 
LONDON ” (2 words). 


ROGERS’ Standard SPRAYS 


ROGERS’ 
CRYSTAL NEBULIZER 


for oils or 
balsamic solutions. 


“ The standard of 
perfection in 
medical sprays.”’ 


Produces the finest vapour for 
Inhalation. 
ROGERS’ 
AQUOLIC ATOMIZER 


for nose or throat without 
alteration. 


Made also in laryngeal and 


post-nasal forms. 


Particulars of these and many other reliable spray producers 
gladly supplied by the maker— 


FRANK A. ROGERS, 
1, BEAUMONT STREET, LONDON, 


W.1. 


non-irritant Toilet Preparations 
specially for prescription in 
Allergic Cases 


A complete range of toilet preparations entirely 
free from Orris in any of its forms or other 
irritants (B.M.J., Medical World, etc.). A _ safe 
alternative to suspected cosmetics. Through 
any Chemist or direct from BOUTALLS LTD., 
150, Southampton Row, London, W.C.|. 


X-RAY CAR SERVICE 


ORTABLE X 


LTD. 


POWER ROAD, CHISWICK 
TELEPHONE 


CHISWICK 4006 


ANY HOUR ANY DAY 


ANYWHERE 
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UNIVERSITY EXAMINATION 
POSTAL INSTITUTION 


Founded in 1882 by E. 8. WEYMOUTH, M.A. 
Postal or Oral Preparation for all Medical Examinations. 


SOME SUCCESSES 
M.D. (Lond. ), 1901-37 (11 Gola Medallists 1913-37) 413 
M.S.(Lond.), 1901-37 (including 4 Gold Medallists) 24 
M.B.,B.S.(Lond. ), (completed exam 255 
F.R.C.S.(Eng.)1919-37 Primary 199; Final192 


D.P.H. (various), 1906-37 (completed exam. 348 
F.R.C.S.(Edin.), 1918-37 ............... 65 
1919-37 ..........-- 286 


M.R.C.S.L.R.C.P. Final 1919-37 (completed exam.) 606 

M.D. (various), by Thesis. Many Successes. 

D.O.M.S., D.L.O.,D.P.M.,, &. Many Successes. 
MEDICAL PROSPECTUS (47 pages), 


sent gratis, along with List of Tutors, &c., on application to the 
Principal, 17, Red Lion-square, London, W.C.1. (Telephone ;: 
Holborn 6313.) 


B.1.R. CONGRESS 
and EXHIBITION of 


X-RAY apparatus 


(Organised by the British X-Ray Industry) 


will be held at the 


December 
CENTRAL HALL 
WESTMINSTER 


10 a.m. to 7 p.m. | 


MEDICAL MEN ARE CORDIALLY INVITED 


10 a.m. to 6 p.m. 


Programme of meetings on application to— 

General Secretary, British Institute of Radiology 
32, Welbeck Street, London, W 

or 


Organising Secretary, Eric J. Ward Watkinson 
100, Judd Street, London, W.C.| 
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£2733 for £191 


The above is one of many examples of the supreme value 


PERMANENT SICKNESS INSURANCE 


The member paid £191 in premiums and drew £2733 in benefit 
over a period of 32 years. 


HAVE YOU A POLICY? 


If not write for booklet “L.30” to the Manager and Secretary 


THE MEDICAL SICKNESS, ANNUITY 
& LIFE ASSURANCE SOCIETY, LTD. 


Lincoln House, 300, High Holborn, London, W.C.|I. 
Tel. No.: HOLborn 5722. 


a 


POST-GRADUATION SCHOOL 7 


GENTRAL | ONDON THROAT, NOSE & FAR HOSPITAL 


GRAY’S INN ROAD. LONDON, W.C.1 


CLINICAL TEACHING covering every aspect of the senate given daily in the Out-patient Department and the 
In-patient Theatres. Teaching Ward-rounds by the Clinical Tutor, twice weekly. 

CLINICAL ASSISTANTSHIPS available for periods of 3, 6, or 12 months. 

GENERAL PRACTITIONERS’ WEEK, twice yearly. 

COURSES IN METHODS OF EXAMINATION AND DIAGNOSIS at frequent intervals. 

COURSES IN ANATOMY AND PHYSIOLOGY (2 weeks) by the Teachers in Anatomy for Part I. of the D.L.O 


Examination and CLINICAL COURSES (2 weeks) by the Hon. Medical Staff for Part II. of the Examination with Peroral 
Endoscopy and Pathology & Bacteriology Classes given in May and October each year. 


REVISION CLASS (2 weeks) for D.L.O. Students by the Clinical Tutor—twice yearly. 
The teaching provided covers all the requirements of students intending to sit for the D.L.O. (R.C.P.&S. Eng.). 
Full Syllabus obtainable from C. GILL-CAREY, F.R.C.S. Ed., DEAN. 
a 


Lectures each Friday 4 p.m. 


THE CHARTERED SOCIETY OF MASSAGE AND MEDICAL GYMNASTICS 


CHARTERED MASSEUSES in MASSEURS receive Hospital Training. They are qualified to 
administer MASSAGE, REMEDIAL EXERCISES, ELECTRICAL and LIGHT TREATMENTS. 


The Society was granted a Royal Charter in 1920 in recognition of the high standard of work maintained. 
C.S.M.M.G. members do not advertise individually and pledge themselves to treat patients 


only under medical direction. All members of the Society are eligible for enrolment 
on the National Register of Medical Auxiliary Services. 


A complete Directory of Members, or the names and addresses of members practising in any 
district, in this country or abroad, can be obtained from :— 


The Secretary, C.S.M.M.G., Tavistock House (North), Tavistock Square, London, W.C.1. 
Telephone: EUSTON 1676-8. 
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BETHLEM ROYAL HOSPITAL 


FOR 


NERVOUS AND MENTAL DISORDERS 


Monks Orchard, Monks Orchard Road, Eden Park, Beckenham, Kent. 


Reg. Tel. Address: BETHLEM, BECKENHAM 


Telephone: SPRINGPARK 1180-1181 


Station: Park (Southern Railway) 


President : VISCOUNT WAKEFIELD OF HYTHE, G.C.V.O. 


per 


Treasurer: SiR LIONEL FAUDEL-PHILLIPS, Bart. 


¢: J. G. PORTER-PHILLIPS, M.D., F.R.C.P 


This REGISTERED Hospital is situated at Monks Orchard in some 250 acres of park, pleasure and farm grounds. 
ion. 


on behalf of patients of the educated classes in a presumably curable conditi 
With a view to early treatment voluntary or uncertified patients are admitted. 
Patients who can contribute 5 guineas weekly towards the cost of treatment and maintenance may be received as vacancies arise. The Committee 
will also consider applications for admission at lower rates and in certain cases will be prepared to admit patients free of charge. 
The comfort of sensitive patients is greatly enhanced by the fact that the majority are given single bedrooms. 


TREATMENT ON MODERN PRINCIPLES. Every facility oS a 
Science and Treatment Unit, including RADIOLOGICAL and DENT. 
LABORATORIES 


Under the Snaiien of qualified o 


cers HELIO-THERAPY, 
Therapy Depart 


Application can be considered 


jalised investigation and treatment is provided in the Lord Wakefield of Hythe 
DEPARTMENTS, BIO-CHEMICAL, PATHOLOGICAL and PSYCHOLOGICAL 


The Medica! Staff have access to a of Consultants in | 
an 


uiring specialised investigation and treatment. 
HERAPY are administered in the Physio- 


TRSuc lst TRE TMENT. For special cases of mental disorder Insulin Treatment is being carried out with good results and suitable cases are 


OCCUPATIONAL THERAPY in the form of various Arts and Crafts is actively encou 
competent instructress this department has proved most effective as a therapeutic factor in a 


rr from the medical aspect and under the guidance of a 
1 stages of mental illness. 


The promotion of physical fitness is a prominent item of treatment and this is enhanced by arrangements for patients to take part in Outdoor and 
Indoor Sports and Entertainments, and special attention is drawn to the physical drill and dancing classes which form part of the regular hospital 


routine. 
Application should be made to the Physician-Superintendent. 


WATERGATE HOUSE, ADELPHI, 


assistance in the investigation and diagnosis of cises under their care. 
material, or for the personal attendance 


Telephone: Tempce Bar 8993 (4 lines). 


THE CLINICAL RESEARCH ASSOCIATION, LTD. 

W.C.2. 
A COMPLETE LABORATORY SERVICE. 

The Consulting Rooms and Laboratories of this Association (established in 1894) are available for all Medical Practitioners desiring Laboratory 


All necessary apparatus and full instructions for collecting pathogenic 
of patients at the Consulting Rooms of the Association, will be forwarded immediately on application. 


CARDIOGRAPHIC AND X-RAY EXAMINATIONS, ALSO NURSING HOME ACCOMMODATION ARRANGED. 


(Close to Charing Cross Station.) 


Telegrams: TuBERCLE, Ranv, 


xamining Board 


ROYAL COLLEGE oF “PHYSICIANS OF LONDON 


ROYAL COLLEGE or ‘SU RGEONS OF ENGLAND. 
Notice is hereby given that the pamowings Examinations will 
“——— nce on the date sta 


belc 
DIPLOMA IN TROPICAL “MEDICINE AND HYGIENE 


nd 
DIPLOMA IN PUBLIC HEALTH 
Friday, December 30th 
Candidates who have fulfilled the necessary conditions, and 
who desire to present themselves for Examination, must give 
notice in writing to the Secretary, Examination Hall, 8/11, 
Queen-square, London, W.C.1, at least twenty-one days before 
the date of the Examination, transmitting at the same time 


in England | 


such certificates as may be required by the Regulations of the | 


Horace H. REw, Secretary. 


Board. 
M. I. (oH. —These designatory 
letters after a CHIROPODIST’S name 
indicate that he or she is a MEMBER of the INC ‘ORPOR ATED 
SOCIETY OF CHIROPODISTS. Founded 1912. Patron : 
His Grace the Duke of Portland, P.C., 
Society is a rec agniesd qualif ying body of the Board of 
Registration of Medical Auxiliaries, and its Panel of Examiners 
in Medical Subjects is approved by the Royal College of 
Physicians and Royal College of Surgeons of England respec- 
tively. The regulations of the Society PROHIBIT members from 
advertising, but names and addresses of chiropodists in the 
district who are Members of the Society, and also information 
regarding training for Membership, may be obtained from the 
Secretary, Incorporated Society a Chiropodists, 21, Cavendish- 
square, W.1. (Tele., Langham 3228.) 


QUEEN CHARLOTTE’S 
MATERNITY HOSPITAL 


MARYLEBONE ROAD, N.W.1 


Medical Students and qualified Practitioners admitted to the 
Practice of this Hospital. Unusual opportunities are afforded 
of seeing Obstetrical Complications and Operative Midwifery 
(about one half of the total admissions being primiparous cases). 

ver 2700 patients are admitted to the Wards annually, and in 
the Ante-Natal Department there are over 20,000 attendances 
per annum. 

Clinical Demonstrations are giv en by the staff daily. 

For rules, fees, &c., apply STOKES, Secretary- 


London, 


Superintendent. 
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(THE INSTITUTE OF MEDICAL PSYCHOLOGY) 
MALET PLACE, 
A WEEK-END COURSE ON 
MARRIAGE PROBLEMS 

will begin on SATURDAY, 10TH DECEMBER, 1938. 

Lectures will be given from 11 a.M. to 6 P.M. on nN, and 
from 11 A.M. to 1 P.M. on Sunday. 

Fee for the course £1 1s. : 

stile. details apply to the EDUCATIONAL at> the 


STAMMERING, SPEECH DEFECTS. 
BEHNKE METHOD. Estab. 1880. CASES, non-resident, 
treated at 39, Earl’s Court-square, S.W.5, and, in residence, in 
the Summer Holidays at Miss Bebnke’s house on the Chilterns. 
*“ Pre-eminent success in the education and treatment of 
stammering and other speech defects.”—The Times. 
““Thoroughly physiological Lancet. 
“ The method is scientifically correct and perfectly effective.” 
—Guy’s Hospital Gazette. 
*STAMMERING, CLEFT PALATE, SPEECH LISPING.” 3s. 9d. 
of Miss BEHNKE, 39, Earl’s Court-square, S.W.5. 


~ LONDON COUNTY COUNCIL 
A Course of Lectures and Practical Instruction 


for the 


DIPLOMA IN PSYCHOLOGICAL MEDICINE 
will be held at 
THE MAUDSLEY HOSPITAL, Denmark Hill, 
(University of London.) 
The Course will begin on 2nd January, 1939. 
Applications should be made to Prof. F. GOLLA, Director of 
the Central Pathological Laboratory, The Maudsley Hospital. 
(Tel. Rodney 2411.) 


SPRINGFIELD HOUSE 


"Phone: BEDFORD 3417. Near BEDFORD 

For Mental Cases with or without Certificates. 

Ordinary Terms: Five Guineas per week (including Separate 
Bedrooms for ali suitable cases without extra charge). 


For forms of admission &c., apply to the Resident Physician, 
CEDRIC W. BOWER. 
Interviews 1x Lonpom BY APPOINTMENT. 


S.E.5. 
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MALE NURSES 


8, HINDE ST., MANCHESTER onl 


MANCHESTER*-237, BRUNSWICK STREET 
EDINBURGH—7, TORPHICHEN STREET 
Terms £4 40 per week 
ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT 


TEMPERANCE CO-OPERATION, LTD. 


MALE 


NURSES AND VALET ATTENDANTS for MENTAL, 
MEDICAL, TRAVELLING AND ALL CASES 


Telephones : 
London: 3297 WELBECK. ASSUAGED, LONDON, 
Manchester: 3619 ARDWICK. ASSUAGED, MANCHESTER, 
Edinburgh : 2715 CENTRAL, ASSUAGED, EDINBURGH, 


Telegrams: 


Please address all communications W.WALSHE, Secretary. 


LONDON, W.1 


All Nurses fully insured against Accident. 


General 6 Mental Nurses Association, Ltd. 


8, HINDE STREET, MANCHESTER SQ, (MALE & FEMALE) 


SUPPLY STATE REGISTERED NURSES FOR ALL bs Bg rie epee MENTAL AND NERVE CASES, AT A MOMENT’S 


Telegrams: 
Telephone: Welbeck 9842. 


‘Isolation, London.” 


Terms from £3 13 6. Apply MATRON. 


MALE & FEMALE ASSOCIATION, LIMITED. 


NURSES 


50, NOTTINGHAM PLACE, LONDON, W.1. 


TERMS irom £3 3s, 


All Members of our Staff are Total Abstainers 


CERTIFICATED HOSPITAL NURSES (Male and Female) AVAILABLE BAY AND NIGHT FOR MEDICAL, SURGICAL, MENTAL AND ALL CASES 
ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT. 


Telegrams : “Gentlest, 


Telephone: Welbeck 5969 


Apply, LADY SUPERINTENDENT. 


a Telephone: Welbeck 2728. 
Telegrams: ““ASSISTIAMO, LONDON.” 


For MEDICAL, SURGICAL, and 


MENTAL NURSES 


Male or Female. 


Our nurses are chosen Carefully for their personal 
character and their suitability for private work. 
They reside on the premises, and are available 
for urgent cases Day or Night. 
Mrs. ELLIS HICKS, Superintendent. 
J. HICKS, Secretary. 


Tue NURSES’ ASSOCIATION 


In conjunction with the MALE NURSES’ ASSN. 


| 29, YORK ST., BAKER ST., LONDON, W.1. 
Grove House, All Stretton, 
STRETTON, SHROPSHIRE. 
A PRIVATE HOME for the care and treatment of a limited 
of Ladies Mentally Afflicted. 


limate healthy and bracing. 
MOCLINTOOK. Proprietor and Resident Medical 


Apply to Dr. M 
Superintendent. 


PORTSMOUTH CITY MENTAL HOSPITAL 


Accommodation is provided for the reception of PRIVATE 
PATIENTS of both sexes in three detached Villas, which are 
p< nad and pleasantly situated in extensive grounds with sea 
views 

Charges from 3 guineas weekly —— all necessaries except 
clothing.—Apply to the Medica and I t 
Physician, THoMas BEATON, O.B. PM. D., F.R.C. 


NORTHUMBERLAND HOUSE 


GREEN LANES, 
FINSBURY PARK, N.4 


A PRIVATE HOSPITAL for the treatment of mental and 
nervous illnesses. Conveniently situated and easy of access 
from all parts. Occupational Therapy, Psychotherapy, and 
other modern forms of treatment. 

Telephone: Stamford Hill 2688. 


Yor further particulars apply to the MEDICAL SUPERINTENDENT. 


Church 


THE ARCHER NERVE TRAINING COLONY 
LANGLEY RISE, KING’S LANGLEY, HERTS. 


Started 34 years ago by the late Mrs. William Archer for the special 
treatment of FUNCTIONAL NERVOUS DISORDERS by a system 
of Relaxation correlated with training in Nerve Control. Home life in 
separate houses in charming grounds ; 20 miles from London ; Chalets for 
resting. Eurhythmics, Voice Production, Occupational Therapy, etc. 
Telephone : King’s Langley 7519. Lessons and Treatments in the art of 
os can also be obtained at the “‘ FRANCES ARCHER ” Centre, 

Dorset N. Baker St. Stn.), Weds. and Sats. 10-1 p.m., 
3s. 30 p.m. Tel.: lor 2864. All applications to the Secretary, 
King’s Langley. 


THE COPPICE, NOTTINGHAM. 
HOSPITAL FOR MENTAL DISEASES. 
President: The Right Hon. Lorp BELPER. 


This Institution is exclusively for the reception of a limited 
number of PRIVATE PATIENTS of both sexes, of the UPPER 
and MIDDLE CLASSES, at moderate rates of payment. It is 
beautifully situated in its own grounds, on an eminence a short 
cistance from Nottingham, and commands an extensive view of 
the surrounding country ; and from its singularly healthy posi- 
tion and comfortable arrangements affords every facility for the 
relief and cure of those mentally afflicted. Voluntary and 
Temporary Patients received. Occupational Therapy. For 
terms, &c., apply to the Medica] Superintendent. 

Telephone: 64117 Nottingham. 


ALCOHOLISM 


Drug Habits, and Nervous Disorders 


25 minutes from London, situated in charming grounds and 
country is a “‘home from home” for those seeking rest 
and treatment under medical supervision. Fees from 
6 guineas. Illustrated brochure on application to the 
Matron or the RESIDENT MEDICAL SUPERINTEN- 
DENT, E. G. MORRIS, L.R.c.P.1. Consultant : 
L. C. F. CHEVENS, ™.R,C.S., L.R.C.P., D.P.M. 


*Phone: CHISLEHURST 451 


LD HILL HOUSE 


CHISLEHURST, KENT. 
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CRICHTON ROYAL, DUMFRIES 


For NERVOUS AND MENTAL DISORDERS 


This hospital has every facility for complete investigation of the above conditions, and provides all forms of modern 
treatment, including psychotherapy, physiotherapy, occupational and recreational therapy. Cases of alcoholism and drug 
addiction are admitted. The Physiotherapy Department has separate unite fully equipped for X-ray work, heliotherapy, 
short-wave therapy, electro-therapy, and hydrotherapy (swimming bath, prolonged poths, Scotch and Vichy douches, 
Plombiéres treatment, electric and Turkish bath cabinets, etc.). There is a fully equipped gymnasium under qualified 
instructors. Facilities are pone under special recreational therapists for all indoor and outdoor games, including 
golf course, cricket, football and hockey grounds, lawn tennis and squash courts, croquet and bowling greens. 

The Hospital has its own Church, Library, Cinema and Hairdressing Saloon. Terms include regular motor drives. 
Private rooms, suites, or villas are available, and special nurses can be provided. The hospital grounds extending to 
nearly 1000 acres are situated in delightful country and include an extensive farm (T.T. herd), gardens and orchards. 
As the hospital is well endowed terms are exceptionally moderate, e.g., First Department 3 to 30 guineas per week, Second 
Department 2 and 24 guineas per week. Voluntary and certified patients are received. Medical Certificates given anywhere 


in the British Isles are valid for admission of patients. 
For prospectus, necessary forms, and further information apply to :— 
Physician Superintendent, P. K. McCowan, J.P., M.D., F.R.C.P., D.P.M., Barrister-at-Law. Tel. Dumfries 1119. 


HAYDOCK LODGE, 


NEWTON-LE-WILLOWS, LANCASHIRE. 
For the reception and treatment of PRIVATE PATIENTS of both sexes of the UPPER AND MIDDLE 
CLASSES suffering from Mental and Nervous Diseases, either voluntarily, temporarily, or under certificate. 
Patients are classified in separate buildings according to their mental condition. Situated in park and 
grounds of 400 acres. Self-supported by its own farmand gardensin which patients are encouraged to occupy 
themselves. Every facility for indoor and outdoor recreation. For terms, prospectus, etc., apply MEDICAL 
SUPERINTENDENT. ’Phone: Ashton-in-Makerfield 7311. Tele. Address: Street, Ashton-in-Makerfield. 


SHAFTESBURY HOUSE 


Specially built and licensed for the care and treatment of a limited number of Ladies and Gentlemen suffering from 
NERVOUS and MENTAL breakdown. Voluntary and certified patients received. Ladies also admitted as Temporary 


Patients without certification, Terms moderate. Apply, RESIDENT PHYSICIAN, who may be seen at 31, Rodney Street, 
Liverpool, by appointment. Tel. No. 8 Formby. 


TOR-NA-DEE SANATORIUM 
MURTLE, DEESIDE, ABERDEENSHIRE 


FOR THE DIAGNOSIS AND TREATMENT OF ALL FORMS OF TUBERCULOSIS 


Managing Director: DAVID LAWSON, M.D., F.R.S.E. 


Southern aspect. Low rainfall. Pure bracing air. Sheltered grounds. Beautiful surroundings. All modern equipment 
for diagnosis and treatment, including operating theatre. No extra charge for X Rays, Artificial Pneumothorax, Ultra- 
Violet Light, or other special treatment. 


Day and night Nursing Staff. All bedrooms have central heating, electric light, hot and cold running water, and wireless (head- 
phones). Comfortable and airy public rooms. 


Medica! Superintendent : J. M. JOHNSTON, M.B., M.R.C.S., D.P.H. For terms and prospectus apply to the Secretary. 
Telephone: Cults 107. 


NEW LODGE CLINIC, 
WINDSOR FOREST. 


New Lodge Clinic was founded in 1921 in order to provide for the scientific 
investigation and treatment of disease by a ‘‘ team’ of physicians and specialists. 


All forms of non-infectious medical cases are admitted, special attention being 
paid to disorders of digestion and metabolism, arthritis, anemias, asthma, heart and 
kidney disease, tropical diseases, and functional and organic nervous disorders. 


Particulars can be obtained on application to 
The Secretary, New Lodge Clinic, Windsor Forest, Berks. Telephone: 181 & 182, Winkfield Row, 
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ST. ANDREW’S HOSPITAL 


FOR MENTAL DISORDERS, 


NORTHAMPTON 


FOR THE UPPER AND MIDDLE CLASSES ONLY. 
PRESIDENT: THE Most Hon. THE MARQUESS OF EXETER, C.M.G., A.D.O. 
MEDICAL SUPERINTENDENT: THOMAS TENNENT, M.D., M.R.C.P., D.P.H., D.P.M. 


This Registered Hospital] is situated in 120 acres of park and pleasure grounds. Voluntary patients, who are suffering from 
incipient mental disorders or who wish to prevent recurrent attacks of mental! trouble, penoeney patients, and certified patients 
of both sexes, are received for treatment. Careful! clinical, bio-chemical, bacteriological, and pathological examinations. Private 
rooms with s — nurses, male or female, in the Hospital or in one of the numerous villas in the grounds of the various branches 


WANTAGE HOUSE 


This is a Reception Hospital, in detached grounds with a separate entrance, to which tients can be admitted. It is 
equipped with al] the apparatus for the most modern treatment of Mental and Nervous Disorders. It contains special] depart- 
ments for hydrotherapy by various methods, including Turkish and Russian Baths, the prolonged immersion bath, Vichy 
Douche ey Douche, Electrical Baths, Plombiéres treatment, &c. There is an operating Theatre, a Dental Surgery, and 
X-ray an Ultra-violet Apparatus, and a Department for ey and High Frequency treatment. It also contains 
Laboratories tor bio-chemical, bacteriological, and pathological research 


MOULTON PARK 


Two miles from the Main Hospital there are several branch establishments and villas situated in a park and farm of 650 acres 
Milk, meat, fruit, and vegetables are supplied to the Hospital from the farm, gardens, and orchards of Moulton Park. Occupation 
herapy is ‘a feature of branch, and patients are given every facility for occupying themselves in farming, gardening, an 


fruit gro 
7 BRYN-Y-NEUADD HALL 


The Seaside house of St. Andrew’s Hospital is beautifully situated in a Park of 330 acres, at Llanfairfechan, amidst the finest 
scenery in North Wales. On the North West side of the Estate a mile of sea coast forms the boundary. Patients may visit this 


branch for a short seaside change or for longer periods. The Hospital has its own private bathing house on the seashore. There 
is trout fishing in the park. 


At all Branches of the Hospital there are cricket grounds, football and hockey grounds, lawn tennis courts (grass and hard 


court), croquet grounds, golf course, and bowling greens. Ladies and gentlemen have their own gardens and facilities are provided 
for handicrafts such as carpentry, &c. 


For terms and further particulars apply to the Medical Superintendent (TELEPHONE: No, 2356 and 2357 Northampton), 
who can be seen in London by annointment. 


CAMBERWELL HOUSE 


Telegrams: “ PsycHouia, Lonpoy.” 33, PECKHAM RD., LONDON, S.E.5. Telephone: Rodney 4242 (2 lines). 


For the treatment of MENTAL DISORDERS. 

Also completely detached Villas for Mild Cases, with private suites if desired. Voluntary Patients received. Twenty acres 
of Grounds, Hard and Grass Tennis Courts, Putting Greens. Bowls, Croquet, Squash Rackets, Recreation Hall with 
Badminton Court, and all indoor amusements, including Wireless and other Concerts, Occupational Thera y, Calisthenics, and 
Dancing Classes. X-ray and Actino-therapy, Prolonged Immersion Baths, Operating ‘Theatre, Pathologi Labosntery, Dental 
Suseers, and Ophthalmic Department. Chapel. 

Senior Physician: Dr. HUBERT JAMES Noman, assisted by three Medical Officers, also resident and visiting Consultaate. 

An illustrated Prospectus, giving fees which are strictly moderate, may be obtained upon application to the tary. 

The Convalescent Branch is Hove Villa, Brighton, and is 200 feet above sea level. 


FAIRFORD RETREAT, Gloucestershire 


(Within two hours of London.) ESTABLISHED 1822. 


Home life for Ladies and Gentlemen MENTALLY AFFLICTED. Voluntary Patients received without Certificates. The 
Retreat is pleasantly situated in extensive grounds on the banks of the River Colne, a part of which celebrated trout 
stream flows through the Estate. There is every facility for sport and Occupational Therapy. The neighbourhood abounds 
= pees walks, and Fairford, being in the Cotswolds on a dry oolitic soil, is remarkably healthy. Own farm and 

airy produce, 


For terms, which are very moderate, apply to the proprietor, Dr. A. C. King-Turner, The Retreat, Fairford, Glos. Telephone ¥ 


THE COTSWOLD SANATORIUM 


First opened in 1898 and rebuilt in 1925 on the Cotswold Hills seven miles from Cheltenham, for the ome of Pulmonary and all 
other forms of Tuberculosis. Aspect S.S.W., sheltered from North and East, elevation 800 feet. Pure brac air, SPECIAL TREAT- 
MENT by artificial PNEUMOTHORAX ‘(X-ray ———. TUBERCULINS, and ULTRA VIOLET YS is available when 
necessary without extra charge. X-RAY plant, Fully E qu ipped Dental Department, Electric Light Radiators, hot and cold basins 
and Wireless in all rooms. p-to-date drainage. Full day & night Nursing Staff. Terms 5 to 7} Guineas a week inclusive. 


Supt. : HOFFMAN, B.A., M.B.,T.C. Dub. Asst. Phys.: MARGARET A. HARRISON, M.B., B.S. Lond. 


ARKER, F.R.C.S. Edin., D.L.0. C Cons. Dent. Surgeon : GEORGE V. SAUNDERS, L.D.S.R.C:S. Lond. 
aes 81 & 82 Gitcombe Apply: The Secretary, The Cotswold Sanatorium, Cranham, Gloucester. Telegrams: “ Hoffman, Birdlip.” 


PRIOR PLACE SANATORIUM 


HEATHERSIDE, CAMBERLEY, SURREY. 
FOR THE TREATMENT OF PULMONARY TUBERCULOSIS 


Well situated on high ground and surrounded by pines and heather. 
All rooms are fitted with electric light, wash basins with hot and cold water, na radiators. 
X ray plant. Day and night nursing staft. 


RESIDENT MEDICAL SUPERINTENDENT: Dr. H. O. BLANFORD, to whom application for admission can be made. 
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PENDYFFRYN HALL SANATORIUM 


All Modern Methods of Treatment Available. 
Ideally situated for the treatment of Tuberculosis. Sheltered from E. & N.E. winds. Climate mild and bracing. 
Low rainfall, high average of sunshine. The Sanatorium is situated in its own park. There are miles of graduated 
walks through pine, gorse and heather, rising to 800 ft., and commanding extensive sea and mountain views. Central 
heating, electric light, X-ray installation. Wirelessin all rooms. Full day and night nursing staff. Special milk supply from 
atuberculin tested herd. Easily accessible from Lonpon (4$ hours), MANCHESTER, LIVERPOOL, BIRMINGHAM and the North. 

Rooms now available from 5 guineas weekly. 

Resident Physicians: Dennison Pickering, M.D.; S. A. Yaffe, M.D. 


For particulars apply to the Secretary, Pendyffryn Hall, near Penmaenmawr, North Wales. "Phone 20. 
A Private Hospital for the Care and 
TH E O LD M A N O R Treatment of those of both sexes suffer- 
SALISBURY ing from MENTAL DISORDERS. 


Extensive grounds. Detached Villas. Chapel. Garden and Dalry “Produce from own farm. Terms very moderate, 
CONVALESCENT HOME Detached Villas standing in 12 acres of ornamental grounds, with tennis courts, etc., which 
AT IBOURNEMOUTH Voluntary, Temporary or Certified Patients may visit by arrangement for long or short period. 
Illustrated Brochure on application to the Medical Superintendent. The Old Manor, Salisbury. Telephone: Salisbury 3216 and 3217. 


COURT HALL, KENTON, near EXETER 


FOR THE TREATMENT OF EIGHT LADIES, VOLUNTARY, TEMPORARY AND CERTIFIED PATIENTS 


CLIFFDEN, TEIGNMOUTH 


FOR EARLY AND CONVALESCENT CASES Recreational Therapies are held daily by skilled Leaders 
The house stands high with spacious balconies and extensive views of the South Devon Coast. Beautiful garden. Own Dairy in 25 acres. Private road to beach, 
There is also a charming house, EBWORTHY, MANATON, DARTMOOR, situated in 20 acres, 1100 ft. up for bracing moorland air, 
Resident Physicians—BERTHA M. MULES, M.D., B.S. ANNE S. MULES, M.R.C.S., L.R.C.P. 
Telephones—STARCROSS 59 and TEIGNMOUTH 289 


CHEADLE ROYAL HOSPITAL, Cheadle, Cheshire. 


This REGISTERED oh ay hey with a SEASIDE Pps Moe at Col Bay, N. Wales is for the treatment and care of 
those of the Upper and Middle Classes s suffering from MENTAL AND NERVOUS DISEASE 

The Hospital is a COMMITTEE, appointed the TRUSTEES of the Royal Infirmary. 

In addition to the Mai there are se te villas. Extensive grounds. Hard and grass tennis courts, cricket and 
croquet grounds, and a court for nton. here are also wireless installations. Golf may be had within easy distance, 


Occu 
OLUN BY. TiMPORARY, AND CERTIFIED received. 
The Hoepitel 4 8 nine miles from Manchester, 50 minutes by rail from Liverpool, -— 34 hours from tandee 
or terms ena further particulars apply to the Medical Superintendent, my be seen Man chester BY 
elephone : Gatley 2231 (3 lines), 


CALDECOTE HALL Functional Nervous Disorders 


NUNEATON including Alcoholism and other Addictions 
(Certifiable cases are not received) 
WARWICKSHIRE This beautiful mansion situated in the heart of the country (less than two hours 
(Phone : Nu n 241) from London by L.M.S.R.) and surrounded bycharming pleasure grounds in which 


games and outdoor occupational therapy are available is devoted to the treatment 
“of Functional Nervous Disorders by psychotherapeutic and ancillary methods. 


Illustrated Brochure and particulars obtainable from A. E. CARVER, M.D., D.P.M., Resident Medical Superintendent. 


PECKHAM HOUSE, 112, Peckham Road, London, S.E.15 


Telegrams: “Alleviated, Londen.” Telephones: Redney 2641 and 
The shove, We noe © is for the care and treatment of persons suffering from mental diseases and nervous disorders. 
voluntary and tem ents are received. rr houses for treatment and accommodation of special cases adjoin tee 
Institution. Occupations therapy, physical drill, and other forms of modern treatment. There is a seaside branch, 
Court, near Dover, to which patients may be sent for treatment or on holiday. Motor drives are when required tennis 


courts. Entertainments, d an amusements held throughout the year. Terms from 3s. per week. 
prospectus and further particulars can be obtained from the MEDICAL SUPERINTENDENT. 


PARK SANATORIUM 


(FORMERLY SANATORIUM TURBAN) 
DAVOS-PLATZ, SWITZERLAND 


First-class house, 5,150 ft. above sea-level. Large park and wood belonging to the sanatorium. Terms 
for board and residence, including room, medical treatment, etc., from Frs. 16.- per day. Prospectus. 


Medical Superintendent, F. BAUER, M.D. 
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CHISWICK HOUSE, 


PINNER, MIDDLESEX. 
Telephone: PINNER 234. 


A Private Hospital for the Treatment and Care of Mental and 
Nervous Illnesses in both Sexes. 


A modern country house, 12 miles from Marble Arch, in 
attractive and secluded surroundings. Fees from 10 guineas per 
week inclusive. under Voluntary and 
received fur treatment. 

Dovetas Macavtay, M.D., D.P.M 
Telegraphic Address : Telephone: 
“ Relief, Old Catton.” 290 Norwich. 


NERVOUS & MENTAL AFFECTIONS 
Ladies only received 
‘The Grove, Old Catton, Norwich. 


A High-class Home for the Curative Treatment of 
Nervous Affections. Voluntary Boarders are also received 
without certificates. 

For full particulars apply to the Misses McLINTOCK or to 
Dr. S. BARTON, 34, Surrey -street, Norwich, Visiting Physician. 


THE WARNEFORD, OXFORD. 
HOSPITAL FOR MENTAL DISORDERS. 
President: The Right Hon. the LORD SaYE aND SELE. 
This stered Hospital for the Treatment and Care, at 
moderate charges, of Mental Patients belonging to the educated 
, stands in a healthy and pleasant situation on Headington 
Hill, near Oxford. Voluntary and Temporary Patients are also 
received for treatment. The adjacent estate of HIGHFIELD 
PARK has recently been acquired and the house, which has 
been modernised and equipped with every comfort, is now 
available for mild and convalescent patients. Private suites 
can be arranged. 


For further particulars apply to the Physician -Superintendent. 


HILL END HOSPITAL 


AND CLINIC 


FOR THE PREVENTION AND TREATMENT OF MENTAL 
AND NERVOUS DISORDERS 
(20 miles from London) 

Ladies suffering from all forms of MENTAL ILLNESS are 
received for treatment, on modern lines, as Voluntary , Temporary 
or Certified Private’ Patients at the Hill End Hospital. 
Convalescent or cases can treated in a delightful 
country mansion, with extensive grounds, known as 


HIGHFIELD HALL, A 
situate about a mile away from the Hospital. 
FEES TWO TO FOUR GUINEAS PER WEEK. 


For further particulars Spply to the Medical Director, 
W. J.T. L.R.C.P., D.P.M. 


ALBANS, HERTS 
RUSSELLS 


Hemel Hempstead Road, 
WATFORD 
Telephone: WATFORD 5917 
A convalescent home for the care and treatment of mild and 
recoverable nervous conditions in both sexes. The house is 
situated high up in 40 acres of grounds, 17 miles from London, at 
the termination of the Watford by-pass. One medical officer is 


in residence, and two others are in daily attendance. 
ten guineas a week, inclusive. 


Apply: RESIDENT MEDICAL OFFICER 

CLAPHAM PARK, LONDON 

Situated in 34 acres of secluded gardens 

HOME FOR TWELVE MENTAL PATIENTS (LADIES). 
Well-appointed 
private house. 
Home comforts 
and Trained Nurs- 
ing Staff. Eminent 
Mental Specialist. 
Visiting Physician. 
Station: Clapham 

Common Tube 


Fees from 


‘hone: Tulse Hill 4913 


Apply 
Miss THWAITES. 


PRIVATE NERVOUS AND MENTAL PATIENTS 


London County Council. — Accom- 
modation for Male Patients suffering from nervous and 
mental disorder (voluntary, temporary, or certified) is provided 
in the private section of Corser Hospital, Woodford-bridge, 
Essex. Terms, exclusive of clothing and *p 1 luxuries, 49s. 
a week for London cases, 53s. 1d. a week for others. 
For particulars apply to the Medical Superintendent at the 
Hospital, or to the Chief Officer, Mental Hospitals Department, 
Shell-Mex House, Strand. W.C.?. 


HOME FOR EPILEPTICS 


MAGHULL (near LIVERPOOL) 
FARMING and OPEN AIR OCCUPATION for PATIENTS 
A few vacancies in Ist and 2nd Class Houses. 
FEES: Ist Class (men only) from €3 p.w. upwards. 
2nd Class (men and women) 32/- p.w. 


For further particulars apply : 
Cc. EDGAR GRISEWOOD, A.C.A., Secretary, 
20 Exchange Street East. Liverpool, 


STRETTON HOUSE. 


Church Stretton, Shropshire. 


A PRIVATE HOME for the treatment of gentlemen suffering 
from Mental and Nervous illness, including the allied Disorders of 
Alcoholism and the Drug Habit. All types of early Mental and 
Nervous Cases are received without Certificates as Voluntary 
Patients under the provisions of the Mental Treatment Act, 1930. 
Bracing hill country. See ‘* Medical Directory,’’ p. 2368.—Apply 
to the Medical Superintendent. ’Phone 10 P.O., Church Stretton 


EPILEPSY 


Attendance at school is a necessary part of the satisfactory 
treatment of Epilepsy in Children. 


COLTHURST HOUSE SCHOOL 


meets all the requirements of children of middle-class 
parentage. Extensions made necessary by the success of 
the School have created several vacancies. 


Only bright and intelligent boys and girls are eligible for 
admission. 


Apply to the DirECToR, CoLTHURST HOUSE SCHOOL, 
WaRFORD, ALDERLEY EDGE 


HEIGHAM HALL, NORWICH 


A PRIVATE MENTAL HOME situated in 14 acres of well- 
wooded unds. For Ladies and Gentlemen suffering from 
Nervous or Mental [llness. Voluntary Patients, Temporary 
Patients, and Patients under Certificates are admitted for 
Treatment. Fees: from 4 guineas a week upwards, accor 

requirements. A few vacancies exist for Ladies an 
Gentlemen at reduced fees on the recommendation of the 
Patient’s own Physician. 
Apply to Dr. J. A. SMALL. 
Telephone: 80 Norwich. Telegrams: Small, 80 Norwich. 


“MALLING PLACE, KENT 


For LADIES and GENTLEMEN’ of Unsound Mind. 


Terms moderate. Apply to Resident Medical Superintendent. 
Velegrams: ADAM WEST MALLING. Telephone No. 2: MALLING. 


CITY OF LONDON MENTAL HOSPITAL 
Near DARTFORD, KENT. 
Ladies and Gentlemen received for treatment 
under certificates, and without certificates as either 
VOLUNTARY or TEMPORARY PATIENTS, 
at a weekly fee of {2 gs., and upwards. 


FENSTANTON 


Christchurch Road, Streatham Hill, S.W.2 


A Private Home for the Treatment of LADIES 
with Mental and Nervous Disorders. Psycho- 
Therapy, Physio-Therapy, &c. 12 acres of grounds 
: Dr. MADELINE R. LOCKWOOD, 
: TULSE HILL 7181 Resident Physician Superintendent. 
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EPPING HOUSE 


LITTLE BERKHAMSTED, Nr. HERTFORD, HERTS. 


An attractive and comfortable PRIVATE HOME. Beauti- 
fully situated in its own grounds, 400 feet above sea level. 
Exceptionally healthy air and position affords every facility for 
convalescence. Foam Baths, Billiards, Squash Racquets, Lawn 
Tennis, Croquet, Bowls, Farm Produce, &c. 

Treatment for Ladies and Gentlemen suffering from Insomnia, 
Functional Nervous Disorders, Alcohol and Drug Habits, Chronic 
Heart and Kidney Diseases, also Convalescing Cases. 


Telephone : Essenden 12. Apply, J. C. BAKER, M.B. 


BARNWOOD HOUSE, GLOUCESTER. 


A REGISTERED HOSPITAL For THE CARE anp TREAT- 
MENT or LADIES anp GENTLEMEN SUFFERING FROM 
NERVOUS ann MENTAL DISORDERS. 

Within two miles of the G.W. and L.M. & S. Railway Stations 
at Gloucester, the Hospital is easily accessible by rail from 
London and all other parts of the United Kingdom. It is 
beautifully situated at the foot of the Cotswold Hills, and 
stands in its own grounds of over 300 acres. Voluntary Patients 
of both sexes also are received for treatment. Special accom- 
modation is also provided at five villa residences, all of which 
stand in their own grounds and are entirely separate from the 
main Hospital. 

For particulars as to terms, &c., apply to G. W.T. H. FLEMING, 
M.R.C.8., L.R.C.P., D.P.M., Physician Superintendent. 

Telephone : No. 6207 Gloucester. 


Littleton Hall, Brentwood, Essex. 


(18 miles from London.) 400 feet above sea. 


A PRIVATE HOME for LADIES situated in large grounds. 
Voluntary, temporary, or certified cases received. 
Apply to Dr. HAYNES. Tel.: Brentwood 45. 


BROOKE HOUSE, CLAPTON 


A PRIVATE HOME for the treatment of Nervous = 


Mental Disorders in both sexes. Situated in nine acres 
Pleasure Grounds. 


Voluntary, Temporary, and Certified Patients received. 
For further particulars apply— 


Dr. ERNEST ROLLINS, Resident Physician, 
Tel.: Amherst 1642 


RHEUMA SPA, KINMEL HALL, 


ABERGELE, NORTH WALES 


Modern Spa Treatments, including Continental 
Pistany Mud and Scotch Douche, Rheumatic 
and similar disabilities. Resident Physician. 
Excelient amenities and Recreational facilities, 


IDEAL WINTER QUARTERS—REDUCED RATES 


THE MARINE SPA > 


«under the direction of the Corporation) 


TORQUAY 


Newly fitted Balneological, Electro-Medical, and Small 
Turkish and Russian Bath sections for recognised forms of 
Spa, etc., treatment, under mild winter climatic conditions. 
Large Cooling Lounge, and “ Vita” 
Warm Sea-W ater Swimming Bath with modern filtration plant. 
Assistants with C.S.M.M.G., and Bio-Physical qualifications, 


Illustrated Spa and Health Resort Brochures post free on application, 


Glass Sun Lounge. 


H. Berkeley Hollyer, General Manager. 


(late Manager, Brine Baths, Droitwich Spa) 


The Physical Treatment Centre 
that is “different” ! 


50 minutes from London (Victoria), 15 minutes from 
Brighton. Standing in 7 acres of lovely grounds at the 
foot of the South Downs. 

Climate, mild but not relaxing. No fogs, sheltered 
from cold winds. 

Comfort, Service and every facility for Physical Treat- 
ment, without irksome restrictions of nursing home or 
clinic. 

Treatments, include: Foam Baths, Ultra-Violet and 
infra-red Ray, Diathermy, and other Electrical treatments, 
Pistany Mud Packs, etc. Massage and Remedial Exercises, 
Fully-qualified staff. Resident Physician. 
Convalescent patients specially catered for. 

Etectric Lift to all floors. Fully Licensed. Superb Cuisine, 
Special Dieting if required. 

@ Medical Practitioners are cordially invited to visit 
the Restorium. Write for Brochure and Terms 
to: Physician in = Sunnyside Restorium, 
Hassocks, Sussex. elephone: Hassocks 103. 


Sunnyside 


 Restorium 
HASSOCKS SUSSEX 
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Come to this delightful island—the jewel 
of the West Indies—for a holiday you'll 
never forget. Beauty abounds everywhere 
—the ideal place for rest and recuperation. 
A perfect climate with sunshine every day. 
Glorious ocean bathing and sports and games 
of all kinds. 
Splendid modern hotels, shops and clubs. 
Only 14 days from the United Kingdom. 
Write for : 

FREE DESCRIPTIVE BOOKLET, 
Dept. J.L., The West India Committee, 

14, Trinity Square, London, E.C.3. 


Telephone : ROYal 1188. 


| 
- 
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THE CLINIC 


20 Devonshire Place 
London, W.1 
Tel.: Welbeck 4444 (20 lines) 


. to 18 gns. per 


Illustrated Brochure on 


A NURSING HOME FOR SURGICAL, MEDICAL 
AND MATERNITY CASES 


8 Operating (fi 
i i under the 


Drags and Dreshngs re (ther han Pr 
application 


50 State Registered Nurses. 
Medical Officers 


Unrivalled suites of Baths— Turkish and Russian Baths, Aix and Vichy Douches, Massage : 


lombiéres Treatment. 


tu air. Electric Installation for Baths and other Medical 


Purposes, Dowsing Radiant Heat, Infra-red Light, Artificial Sunlight, D’Arsonval High 


Frequency, Diathermy, Nauheim Baths, Soapless Foam Baths, etc. 
Large Winter Garden. 
Over 60 trained Male and Female Nurses, Masseurs, Attendants, etc. 


from own farm. 
Night attendance. 


“ Certified” Milk 


Orchestra. Special provision for Invalids. 


: G. C. R. Harpinson, M.B., B.Ch., B.A.O. (R.U.1.), H. Ruys Davis, 


B.Ch., B.A.O. 


"Phone : 


aths, 
Matlock 17 (3 lines). 


TERMS, 13s. to 160. «x day, include Turkish and 


Illustrated Brochure C.J. on request. 
Grams: Smedleys, Matlock, 


Hospital for Sick Children, 


he 
T Great Ormond- street, London, W.C.1. 

A vacancy exists for a » MORBID AN rt aad AND 
SEBAG-MONTEFIORE RESEARCH FELLOW. 

The appointment is whole-time and non- oe a 

The =?" in the first _ is for one year, but is 
renewable. Initial salary according to experience, but not 
less than £600 per annum. 

The successful candidate will be required to take up his 
duties in March, 1939, or subsequently by arrangement. 

Candidates must be registered Medical Practitioners and 
trained in Pathological Anatomy and Histology. 

Applications, accompanied by copies of not more than three 
testimonials given specially for the purpose, must be delivered 
to the undersigned not later than oo , 30th January, 1939. 

Candidates must be prepared to pear before the Joint 
Committee at their Meeting on We nesday, Ist February, 
1939, at 4.45 P.M. 

Forms of application and details of the appointment will 
be supplied on application. 


HERBERT F. RUTHERFORD, Secretary. 
__November, 1938. 


The Hospital for Sick Children, 
Great London, W.C.1. 


The post of CLINICAL PATHOLOGIST will be shortly 
vacant. Salary £750 per annum. 

The appointment is whole time and non-resident. 
within certain limits, 
practice. 

The successful candidate will be required to take up his duties 
preferably on the Ist March, 1939. 

Candidates must be registered Medical Practitioners with 
special experience in bacteriology and clinical pathology. 

Applications, accompanied by not more than three testi- 
monials, given oy for the purpose must be delivered to 
the undersigned not later than NOON on Monday, the 
19th December, 1938. 

Candidates must be repared to appear before the seu 
Committee on Wodeaster. 2 Ist December, 1938, at 4.45 

Forms of application and details of the iechienens are 
obtainable from the undersigned. 

HERBERT F. RUTHERFORD, Secretary. 

November, 1938. 


Hospital for Tropical Diseases. 


RESIDENT MEDICAL SUPERINTENDENT. 
The Committee of Management of the Seamen’s Hospital 
Society invite applications for this post falling vacant on 
lst January, 1939. The appointment will be tenable for two 
years. Minimum commencing salary £250 per annum, with 
board, residence, and laundry. Candidates must Male, 
single, and legally qualified and registered. Membership of the 
Royal College of Physicians and some knowledge of tropical 
medicine is desirable, but not essential. 

Applications, statin: age, with copies of not more than three 
recent a. to be sent on or before 7th December, 1938, to 
D. A. C. PRICE, Secretary, a for Tropical Diseases. 

Gordon-street, W.C/1 


St. Paul’s Hospital for Urological and 


SKIN DISEASES, Endell-street, London, W.C.2. 


Ap peotions are invited for the post of Male HOUSE 
SUR Candidates must be qualified and registered. 
Salary rip per annum, with board-residence. The appointment 
is for three months in the first instance and the holder will 
later be eligible for the post of Resident Medical Officer. During 
his appointment as House Surgeon the duties involve work in 
the Surgical wards and in the Out-patient department. 

Applications, with copies of recent testimonials, to be sub- 
mitted not later than December 12th. The successful candidate 
will be required to take up or about the end of December. 

J. P. Key CHISLETT, Secretary. 


Facilities, 
will be given for private pathological 


Hospital for 


Arthur-street, 8.W.3. 


Women, 


(Chelsea 


There is a vacancy for a REGISTRAR AND RADIUM 
OFFICER (Gynecological). 

Candidates must be Graduates in Medicine of a recognised 
University, or Fellows or Members of one of the Colleges of 
Physicians of London, Edinburgh, or Ireland, or Fellows of 
one of the Colleges of Surgeons of England, Edinburgh, or 
Ireland. They must be registered under the Medical Act ‘and 
engaged in consulting practice only. There is an honorarium 
of £75 per annum. 

Applications are invited for the above post and must be sent 
to the undersigned, accompanied by copies of three testimonials, 
not later than W ednesday, 7th December. 

GEO. W. CooLING, Secretary. 


Butish Postgraduate Medical School. 


There are Three vacancies for HOUSE SURGEONS to the 
Surgical Unit, British Postgraduate Medical School, Hammer- 
smith Hospital. The appointments are for six months and 
are not renewable. Salary £105 per annum, with board, resi- 
dence, laundry. Duties to commence on Ist January, 1939. 

Duties are mainly in General Surgery, but one appointment 
is to the Department of Traumatic and Orthopedic Surgery. 
Applicants must have held a previous House appointment. 

Applications, with copies of testimonials, should be sent to 
the Dean, British Postgraduate Medical School, Ducane- 
road, Shepherd’s Bush, London, W.12, to arrive not later than 
the first post on Monday, 12th December, 1938. 


St. Peter’s Hospital for Stone, etc., 


Henrietta-street, Covent Garden, W.C.2. 


The appointment of CLINICAL ASSISTANTS to the under- 
mentioned members of the Honorary Staff, who attend the 
Out-patients Department at the times indicated, will be 
considered at an early date. A fee of Five Guineas becomes 
payable to the funds of this Hospital on appointment, and 
sop “ations should reach the undersigned on, or about, Tuesday, 


6th December. 
Mr. JOHN SANDREY . Mondays 3.0 to 6.0 P.M. 
Mr. ALBAN ANDREWS . Tuesdays $i. 68 Bm. 
Mr. WARD Wednesdays 7.0 PM. 
Mr. F. F. BARRINGTON. Thursdays 
Mr. R. Sanne WARD Fridays - 9.30,, 11.30 a.m. 
(women and ¢ hildren ) 
Mr. ALBAN ANDREWS . Fridays oe 
“(male out-patients) 
Mr. JOHN SANDREY . Saturdays oe 6.0 P.M. 


BEECHEY "Secretary. 


University of London. 


The Senate invite applications for the University CHAIR 
OF MEDICINE tenable at University College Hospital Medical 
School. Salary £2000 a year. 

Applications (12 copies) must be received not later than 
first post on 16th January, 1939, by the Academic Registrar, 
University of London, Senate House, W.C.1, from whom further 
particulars should be obtained. 


Bolingbroke Hospital, 


Wandsworth Common, S.W.11. 
(135 Beds.) 

CASUALTY OFFICER (Male, unmarried) required. 

The appointment is for six months commencing on the 
lst January, 1939. Salary £120 per annum, with board, 
residence, and laundry. 

Candidates must be fully qualified and registered. 

Applications, stating age, qualifications, and experience, with 
copies of not more than three testimonials, should be sent to 
the undersigned on or before December 7th, 1938. 

W. S. RANDOLPH BIss, Secretary -Superintendent. 
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\[etropolitan Borough of Greenwich. 


JUNIOR ASSISTANT + ATE RNITY AED G HILD WELFARE 
MEDICAL OFFICER, 


AMENDED ADVERTISEM ENT. 


The Council of the Metropolitan Borough of Greenwich is 
prepared to receive applications from registered Medical Prac- 
titioners for the appointment of Junior Assistant Maternity 
and Child Welfare Medical Officer in the Borough of Greenwich. 

Applicants must not be more than forty-five years of age, 
must have had experience in connection with Maternity and 
Child Welfare work generally, must be registered Medical 
Practitioners who, prior to the Ist April, 1930, had held the 
appointment of Medical Officer of an Ante-Natal Clinic with 
the approval of the Minister of Health, or who, subsequent to 
qualification, have had at least three years’ experience in the 
practice of their profession and spec ial e xperience of Practical 
Midwifery and Ante-Natal work. The possession of the Diploma 
in Public Health and Resident Obstetric experience will be 
considered additional qualifications. The person to be appointed 
will act generally under the direction and supervision of the 
Medical Officer of Health, who is the Administrative Medical 
Officer of the Maternity and Child Welfare Services. 

The salary will be at the rate of £500 per annum, rising by 
annual increments of £25 to a maximum of £700 per annum, but 
in the event of the successful candidate possessing the Diploma 
in Public Health, the commencing salary will be increased to 
£550 per annum. 

The successful candidate will be required to reside in the 
neighbourhood of the Borough Council’s Maternity Home, to 
devote the whole of his or her time to the service of the Council, 
and not to engage in private practice. 

The appointment will be subject to the provisions of the 
Council’s Superannuation Scheme and will be terminable by 
three months’ notice in writing on either side. 

Applications, must be made on forms to be obtained from the 
undersigned, stating age, qualifications and experience, and 
accompanied by copies of not more than three recent testi- 
monials, must be sealed up and endorsed “ Junicr Assistant 
Maternity Medical Officer,” and reach me not later than 
12 o’clock NOON on Monday, 19th December, 1938. 

Canvassing members of the Council, either directly or 
indirectly, will be a disqualification. 

D. J. Reason, Town Clerk. 
Town Hall, Greenwich, S.E.10, 2nd December, 1938. 


"(he London Homeopathic Hospital 


(Incorporated by Royal Charter.) (200 Beds.) 
Gt. Ormond-street and Queen- n-square, Bloomsbury, W.C.1. 


The Board of Management invite applications for the appoint- 


ment of 
REGISTRAR. 

Candidates must possess a registrable University Degree 
and are required to show evidence of the knowledge of the 
theory and practice of Homcopathy. 

It is further required that the successful candidate must be 
or become a member of the British Homeopathic Society. 

The appointment, which is an annual one and renewable 
on the recommendation of the Medical Committee, carries 
an honorarium of £150 per annum and entails attendance at 
the Hospital for not less than two hours daily. 

Selected candidates will be required to attend a meeting of 
the Medical Committee for interview. 

Applications, stating age, qualifications and experience, 
should be sent on or before December 3ist, 1938, addressed 
to the undersigned, of whom further particulars may be 
obtained. 


W est 


Required One HOUSE PHYSIC IAN and Three HOUSE 
SURGEONS (Males). These appointments are tenable for six 
months from Ist January next, subject to one month’s notice 
on either side The duties of the House Physician include 
some work in the Neurological and Dermatological Depart- 
ments. The duties of one House Surgeon include some work 
in the X Ray Therapy Department, another some work in the 
Gynecological Department, and the third some work in the 
Ear, Nose, and Throat and Ophthalmic Departments. For this 
last gy it would be desirable that candidates should 
be reading for the D.L.O. Salary at the rate of £100 a year, 
with full board and lodgings. 

Candidates must be registered under the Medical Act. 

Applications (which must be on printed forms obtained 
from me) must reach me not later than first post on Thursday, 
15th December. Selected candidates will be required to call 
upon such members of the Medical Staff as directed ; to be in 
attendance at a meeting of the Medical Council at 4.30 p.m 
on Friday, 23rd December, and the House Committee meeting 
at 5 P.M. the same day, when the qpecintee nts will be made. 

MADGE, Secretary 


A pplications are invited for the post 


of HON. ASSISTANT GYNAZCOLOGIST to the St. John 

Clinie and Institute of Physical Medicine. Candidates must 
be Fellows of the Royal College of Surgeons or Members of the 
Royal College of Physicians. 

The Hon. Assistant Gynecologist is required to attend the 
Clinic once a week. 

Applications should be sent not later than December 20th, 
to the Secretary, at St. John Clinic, Ranelagh-road, S.W.1. 
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L. J. KNOWLES, Secretary. 


London Hospital, 


Hammersmith, W.6. (239 Beds.) 


‘The Nelson Hospital, Merton, S.W.20. 


(84 Beds.) 


RESIDENT HOUSE SU RG EON (Male, unmarried) required 
Ist January, 1939, for duties in connexion with Men’s and 
Children’s 'Wards—-share casualty work. Appointment for 
six months in first instance. Salary at rate of £150 per annum, 
plus usual allowances and fees earned. 

Candidates must be British by nationality and birth. 

Applications, with copies of recent testimonials, should be 
sent to the Secretary not later than 17th December, 1938. 


‘[‘he Royal Cancer Hospital (Free) 


(Incorporated under Royal Charter), 
Fulham- -road, London, S.W.3. 

Applications are invited for the post of ASSISTANT 
SURGEON to the Hospital. Candidates must be Fellows of 
the Royal College of Surgeons of England, or Masters of Surgery 
of a recognised British University. 

The appointment is made subject to Rules and Conditions 
laid down by the Charter of Incorporation, details of which 
can be obtained from the Secretary. 

Applications (eighteen copies), with copies of not more than 
three recent testimonials, should be sent to the undersigned 
by not later than the first post on Monday, 19th December, 
1938. 

CLEMENT COBBOLD, Secretary. 


County Council. 


Applic ations invited from Medical Practitioners of at least 
one year’s standing for undermentioned position. Experience 
in resident appointment in general hospital for at least six 
months desirable. Married quarters not available. No accom- 
modation for a woman. 

Colindale Hospital, Hendon, N.W. 
ASSISTANT EDICAL OFFICER (Glass I).— 
Salary 3350-22 5-243 5 With board, lodging, and washing. 

Experience in the treatment of pulmonary tuberculosis 
essential. 

Application forms obtainable (stamped, addressed foolsc nro 4 
envelope necessary) from Medical Officer of Health 
Division, County Hall, 8.E.1, returnable by 12th December. 

Canvassing disqualifies. 


[,ondon County Council. 


ASSISTANT DISTRIC T MEDIC Als OFFICERS 

Required for undermentioned distri 

(1) Area I, District K (SOUTH POPLAR). —Provisiona 
salary £350. 

(2) Area VIII, Districr D (Part SOUTHWARK).—Pro- 
visional salary £212 10s. (inclusive of payment for use 
of doctor’s surgery for Council’s patients). 

(3) AREA X, District G (WOOLWICH, North of River).— 
Provisional salary £75 (inclusive of payment for use of 
doctor’s surgery for Council’s patients). 

Persons appointed required to reside in or near districts. 

Application form, with further particulars obtainable (stamped, 

addressed foolscap envelope necessary) from Medical Officer 
of Health, Staff Division 28, County Hall, S.E.1. 
Canvassing disqualifies 


[,ondon County Council. 


CONSULTANT AND SPECIALIST SERVICES. 


Part-time OBSTETRICIAN and GYNASCOLOGIST (one 
position) required for duty at Hackney Hospital and 
St. Leonard’s Hospital, Shoreditch. Salary £800. 

Officer responsible, subject to administrative control of 
Medical Superintendents, for obstetric and gynecological 
work at these hospitals. Required to live within reasonable 
distance of hospitals, to visit them daily and as required. 

Application forms (stamped, addressed foolscap envelope 
necessary) from Medical Officer of Health (8.D.6), County Hall, 
Westminster Bridge, S.E.1, returnable by 19th December. 
Women eligible. Canvassing disqualifies. 


[,ondon Chest Hospital, 


Victoria Park, E.2. 
(Bus, Tram and Rly. Cambridge Heath, L.N.E. Rly.). 


[,ondon 


REGISTRAR—Ear, Nose, and Throat Dept. (Male) 
(Part-Time). 
are invited for the above post. 
ppointment will be for a period of one year. 

Honorarium £50 per annum. 

Applications, with copies of three testimonials, should be sent 
to the undersigned immediately. 

THOMAS BROWN, Secretary. 

he 


London Chest Hospital, 


Victoria Park, 
(Bus, Tram and Railway, Cambridize "Heath, L. & N.E.Rly.) 


SURGICAL REGISTRAR (Male) (Part-time). 
Applications are invited for the above post. Four sessions 
a week, Tuesday and Friday mornings essential. Appoint- 
ment is for one year. Honorarium £100 per annum. 
Applications, with copies of three testimonials, should be 
—, to the undersigned on or before Tuesday, December 6th, 


THoMas BROWN, Secretary. 
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HIS MAJESTY’S COLONIAL SERVICE 


COLONIAL MEDICAL SERVICE 


During 1938 and 1939 the Secretary of State for the Colonies proposes to select a number of MEDICAL 
OFFICERS to fill vacancies, the majority of which will occur in TROPICAL AFRICA or in 


MALAYA. 
QUALIFICATIONS. 

Candidates must be British subjects of European 
parentage, under 35 years of age, and must possess 
a medical qualification registrable in the United 
Kingdom, Preference will be given to candidates 
who have held Hospital or Public Health appoint- 
ments, or who have special knowledge of anawsthetics, 
radiology, surgery, medicine, ophthalmology, gynzx- 
cology and midwifery, diseases of the ear, nose, 
and throat, venereal , & 

SALARY. 

Initial salaries vary from £600 to £700, and rise 

by increments to a maximum of between £1000 


and £1200. 
PRIVATE PRACTICE. 

Private practice is not allowed as of right, but in 
the case of some appointments it is permitted on 
certain conditions. 

QUARTERS. 

In Tropical Africa, free quarters, or an allowance 
in lieu, are provided. In Malaya, quarters are 
provided at an annual rental not exceeding 6 per 
cent, of the officer’s salary. 


PASSAGES. 

Free first-class passages are provided on first 
appointment and when pr ing on and returning 
from leave. Assistance is also given towards family 
passages. 


TERMS OF APPOINTMENT. 
The appointments are pensionable, subject to a 


probationary period which varies from two to 
three years, 


COURSES OF INSTRUCTION IN TROPICAL 
MEDICINE and HYGIENE. 
Selected candidates will normally be required to 
attend a course of instruction leading to the Diploma 


in Tropical Medicine and Hygiene before proceeding 
overseas, 


DUTIES. 

Although Medical Officers are appointed in the 
first instance for general service, there are oppor- 
tunities for work in special branches of medicine and 
surgery, in public health, and in medical research, 


Further particulars and forms of application Pf be obtained from the DIRECTOR OF RECRUITMENT 


(Colonia) Service), 8, Buckingham Gate, London, 


ROYAL NAVAL MEDICAL 
SERVICE 


Vacancies exist for MEDICAL OFFICERS in the Royal Navy, and applications are 


invited for entry in March, 1939. 


Candidates below the age of 28 years are preferred, and they must be registered under 
the Medical Acts. No examination in professional subjects will be held but candidates will 
be required to attend for interview by a Selection Board. 

Selected candidates will be entered for Service for a period of three years, which if desired 
is usually extended to five years at the discretion of the Admiralty. 

Officers who leave the Service at the end of the initial period of three years will be eligible 
for a gratuity of £400, and those who leave at the end of five years for a gratuity of £1,000. 


At the end of five years’ Short Service permanent commisgions will be given to selected 


officers who wish to make the Naval Medical Service their permanent career. 
transferred to the permanent list will receive a gratuity of £1,000 (less Income Tax). 


Full opportunities exist for transfer to the permanent list. 
under the same conditions as for other Naval Officers. 


Officers 


Marriage Allowance is paid 


Opportunities are available for officers on the permanent list for post-graduate study, 
to specialise, to take higher examinations and to obtain further qualifications. 


Copies of the regulations for entry and conditions of Service, including rates of pay, 
allowances and retired pay, may be obtained from the Medical Director-General of the Navy, 
Admiralty, S.W.1, and from the Deans of all Medical Schools. 


Applications for entry from intending candidates must be received not later than 


28th February, 1939. 
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Hospital for 


The Committee of Management will shortly appoint an 
additional member of the HONORARY STAFF. Candidates 
should be either Members of the Royal College of Physicians 
(London) or Fellows of the Royal C ollege of Surgeons (England). 

Applications, with testimonials in support, must be sent 
before December 12th to L. MUNDY, Secretary to the Hospital 
for Diseases of the Skin, 71, Blackfriars-road, 3.E.1, from whom 
any further information may be obtained. 


‘The Princess Beatrice Hospital, 
Earl’s Court, London, 8.W. 
(General Hospital. 81 Be ds. ) 


Diseases of the Skin, 


Blackfriars. 


Applications are invited for the appointme nt of HONORARY 
ASSISTANT SURGEON to the OPHTHALMIC DEPARTMENT 
of The Princess Beatrice Hospital. Candidates must be F.R.C.S. 
Eng., and engaged in Consulting Practice only. 
Applic ations, together with copies of three recent testimonials, 


should be received by the Secretary by the first post, 
5th December, 1938 
‘fhe Princess Beatrice Hos pital, 


Earl’s Court, London, S.W.5. 
(General Hospital. 81 Beds.) 


RESIDENT SURGICAL ‘OFFIC ER (Male) required for a 
period of six months in the first place from Ist January, 1939, 
eligible for re-election. Salary at the rate of £200 per annum, 
with board, residence and laundry (together with £25 to cover 
all duties during the six months relating to Private Patients). 
Previous resident experience and F.R.C.S. essential. 

Applications, with copies of three recent testimonials, should 
be received by the Secretary not later than 9 a.M., Monday, 
December 5th, 1938. 


‘Phe Hospital for Women, 


Soho-square, W.1 

Applic ations are invited for the posts of HONORARY 
CLINICAL ASSISTANTS to the Surgeons in charge of Out- 
patients. The appointments will be for attendance at one or 
two Out-patient sessions per week for a period of six months, 
commencing January Ist, 1939. Sessions are held at 1.45 every 
week-day except 

Applications reach 
12th December, 


the undersigned by Monday, 


J. P. HEMING, Secretary. 


— Hospital for Children, 


Hackney-road, London, E.2. (160 Beds.) 


HOUSE PHYSICIAN required | Ist January, 1939. 

CASUALTY OFFICER required Ist January, 1939. Some 
Demustelenieel work in addition. 

Six months’ appointments. Salary at the rate of £100 per 
year, with board, lodging, and laundry in each case. 

Applic ations must be made on forms to be obtained from the 

unde rsigned, and be sent in, with copies of not more than three 
testimonials, on or before 7th December, 1938. 


CHARLES H. BESSELL, Secretary. 
14th November, 1938. 
RESEARCH FELLOWSHIP. 


N ational Hospital 
the generosity of a private donor a Full-time Research 


Queen-square, W.C.1. 

By 
Fellowship has been created for the investigation of DIS- 
ORDERS OF MUSCLE at the National Hospital, Queen- 
square, London, W.C. 

The Fellowship will be open to Graduates in Science or 
Medicine and is of the value of £500 per annum, tenable for 
one year in the first instance. 

pplicants should state their previous eauonnee and the 
of investigations they to adopt. 

Further particulars may be obtained from the Secretary, 
National Hospital, Queen-square, W.C.1, and applications 
should reach him by January 15th, 1939. 


Reyal Masonic Hospital, 


Ravenscourt Park, W.6. 


A post of RESIDENT MEDICAL OFFICER (Male), prefer- 
ably with M.R.C.P. qualification, will be vacant on Ist January, 
1939. Salary at the rate of £300 per annum, with board, 
residence, and laundry. Thea Sig go is for twelve months. 
Candidates must be registered, and must have held resident 
appointments in General Hospitals. 

Phe Institution (145 Beds at present, but to be increased) 
is primarily for paying patients of both sexes of moderate means 
—- unable to afford ordinary Nursing Home treatment, &c. 

Applications, stating full particulars, to be sent on or before 
Monday, 5th December, 1 38, to the Honorary Secretaries, 
from whom further information may be obtained. 


H ampstead General Hospital, 


Haverstock Hill, N.W.3. 


Applications are invited ‘from single Medical Men for the 
post of HOUSE SURGEON for six months vacant Ist January 
next. Salary £100 per annum. 

Applications on the prescribed form with copies of three 
testimonials to be returned to the Secretary by 10th December. 
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Hampstead General 


Haverstock Hill, 


Hospital, 


N.W.3. 
Camden Town, N.W.1.) 
A vacancy is declared in the 


office of OPHTHALMI( 
SURGEON to OUT-PATIENTS 
Candidates must be Fellows of the Royal College of Surgeons, 
England, and are required to call upon members of the Honorary 
Medical Stat? of the Hospital. 
Applications, stating age, qualifications, and experience, with 
copies of three testimonials, should reach the undersigned by 
16th of December, from whom full particulars may be obtained. 


KENNETH A. F. MILES, Secretary. 
Reyal Free Hospital, 
Applications are invited from duly qualified and registered 


Gray’s Inn- road, 

Medical Practitioners for the post of ANASSTHETIC 
REGISTRAR at the above Hospital for one year from 
Ist February, 1939, with option to apply for reappointment 
for two subsequent years. 

The post is a non-resident one and carries with it a remunera- 
tion of £150 per annum. 

Candidates should have had experience in 
Anesthetics, including Dental work. 

They should submit applications, with copies of three recent 
testimonials, stating age and qualific ations, to the undersigned, 
on or before 7th January, 1939. 


RIcHARD T. BARTLEY, Secretary. 


(Out-patient Department, 


all forms of 


Middlesex Hospital and Medical 


SCHOOL, London, W.1. 


are invited | for the post of OTOLOGICAL 
REGISTRAR. The appointment will be for one year from 
ist January, 1939, and the holder will be eligible to apply for 
reappointment and may retain office for three consecutive 
years. Salary £300 per annum. 

Further — ulars may be obtained from the Secretary- 
Superintendent, to whom applications, with copies of not more 
than three testimonials must be sent by NOON on Wednesday, 
December 14th, 1938. 

8. R. C. 
28th November, 1938 


Hospital Dental School. 


Applications are invited for r the w whole-time post of DENTAL 
RESEARCH FELLOW, the appointment to begin as soon 
after Ist January, 1939, as possible. Preference will be given 
to a biochemist who is prepared to undertake work on dental 
diseases. The appointment will be for two years in the first 
instance with the possibility of reappointment. The stipend 
will be at the rate of £400 per annum. 

Applications, accompanied by the 
to whom reference may be made, should be submitted not 
later than 31st December, 1938, to the Dean, Guy’s Hospital 
Medical School, S.E.1, from whom further particulars regarding 
the appointment may be obtained 


r [The Willesden General 


Harlesden-road, N.W.10. 


PLIMSOLL, Secretary-Superintendent. 


names of three persons 


Hospital, 


OUT-PATIENT DEPARTMENT CLINICAL ASSISTANTS 
(HONORARY). 
Applications are invited for appointment to the following 
sessions :— 
GYNECOLOGICAL Thursday mornings. 
SURGICAL.. Friday afternoons. 
MEDICAL . Friday mornings. 
Applications should be forwarded to the Secretary from 
whom further details of the appointments may be obtained, 
and should be received not later than first post on Tuesday. 
13th December, 1938. 
28th November, 1938. 


The Willesden General 


Harlesden-road, N.W.10. 

Applications are invited from fully-qualified and registered 
candidates (unmarried) for the of a Resident 
Officer, to hold the appointment of CASUALTY OFFICER 
for a period of three months from the Ist January, 1939, 
followed by a six months’ appointment as HOUSE SURGEON. 
(Total nine months.) 

Salary at the rate of £100 per annum. 

Applications to be received by the Secretary not later than 
first on Thursday, 15th December, 1938. 

28th November 1938. 


unior Pathologist to the Devonport 


PATHOLOGICAL LABORATORY, DREADNOUGHT 
SEAMEN’S HOSPITAL, Greenwich, S.E.10. The Committee 
of Management of the Seamen’s Hospital Society invite applica- 
tions for this post. 

The appointment in the first instance will be for one year at 
a salary of £400 per annum, but the elected candidate will be 
eligible for re-election for a second year. 

Applications, stating age and experience, with copies of not 
more than three recent testimonials, to be sent in on or before 
Friday, 9th December, to the undersigned. 

. Lyon, Secretary. 


Hospital, 


Seamen’s Hospital, Greenwich, S. E 10 


| 
| 
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Borough of Ealing 
ASSISTANT MEDICAL OFFICER OF HEALTH. 

Applications are invited from duly qualified Medical Men 
with a Public Health qualification for the position of Assistant 
Medical Officer of Health. 

A candidate must have had at least three years’ experience 
in the practice of his profession. The person appointed will 
be required to carry out medical inspection of school-children 
and child welfare work and perform such other duties as may 
be allotted as Assistant to the Medical Officer of Health and 
School Medical Officer. 

He will be required to devote his whole time to the duties, 
and will not be allowed to engage in private practice. The 
salary will be at the rate of £600 per annum, rising by £25 per 
annum to £700. 

A deduction of 5 per cent. will be made from the salary 
in accordance with the provisions of the Local Government and 
Other Officers’ Superannuation Act, 1922, which has been 
adopted by the Council, and the appointment will be subject 
to passing the Council’s medical examination in connection 
therewith. Canvassing will be a disqualification. 

Copies of the application forms and terms of appointment 
can be obtained from Dr. Thomas Orr, Medical Officer of Health, 
Town Hall, Ealing, W.5, to whom application, accompanied 
by copies of not more than three recent testimonials, must be 
delivered not later than the 15th December. 

H. WANKLYN, Town Clerk. 

Town Hall, Ealing, W.5. 


Borough of 


ASSISTANT MEDICAL OFFICER. 

Applications are invited from duly qualified Medical Men 
(single) with a Public Health qualification for the position of 
Assistant Medical Officer. 

A candidate must have had experience in the treatment of 
cases of Infectious Disease at an Isolation Hospital. The duties 
will include the medical von of patients in the EALING AND 
BRENTFORD and CHISWIC ISOLATION HOSPITAL, 
South Ealing, and the Medical Inspection and Treatment of 
School-children at Schools and Health Centres in the Borough 
of Ealing 

The person appointed will reside at the Isolation Hospital, 
where furnished rooms and board will be provided. 

fe will be required to devote his whole time to the duties 
and will not be allowed to engage in private practice. The salary 
will be at the rate of £450 per annum, rising by £25 per annum 
to a maximum of £550, plus board and residence, as indicated 
above and valued at £150 per annum 

A deduction of 5 per cent. will be made from the salary 
in accordance with the provisions of the Local Government 
and Other Officers’ Superannuation Act, 1922, which has been 
adopted by the Council, and the appointment will be subject 
to passing the Council’s medical examination in connection 
therewith. Canvassing will be a disqualification. 

Copies of the application forms and terms of appointment 
can be obtained from Dr. Thomas Orr, Medical Officer of Health, 
Town Hall, Ealing, W.5, to whom application, accompanied 
by copies of not more than three recent testimonials, must be 
delivered not later than the 15th December. 

R. H. WANKLYN, Town Clerk. 

Town Hall, Ealing, W.5 


East Ham Memorial Hospital, 


Shrewsbury-road, E.7. (104 Beds.) 

The General Committee invites applications for the post of 
HONORARY RADIOLOGIST. 

Applications, stating age and full particulars, together with 
copies of three testimonials, should reach the undersigned on 
or before 14th December. 

Candidates will be expected to send copies of their applica- 
tions and testimonials to and call upon members of the Honorary 
Medical Staff. 


Ealing 


REGINALD PERRY, Secretary 


South London Hospital for Women, 


Clapham Common, 8.W.4. 


Applications are invited from Medical Women as 
CLINICAL ASSISTANT 
for Gynecological Out-patients, to attend on Monday afternoons. 
Applications, with testimonials, to be sent to the Secretary 
at the Hospital. 


W oolwich and District War Memorial 


HOSPITAL, Shooters Hill, London, S.E.18. 
General Hospital. (112 Beds.) 


The Board of Management invites applications from suitably 
ualified Male candidates for appointment as CASUALTY 
FFICER for six months from January Ist, 1939. The 
remuneration will be at the rate of £100 per annum, plus board, 
residence, and laundry. The candidate appointed will act as 
deputy for the Resident Surgical Officer, with consequent 
a for major surgery 
‘he closing date for the receipt of applications (which should 
be made on the prescribed form obtainable from the under- 
Signed) is Monday, December 12th, 1938, and short-listed 
candidates will be Mvited to meet the "Appointments Committee 
(at the Hospital) on Thursday, December the 15th, at 4.45 P.M. 
R. S. G. HUTCHINGS, Secretary. 


Boeoreugh of Bermondsey. 


Applications are invited from fully qualified and registered 
Medical Practitioners (Women-—-Widows or Single) for the 
position of ASSISTANT MEDICAL OFFICER for Maternity 
and Child Welfare. 

The salary will be at the rate of £600 per annum, rising by two 
annual increments of £50 to £700 per annum, and be subject 
to deductions under the Council’s Supe rannuation Acts. The 
person appointed will be required to pass satisfactorily a medical 
examination. Candidates must not have reached their thirty- 
fifth birthday on the date of their application. Preference will 
be given to applicants having special experience in the care of 
women and children. The person appointed will be required 
as a routine duty to give lectures on hygiene to audiences both 
of school-children and of adults, and to devote the whole of her 
time to the work of the Council. 

Further particulars of the duties can be had on application 
to the Medical Officer of Health. 

Applications on forms to be obtained from the undersigned 
and accompanied by copies of not more than three recent 
Seeenenenes, must be delivered not later than 19th December, 
193 FRANCIS J. R. MOUNTAIN, 

ipal Offices, Spa- road, Bermondsey, 8.E.16. 

2nd December, 193 


Bereough of Wimbledon. 


DEPUTY MEDIC AL OF FICE R OF HEAL T t AND DEPUTY 
‘HOOL MEDICAL OFFICER. 

A aiiantame pie invited for the above appointment from 
qualified and registered Medical Practitione rs under thirty-five 
years of age, having at least three years’ experience since 
qualific ation. Applicants should possess the D.P.H., and 
experience of school medical work and general public health 
work is necessary. 

The Officer appointed will be required to reside in the borough, 
to devote his whole time to his official duties, and to work 
under the direction of the Council’s Medical Officer of Health. 

The commencing salary is £650, rising by annual increments 
of £25 to a maximum of £750 per annum. The appointment 
is subject to the provisions of the Local Government and Other 
Officers’ Superannuation Act, 1922, and to the passing of a 
medical examination. 

Application forms can_be obtained from the Medical Officer 
of Health, Town Hall, Wimbledon, to whom they must be 
returned, with copies of three recent testimonials, not later than 
first post on Monday, 19th December, 1938. 

HERBERT EMERSON SMITH, LL.B., Town Clerk. 

Town Hall, Wimbledon, 8.W.19, 29th November, 1938 


V iolet Melchett Infant Welfare Centre, 


Flood-walk, Chelsea, S.W.3. 


Applications are invited for the position of MEDICAL 
OFFICER in Charge of weekly Ante-Natal and Post-Natal 
Clinic. Wednesdays 2.0-4.0 P.M. Good experience essential. 

Fee 14 guincas per session. 

Applications, with full particulars and three testimonials, 
should be sent to the Hon. Secretary by December 9th, 1938. 


King’s College Hospital. 


The Committee of Manage mont invite applications for the 
post of ASSISTANT PHYSICIA 

Applications with copies of io testimonials, should be 
sent before December 10th to the House Governor, King’s 
College Hospital, Denmark-hill, 8.E.5, from whom particulars 
of the duties may be obtained. 

Candidates must be Members or Fellows of the Royal College 


of Physicians of London. j 
en George Hospital, Ilford (near 


London). 207 Beds. 


ASSISTANT CASUALTY OFFICER AND HOUSE 
SURGEON to SPECIAL DEPARTMENTS (Male) required for a 
period of six months. Salary at the rate of £100 per annum. 

Forms of application may be obtained from the undersigned, 
to whom they should be returned, duly completed, as soon as 
possible. 

G. AUSTIN HEPWORTH, Secretary and Superintendent. 


St. John’s Hospital, Lewisham, S.E.13. 


Applications are invited for he resident appointment of 
HOUSE SURGEON (Male) tenable for six months from the 
Ist January, 1939, at a remuneration of £100 per annum. 

Applic ations, with copies of testimonials, should be received 
by the undermentioned not later than Tuesday, the 13th 
December. 


J. C. GILBERT, Secretary-Superintendent. 


Royal East Sussex Hospital, Hastings. 


Applications are invited pu the post of SENIOR HOUSE 
SURGEON (Female) vacant Ist January, 1939. The appoint- 
ment is for a period of six months. Salary at the rate of £200 
per annum, with board, residence. Candidates must be duly 
registered Medical Prac titioners. 

Applications, with copies of recent testimonials, to be 
addressed to the Secretary. 

WILFRID T. KEMSLEY 
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\ est Ham Hospital for Nervous and 
MENTAL DISORDERS, GOODMAYES, 
ILFORD, ESSEX. 

Ap slications are invited for a Male JUNIOR ASSISTANT 
MEDICAL OFFICER at the above Hospital. Candidates must 
be unmarried 

The commencing salary is at the rate of £350 per annum, 
rising by annual increments of £25 to a maximum of £450 per 
annum, together with emoluments consisting of board, laundry 
and attendance, valued for superannuation purposes at £150. 
The person appointed will also be paid, in addition to his 
salary, the sum of £50 per annum on obtaining the Diploma of 
Psychological Medicine. 

The appointment is subject to six months probation, and to 
the provisions of the Asylums Officers’ Superannuation Act, 
1909, Class 1, and to a satisfactory medical examination. 

The Hospital is situate 10 miles from London. 

Applications, stating age and experience, accompanied by 
copies of three recent testimonials, must reach the Medica! 
Superintendent not later than 12th December, 1938 


W orthing Hospital. 


Applications are invited for the post of SURGEON to the 
Hospital. Candidates must be Fellows of the Royal College of 
Surgeons of England or Masters in Surgery ofa British University. 
They should not be engaged in general practice and must 
reside within easy access to the Hospital. 

Applications with not more than three testimonials (copies 
only), together with the names of persons to whom reference 
can be made, should be sent to the Secretary Superintendent 
of the Hospital, from whom further particulars may be obtained. 
They should be received not later than 17th December, 1938. 


(‘he Royal Hospital, Wolverhampton. 


(Incorporated under Charter.) 


Applications are invited for the post of REGISTRAR to the 
FRACTURE AND ORTHOPZDIC DEPARTMENT. 

The Hospital contains 300 Beds and is recognised by the 
various Examining Bodies for a part of the requisite attendance 
on Medical and Surgical Practice. 

Candidates must possess one of the higher qualifications in 
Surgery. 

The post is a non-resident one, and the appointment will 
be in the first place, for twelve months. Salary £400 per annum. 

Applications, with copies of testimonials, to be forwarded to 
the undersigned, from whom further information may 
obtained. 


22nd November, 1938. 


Mf iddlesbrough Education Committee. 


APPOINTMENT OF ASSISTANT SCHOOL MEDICAL 
OFFICER. 

Applications are invited from duly qualified Men for a position 
as Assistant School Medical Officer in connexion with the 
medical inspection and treatment of school-children, and such 
other duties as may be required by the Education Committee. 
The person appointed will be generally responsible to the 
School Medical Officer. 

Commencing salary £500 per annum (provided the successful 
candidate has had not less than three years’ post-graduate 
experience), rising by annual increments of £25 to £700 per 
annum. The Committee may at their discretion take into 
account previous experience as an Assistant School Medical 
Officer in determining the amount of the commencing salary. 
The successful candidate will be required to devote his whole 
time to the duties of the office. The appointment will be 
subject to the provisions of the Local Government and Other 
Officers’ Superannuation Act, 1922, and the successful candidate 
will be required to pass satisfactorily a medical examination. 
The appointment will be terminable by two calendar months’ 
notice on either side. 

Forms of application may be obtained on application to the 
Director of Waucation, Education Offices, Woodlands-road 
Middlesbrough, to whom completed forms should be returned 
not later than Monday, 12th December, 1938. 

Canvassing in any form will disqualify. 

PRESTON KITCHEN, Town Clerk. 
Town Clerk’s Office, Municipal Buildings, Middlesbrough. 


19th November, 1938. 
Mental 


(‘heshire County 


PARKSIDE, MACCLESFIELD. 


Male ASSISTANT MEDICAL OFFICER required, not over 
thirty years of age and single. Previous Mental Hospital experi- 
ence not essential. Salary £350, rising annually by £25 to £450, 
with board, apartments and laundry, valued at £100, subject 
to deductions under the Asylums Officers’ Superannuation 
Act, 1909. 

The successful candidate will be expected to obtain the 
D.P.M. (which carries with it an addition of £50 per annum to 
the salary stated), as soon as possible after appointment. There 
is every scope for original research, the Hospital having a 
modern laboratory and full equipment for the latest methods 
of treatment. Time will be arranged for attendance of lectures 
at Manchester University. 


W. H. HARPER, House Governor. 


Hospital, 


Preference will be given to candidate with Laboratory 
Applications, stating qualifications, with copies of three 


recent testimonials, to be sent to the Medical Superintendent, 
to be received as soon as possible. 
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ASSISTANT RESIDENT MEDICAL OFFICER, 
HOPE HOSPITAL. (1150 Beds.) 

Applications are invited for the post of Assistant Residen' 
Medical Officer (Male) at Hope Hospital, Salford. The appoint- 
ment will be for six months in the first instance (to commenc 
at the end of January, 1939) at £200 per annum, renewable 
for a further period of six months only at £225 per annum, plus 
board, residence and laundry in each case. 

Further particulars and form of application may be obtained 
from the Medical Officer of Health, 143, Regent-road, Salford, 5. 
Lancs, to whom it should be returned not later than 


10th December, 1938. 
H. H. Tomson, Town Clerk. 


Reyal Halifax Infirmary. 


Hospital recognised by the Royal College of Surgeons 
(England). 


Wanted, a Third HOUSE SURGEON, as Casualty Officer 
in charge of Fracture Clinic. (Male, unmarried.) Candidates 
must be duly qualified and registered. The appointment will 
be for six months, from Ist January, 1939. Salary, including 
all services required in connexion with Paying Patients’ Ward, 
£150 per annum, with residence, board, and laundry. The 
Resident Staff consists of Resident Surgical Officer and three 
House Surgeons. The Hospital contains Maternity and Paying 
Patients’ Blocks. Also a Pathological Department, a large 
Eye, Ear, Nose, and Throat Department, Radiological Depart- 
ment, and Radium Clinic. 

Particulars of the duties may be obtained from the under- 
signed, to whom applications, stating age and nationality 
together with testimonials, should be sent 


A. MIDGLEY, Secretary. 
28th November, 1938. 7 
Lincoln County Hospital. 


_ Wanted, SENIOR HOUSE SURGEON, Male, unmarried. 
Salary at the rate of £250 per annum, rising to £300 per annum 
at the conclusion of six months’ approved service. Board, 
residence, and washing will also be provided. 

Every candidate for the appointment must be registered 
under the Medical Acts. 

Applications, stating age and other particulars, with copies 
of not more than three testimonials, are to be sent to the under- 
signed, from whom further particulars may be obtained. 

ARTHUR MOORE, Secretary-Superintendent. 

Lincoln, 26th November, 1938. 


Southend-on-Sea General 


(235 Beds. 8 Residents.) 


Hon. Specialist Staff of 20 members. 


Hospital. 


Applications are invited for the post of 
HOUSE SURGEON 
including work in the Ear, NosE, and THROAT DEPARTMENT. 
Salary £100 per annum, with board, residence, and laundry. 
The appointment is for six months from Ist January, 1939. 
Applications, with copies of two recent testimonials, should 
be received by the undersigned not later than 10th December. 
This post is recognised by the Royal College of Surgeons. 
P. H. CONSTABLE, Secretary. 


Bitmingham United Hospital. 
(Medica! School.) 


THE CENTRE HOSPITAL, EDGBASTON. (500 Beds.) 


Applications are invited from fully qualified candidates for 
the post of RESIDENT ANASTHETIST. 

Salary £70 per annum, with full residential emoluments. 

Applications, stating age, experience, qualifications, and 
nationality, with copies of recent testimonials, should be 
forwarded at once to the undersigned not later than December 
10th, 1938. 

G. HURFORD, Secretary. 
The Centre Hospital, Edgbaston, Birmingham 


Norfolk and Norwich Hospital, 


NORWICH. (440 Beds.) 


Applications are invited for the post of HOUSE SURGEON 
to the ORTHOPA:DIC DEPARTMENT. Salary £120 per annum 
with board, residence, and laundry. Candidates (Male) must 
be unmarried and must possess registered qualifications. 

Applications, stating age, nationality, &c., together with 
copies of testimonials, should be forwarded to the undersigned 
not later than Tuesday, 13th December, 1938. 

FRANK INCH, House Governor and Secretary. 

Friday, 2nd December, 1938. 


Royal Cornwall Infirmary, 


(180 Beds.) 

SENIOR HOUSE SURGEON wanted for January Ist, 1939 
Salary £150 per annum, with board, residence, laundry, and 
attendance. Previous hospital experience essential. 

Applications, stating age, nationality, and experience, to 
be forwarded to the undersigned. 

A Junior House Surgeon will be appointed’on March Ist, 1939. 

V. E. GRENFELL, Hon. Secretary. 

Truro, 22nd November, 1938. 


Truro. 
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(jounty Council of Durham. 


ASSISTANT WELFARE MEDICAL OFFICER. 

The County Health Committee invite applications for an 
Assistant Welfare Medical Officer (Woman) at a commencing 
salary of £600 per annum, rising by annual increments of £25 
to £700 per annum. Travelling allowance will be paid by the 
County Council in accordance with a scale to be approved from 
time to time. 

The appointment will be held subject to three calendar 
months’ notice on either side, and to the following conditions :— 

(1) The officer appointed must be a registered Medical 
Practitioner between the ages of twenty-five and fifty-five 
years, must devote the whole of her time to the duties of 
the office, and must not engage in private practice. 

2) She should either have had a previous appointment 

Medical Officer of an Ante-natal Clinic, with the approval 
of the Minister of Health, or have had at least three years’ 
experience in the practice of her profession and special 
experience of practical Midwifery and Ante-natal work. 
The holding of a Diploma in Public om will be deemed 
an additional qualification for the post 

(3) She will be subject to the directions of the County 
Medical Officer of Health. 

(4) She will be required to reside in Durham City, or 
such other place as required by the Council. 

(5) She must be prepared to undertake any duties in 
connexion with the Maternity and Child Welfare Services 
of the County Council, including attendance at Birth 
Control Clinics. 

(6) She must be prepared, if called upon, to act as 
Locum Tenens to other members of the Medical Staff of 
the County Medical Officer of Health. 

(7) The appointment will terminate on marriage. 

(8) The candidate appointed will be required to pass the 
County Council’s medical examination, and will be subject 
to the provisions of the Local Government and Other 
Officers’ Superannuation Act, 1922. 

Applications, endorsed Assistant Welfare Medical Officer,” 
with copies of not more than three recent testimonials, must be 
addressed to the County Medical Officer of Health, Shire Hall, 
Durham, and must be received by him not later than Saturday, 
10th December, 1938. 

J. K. Hope, Clerk of the pouty Council. 

Shire Hall, Durham, 21st November, 193 


(jounty Council of Durham. 


DEPUTY COUNTY MEDICAL OFFICER OF HEALTH. 
The County Health Committee invite applications for the 
appointment of a Deputy County Medical Officer of Health 
at a salary of £960 per annum. Reasonable travelling and 
out-of-pocket expenses will be paid by the County Council. 

Applicants must be duly registered Medical Practitioners, 
holding a Degree or Diploma in Public Health, and the gentle- 
Man appointed will be required to devote the whole of his time 
to the duties of the office and to reside in the City of Durham 
or other approved centre. The appointment will be held subject 
to three calendar months’ notice on either side. 

He will be cmposten to undertake any duties required of him 
by the Council bearing on the Health and Medical Services of 
the County, and will act under the administrative control of, 
and be responsible to, the County Medical Officer of Health for 
his duties. 

The appointment will be subject to the provisions of the 
Local Government and Other Officers’ Superannuation Act, 
1922, and to a medical examination as required by the Council 
for the purposes of the Act, and the statutory contributions 
to the Superannuation Fund under that Act will be deducted 
= the salary. 

Applications, marked ‘‘ Deputy County Medical Officer of 
Health,’’ together with copies of not more than three recent 
testimonials. must be sent to the County Medical Officer of 
Health, Shire Hall, Durham, not later than Saturday, 


10th December, 1938. 
K. Hopsr, Clerk of the County Council. 
Shire Hall, Durham, 21st November, 1938 


Ayr County Council 
HX MATOLOGICAL TECHNICIAN. 


Applications are invited from experienced Laboratory 
Technicians for the above post. The person appointed will 
be required to work under the County Obstetrician, and the 
duties will consist in routine hemoglobin investigations and 
blood counts, as required, upon all patients attending the 
County Ante-Natal Clinics and Maternity Hospitals. Salary 
will be at the rate of £240 per annum, subject to deduction 
for superannuation. 

Applications, stating age, sex, experience, and present appoint- 
ment, along with copies of three recent testimonials, to be 
submitted to the Medical Officer of Health, County Buildings, 
Ayr, before 15th December, 1938 

Bath. 


Royal United Hospital, 


HONORARY SURGICAL REGISTRAR. 

Applications are invited for the post of Honorary Surgical 
Registrar. 

Candidates must be Graduates in Surgery of a University of 
Great Britain or the British Empire. 

Applications, stating age, qualifications, and full particulars 
of experience, together with a copy of three testimonials, should 
be addressed to the undersigned on or before December 15th. 

J. LAWRENCE MEARS, Secretary-Superintendent. 

19th November, 1938. 


R oyal United Hospital, Bath. 
HONORARY ANASTHETIST. 

Applications are invited from registered General Practitioners 
for the post of Honorary Anesthetist. 

Applications, stating age, qualifications, and full particulars 
of experience, together with a copy of three testimonials, to 

addressed to the undersigned by December 15th. 

Other particulars may be obtained on application to— 

J. LAWRENCE MEARS, Secretary-Superintendent. 

19th November, 1938 


| cicestershire County Council. 


ASSISTANT COUNTY MEDICAL OFFICER OF HEALTH 
AND DISTRICT MEDICAL OFFICER OF HEALTH 
Applications are invited for the joint Whole-time appointment 

of an Assistant County Medical Officer of Health for the 

Administrative County of Leicester and Medical Officer of 

Health for the Rural District of Barrow-upon-Soar in the said 

County at a salary of £800 per annum, with a travelling allow- 

ance of £140 per annum. Office accommodation and clerical 

assistance will be provided by arrangements to be agreed upon 
by the appointing Authorities. The estimated total population 
¢ re Sanitary District is 38,340, the acreage of the area being 

804. 

Applicants, who should not be over forty-five years of age, 
must be duly qualified and registered Male Medical Practitioners 
with experience in Public Health duties and must hold the 
Diploma in Public Health or its equivalent. The Officer 
appointed will be required to reside at such place in or adjacent 
to the Sanitary District as shall be approved. As regards the 
duties of an Assistant County Medical Officer of Health, the 
Officer will act under the general control of the County Medical 
Officer of Health and will be required to perform such duties 
as may from time to time be prescribed. As regards his duties 
as District Medical Officer of Health, the Officer will be subject 
to the sole control and direction of the Local Sanitary Authority. 

The joint appointment is subject to the approval of the 
Minister of Health and the Board of Education, and also, so 
far as the office of District Medical Officer is concerned, to the 
provisions of the Sanitary Officers (Outside London) Regulations, 
1935. The joint appointment will be one under the Local 
Government Superannuation Act, 1937, and the selected 
candidate will be required to pass a medical examination. The 
joint appointment will be determinable by three months’ 
written notice on either side, subject so far as the office of the 
District Medical Officer of Health is concerned to the consent 
of the Minister of Health. 

Forms of application, together with a list of duties, may be 
obtained from the undersigned and, accompanied by copies of 
not more than three recent te stimonials, should be returned 
to him not later than the 13th day of Decembe r, 1938. 

Canvassing, directly or indirectly, will be deemed a dis- 
qualification. 

Lucas E. RuMSEY, Clerk of the County Council. 

County Offices, Grey Friars, Leicester, 21st November, 1938. 


(Jounty Borough of Bournemouth. 


ASSISTANT MEDICAL OFFICER OF HEALTH AND 
ASSISTANT SCHOOL MEDICAL OFFICER (Male). 

Applications for the above are invited from duly registered 
Medical Practitioners who should be single and under forty 
years of age and hold a diploma of Public Health. 

The person appointed may be required to undertake any 
public health work, but special experience of infectious diseases 
including immunisation is desirable. 

Board, lodging, and laundry will at present be provided at 
the hospital for infectious diseases, and for these a deduction of 
£100 per annum will be made from the salary which will com- 
mence at £500 and rise by annual increments of £25 to a 
maximum of £700, less 5 per cent. deduction for superannuation 
purposes. 

Application forms can be obtained from the Medical Officer 
of Health, Town Hall, Bournemouth, to whom they must be 
returned, with copies of three recent testimonials, not later than 
the first ‘post of December 10th, 1938. 

Canvassing of any kind will be a disqualification. 

HERBERT ASHLING, Town Clerk. 

Town Hall, Bournemouth. 

18th November, 1938. 


Pontefract General Infirmary (Yorks). 


JUNIOR RESIDENT MEDICAL OFFICER (Male, 
unmarried), duly qualified registered Medical Practitioners. 
Commencing salary £150 per annum, with residence, board, 
and laundry. 

oan he appointment to date for six months from January Ist, 


Applications, stating age, with testimonials, and nationality, 
to be sent to the undersigned at once. 
Davin J. RICHARDS, Secretary-Superintendent. 


York County Hospital. 


(204 Beds. ) 


Applications are invited for | the , post of HOUSE SURGEON 
for a period of not less than six months. Salary £150 per annum, 
with board, residence, and laundry. 

Applications, stating age and previous experience, together 
with copies of not more than three recent testimonials, to be 
sent to the undersigned not later than 9 A.M. on Monday, 
5th December, 1938. 

J. R. MACKRILL, Secretary. 
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(County Borough of South Shields. 


Applications are invited ‘oa Paity qualified and registered 
Medical Women for the post of Assistant School Medical Officer 
at a salary of £500 per annum, rising by annual increments of 
£25 to £700 per annum 

The appointment will be subject to the provisions of the 
Local Government and Other Officers’ Superannuation Act, 
1922, and the successful candidate will be required to pass a 
medical examination. 

The person appointed will be under the administrative control 
of the Medical Officer of Health and she must devote her whole 
time to the duties of the post and must not engage in private 
practice. 

Forms of application may be obtained from the Medical 
Officer of Health, Stanhope-road, South Shields 

Applications, with copies of three recent testimonials, should 
be received at my office not later than 5 P.M. on 14th December, 
1938, marked “ Appointment of Assistant School Medic: ai 
Officer.” 

V. C. CARTER, Secretary. 

Education Department, Town Hall, South Shields. 


Berough o f Hove. 


ASSISTANT MEDICAL OFFICER OF HEALTH. 

Applications are invited from registered Medical Practitioners 
under the age of 40 for the above whole-time appointment. 
The duties will be of a general nature but special experience 
is necessary in Maternity and Child Welfare and Infectious 
Diseases, and applicants should possess the Diploma of Public 
Health. 

The salary will be £500 per annum, rising by annual incre- 
ments of £25 to £700 per annum, togethe r with a car allowance of 
£50 per annum. The successful candidate will be required to 
pass a medical examination and to contribute to the Super- 
annuation Fund. 

Applications on the prescribed form to be obtained from the 
undersigned, together with copies of three recent testimonials, 
must be received not later than Monday, 19th December, 1938. 

W. JERMYN HARRISON, Town Clerk. 

Town Hall, Hove, November, 1938. 


(;lasgow Royal Cancer Hospital and 


RADIUM INSTITUTE. 


RADIUM OFFICER. 

Applications are invited for the post of Radium Officer at the 
above Institution, which is recognised by the National Radium 
Commission. Commencing salary £650. 

Applications (14 copies), giving particulars of qualifications 
and previous experience and accompanied by pot more than 
three recent testimonials, to be lodged with the undersigned 
on or before 20th December 

H 


Murr LAWSON, C.A., Secretary and Treasurer. 


i, St. Vincent-street, Glasgow, C.2 
Staines-road, 


[ounslow Hospital, 


MIDDLESEX. 
HOUSE PHYSICIAN AND CASUALTY OFFICER. 

Applications are invited from Male Registered Practitioners 
of British nationality for the above post The appointment 
is for six months from Ist February, 1939, with eligibility for 
appointment for a further period. Salary £100 per annum, 
with board, residence and laundry. 

Applications, with copies of three recent testimonials, should 
be sent to the undersigned not later than first post on Tuesday, 
20th December. 


H alow 


Applications are invited for the posts of Two HOUSE 
SURGEONS (Male), one to commence on Ist January, 1939, 
and the other to commence on Ist February, 1939, the appoint: 
ments being for six months in the first instance. Salary is at 
the rate of £200 per annum, with board, residence and laundry. 

Applications, stating age, qualifications and experience, 
with copies of testimonials, should be received by the Secretary 
not later than 12th December, 1938 


Hell Royal Infirmary 


Applications are invited for the post of SECOND CASUALTY 
OFFICER (Male), vacant December 30th 

Salary £150 per annum, plus board, residence and laundry. 

In addition to carrying out duties in the Casualty Department, 
the officer appointed will act as House Surgeon to one of the 
Honorary Assistant Surgeons, and will thus obtain Ward and 
Theatre experience. He will be eligible for promotion to a 
more senior post when a vacancy occurs 

The appointment will be for a period of six months, but will 
Se, GREEN at any time by one month’s notice on either 
side 

Applications, 
nationality, 


A. MowBRAY BARKER, Secretary. 


Wood Orthopedic Hospital, 
Near MANSFIELD, NOTTS. 
(155 Beds. Two Residents.) 


giving particulars of age, experience and 
together with copies of testimonials, should be 


R. J. CARLESS, House Governor. 


addressed to the undersigned 
28th November, 1938. 
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Surrey County Council. 
Botleys Park Colony, (Certified Institution for Menta 
Defectives), Near Chertsey, Surrey 
APPOINTMENT OF MEDICAL 
CER 
Applications are invited from registered Medical Practitioners 
(Ma e) for the whole-time appointment of Resident First 
Assistant Medical Officer at the above-mentioned Institution 

Commencing salary £400, rising by annual increments of 
£25 to a maximum of £500 per annum, with £50 extra if in 
yossession of a Degree or Diploma in Psychological Medicine 
n addition emoluments of board, lodging, &c., will be provided, 
valued for superannuation purposes at £150 per annum. Should 
the successful candidate be married, he will receive the value 
of the emoluments in cash and be provided with a house on the 
estate for which a rental of £45 per annum will be charged. 

The appointment will be qubiect to the provisions of the 
Asylums and Certified Institutions (Officers’ Pensions) Act, 
1918, and to the Council’s Staffing Regulations. The person 
appointed will be required to undergo a medica) examination. 

Applications on forms to be obtained from the Medical 
Superintendent, Botleys Park, Chertsey, must be completed 
and returned to the Medical Superintendent not later than the 
17th December next 

Dane AUKLAND, Clerk of the Council. 

22nd November, 1938 


Jssex and Colchester Mental Hospitals. 


SEVERALLS MENTAL HOSPITAL. 


Applications are invited for the post of MEDICAL 
SUPERINTENDENT at Severalls Mental ~~ Colchester. 

Applicants must be registered under the Medical Act, and 
have had previous mental hospital = eager and be not 
more than forty-five years of age. Salary £1100, rising by 
annual increments of £50 to £1350 per annum, with unfurnished 
house, coals, firewood, light, garden produce, washing, garage, 
and upkeep of garden. 

A deduction will be made from the salary in accordance 
with the Asylums Officers’ Superannuation Act, 1909. 

Copies of not more than three recent testimonials must 
be sent with the application reach the undersigned on 
or before the 22nd December, 19 

The appointment is subject 7 three months’ 
either side. 

Direct or indirect canvassing will disqualify any applicant. 

Forms of application must be obtained from the undersigned. 

H. H. Gepp, Clerk to the Committee of Visitors. 

66, Duke-street, ¢ *helmsford, 22nd November, 1938. 


Reval Victoria Hospital, Folkestone. 


(155 Beds.) 


notice on 


The Committee of Management invite applications for the 
egg of Two HOUSE SURGEONS, duties to commence on 
the Ist January, 1939. Salaries £120 per annum, together with 
board, apartments, and laundry 

Applications, with copies of not more than three recent 
testimonials, should be sent to the undersigned not later than 
the 12th December, 1938. 

23rd November, 1938. SECRETARY SUPERINTENDENT. 


Buckinghamshire County Council. 


TWO ASSISTANT aay AF MEDICAL OFFICERS OF 


Applications are invited from re; . Medical Practitioners, 
not over forty years of age, holding a registrable qualification in 
Public Health, Sanitary Science, or State Medicine, to act as 
Assistant County Medical Officer of Health and Assistant 
School Medical Officer of Health. 

he duties will pertain mainly to School Medical Inspection 
and Maternity and Child Welfare work, but there will be 
opportunities for the investigation of sanitary conditions 
generally. 

The salary is £600 per annum, rising, subject to satisfactory 
service, by annual increments of £25 to a maximum of £700 per 
annum. 

The successful applicants will be required to pay contributions 
under the Local Government and Other Officers’ Superannua- 
tion Act, 1922, and to pass a medical examination as to physical 
fitness, the final appointments being subject thereto. 

Particulars and conditions of the appointments are set out 
on the form of application, which can be obtained from the 
undersigned. 

Application, on the prescribed form, accompanied by copies 
of not more than three recent testimonials, which will not be 
returned, should be addressed to the Clerk of the Bucks County 
Council, and delivered at the County Hall, Aylesbury, not later 
than 11 A.M. on Saturday, 17th December, 1938, marked 
** Assistant Medical Officer.’’ 

Guy R. Croucu, Clerk of the ae County Council. 

County Hall, Aylesbury, November, 19 


Rwr2well 
Nr. WICKFORD, ESSEX. 


POST-GRADUATE RESEARCH STUDENT. 

A vacancy has occurred for the position of Post-Graduate 
Research Student at the above hospital for nervous and mental 
disorders. Candidates must be registered Medical Practitioners 
and are required to be resident. 

Full particulars may be obtained from the 


Superintendent. 
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o f heeds. 


PUBLIC HEALTH I DEPARTMENT. 


ST. JAMES’S HOSPITAL. 
(1330 Beds.) 
RESIDENT MEDICAL OFFICER. 

Applications are invited from registered Medical Practitioners 
(Male) for the ost of Resident Medical Officer at the St. James’s 
Hospital, Leeds. 

Applic mate must have had previous resident experience in 
a General Hospital. 

Under the present scale of salaries of the Corporation the 
commencing salary for the post is £350 per annum, and the 
maximum £450 per annum, with annual increments of £25, 
subject to satisfactory service. The first increment will take 
effect on the Ist April following the completion of twelve 
months’ service. Board, residence, and laundry are provided, 
these emoluments being valued for superannuation purposes 
at £120 per annum. 

The person egustates will be required to pass a medical 
examination and to contribute to the Superannuation Fund 
established under the Local Government and Other Officers’ 
Act, 2 

he appointment will be terminable by one month’s notice. 

Applications, on a form to be obtained from the undersigned, 
together with copies of three recent testimonials, and e sndorsed 
“ Resident Medical Officer,’’ must be received at the Public 
Health Department, 12, Market- -buildings, Vicar-lane, Leeds, 1, 
7° aaa than 10 a.M. on Wednesday, the 14th of December, 

Canvassing in any form, either directly or indirectly, will be 
considered a disqualification. 

J. JOHNSTONE JERVIS, Medical Officer of Health. 


(lity of Birmingham. 
PUBLIC ASSISTANCE COMMITTEE. 
BIRMINGHAM INFIRMARY. 


ASSISTANT RESIDENT MEDICAL OFFICER. 

The Public Assistance Committee invite applications from 
fully qualified Medical Practitioners for appointment as 
Assistant Resident Medical Officer at Birmingham Infirmary. 

The Institution has accommodation for upwards of 1900 
patients, an increasing proportion of which is set aside for chronic 
sick cases both male and female. 

The Officer appointed will be required to assist in the general 
medical work of the Institution under the supervision of the 
Resident Medical Officer. 

Any further particulars of the Institution and/or duties can 
be obtained upon application to the Medical Officer, Dr. L. 
NAGLEY, M.D. 

Salary will be at the rate of £350 per annum, rising, subject 
to satisfactory service, by annual increments of "£25 per annum 
to £450 per annum together with full residential emoluments 
(rations, apartments, laundry, and attendance). Four weeks’ 
leave of absence will be granted to the successful candidate 

The appointment will be subject (1) to the candidate satis* 
factorily passing a medical examination, (2) to one month’s 
notice to terminate on either side. The salary will be subject 
to deductions in respect of superannuation and (subject to the 
necessary qualifications) in respect of the Municipal Officers 
Widows’ and Orphans’ Pensions Scheme. 

Applications, accompanied by copies of three recent_testi- 
monials, should be addressed to the Public Assistance Officer, 
102, Edmund-street, Birmingham 3, and forwarded so as to 
— him on or before 10 a.M. on Monday, the 19th December 
ne 

Canvassing in any form, oral or in writing, direct or indirect, 
will be regarded as a disqualification. 

F. H. C. WILTSHIRE, Town Clerk. 

Council House, Birmingham, 1, 29th November, 1938. 


Bitmingham Maternity Hospital. 


HOUSE SURGEON (Man or Woman) wanted for nine months 
from Ist February, 1939 (three months in Hospital, three months 
on District, and three months in Hospital). Salary to be at the 
rate of £75 per annum. 

Applications, with full particulars and copies of testimonials, 
to be sent not later than 9th December to HuGH C. ASTON, 
45, Newhall-street, Birmingham, 3. 


(City of Banchester. 


BOOTH HALL HOSPITAL FOR CHILDREN. 
(760 Beds.) 


The Public Health Committee invites applications from 
registered Medical Men for the post of RESIDENT ASSISTANT 
MEDICAL OFFICER at the above-named hospital. 

The salary for the appointment is £200 per annum, with 
board, residence, and laundry in addition subject to the 
Manchester C orporation conditions of service 

The appointment will be made in the first instance for a 
period of six months, renewable for a further six months, but 
not renewable thereafter. 

Full information and forms of application may be obtained 
from the Medical Officer of Health, Town Hall, Manchester, 2, 
and applications for the post must be received by him not later 
than December 10th, 1938. 

H. Apcock, Clerk. 


R. 
Town Hall, Manchester, 2, 28th November, 1 


of Bradford 


CITY SANAT ORIU M, GRASSINGTON. 


ASSISTANT MEDICAL OFFICER required for a period of 
one year. 

Salary £175 per annum, plus board, residence. 

Form of application may be obtained from the Medical 
Officer of Health, Town Hall, Bradford, and should be returned 
to the undersigned not later than the 1 3th December, 1938. 

L. FLEMING, Town Clerk. 

Town Hall, 


Bradford, 28th Novembe er, 1938 
Maidenhead Hospital, Berkshire. 


(56 Beds.) 
Applications are invited for the posts of HON. GYN2&CO- 
LOGIST and HON. DERMATOLOGIST respectively. 
Applications, with copies of recent Conteunenion, should be 
received by the =“ rsigned by 17th December, 193 


FANNING, Superintendent- cretary. 
R oyal Buckinghamshire Hospital, 
Appi ations are invited for the posts oO 


AYLESBURY. (115 Beds.) 
of 
SENIOR & JUNIOR SINT MEDICAL OFFICERS 
ale) 

For six months beginning Ist January, 1939. 

Salaries £200 and £150 per annum respectively, with full 
board, residence in own flat, and laundry. 

Previous Hospital experience is desirable. Opportunity 
will be afforded to undertake all branches of medical and surgical 
practice, including anesthesia, and to work with London 
consultants. 

Selected candidates will be required to attend for interview 
by the Medical Committee on Friday, 16th December, 1938. 

Applications must reach the undersigned by Monday, 


12th December, 1938. 
F. G. Dawes, Secretary. 


BHhrmingham United Hospital. 

FULL-TIME ASSISTANT TO THE 

DEPARTMENT. 

Applications are invited for the above post. 

The appointment is for one year, the holder being eligible 
for re-election. 

Salary £400 per annum to £450 per annum, according to 
experience. 

Candidates must be registered Medical Practitioners and 
must possess a Diploma in Radiology. 

Applications must be sent to the undersigned (from whom 
all further particulars can be obtained), stating age, experience, 
and qualifications with copies of recent testimonials, not later 
than December 17th. 

G. HURFORD, Secretary, Birmingham United Hospital. 

The Centre Hospital, Edgbaston, Birmingham, 15. 


November 2 9th, 1938 
St 


Mary’s 

One HOUSE SURGEON for the WHITWORTH STREET 
WEST HOSPITAL (Maternity) and three for the WHITWORTH 
PARK HOSPITAL (two Gynecological Department and one 
Children’s Department); each for a — of six months from 
the Ist February next. Salaries at the rate of £50 per annum, 

with board and residence. 4 
RESIDENT ANASTHETIST, to reside at the Maternity 
Branch and to give morning sessions in the Gynecological and 
Children’s Departments, for a period of twelve months from 
the Ist February next, at a salary at the rate of £100 per annum, 
with board and residence. Successful candidates will be eligible 
for admission to the examination of the Examining Board in 
England for the Diploma in Anesthetics, providing he has also 
held an appointment as House Physician or House Surgeon 

at a recognised General Hospital for six months. 

— with copies of three testimonials, to be sent 
to the undersigned on or before the 13th December. 
A. R. WISE, Superintendent and Secretary. 


Royal Hospital. 


(256 Beds.) 


RADIOLOGICAL 


Manchester. 


A giestions are invited from registered candidates (Male) 
for Two HOUSE SURGEONS for six months from Ist January 
next. Salary £125 per annum. 

Forms of application, obtainable from the undersigned, 
must be delivered on or before 6th December. 

By Order of the Board, 
H. B. SHELSWELL, General Superintendent and Secretary. 
21st November, 1938. 


Roya! South Hants and Southampton 


HOSPITAL. (296 Beds.) 


Applications are invited for a 
HOUSE PHYSICIAN 
for the six months commencing Ist January, 1939, at a 
salary of £150 per annum, with board, lodging, and laundry. 
Candidates must be Male and unmarried. 

Applications, accompanied by not more than three testi- 
monials, should be sent to the undersigned not later than 
Monday, sas” December. 

BARNES, House Governor and Secretary 
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Royal Manchester Children’s Hospital, 
PENDLEBURY, near MANCHESTER. 

(232 Beds.) 
RESIDENT HOUSE SURGEON. 
Applications are invited for the post of Resident House 
Surgeon for a period of six months, commencing Ist February, 
1939. Salary £100 per annum. Candidates having previous 
experience in the administration of Anesthetics will be given 
preference. 
Applications, stating qualifications and past experience, 
together with testimonials, to be sent to the undersigned not 
later than Thursday, 29th December, 1938. 
Canvassing, directly or indirectly, may disqualify. 
By Order, 
H. HEARDMAN, Secretary. 


VII Hospital, Windsor. 


kK ing Edward 
(200 Beds.) 


Two HOUSE SURGEONS required beginning January. 
Applicants must be fully ‘quatied Men or Women and 
unmarried. 

Salary at the rate of £120 per annum, together with board, 
residence, and laundry. 

Applications, stating age, qualifications and experience, 


accompanied by testimonials, should be sent to the undersigned 
not later than December 7th. 

The appointments are recognised by the Royal College of 
Surgeons of England for the six month’s training required of 
eandidates before admission to the final examination for the 


Fellowship. 
har A. E. CHURCHER, Secretary. _ 
T he Infirmary, Sheffield. 


The Board of Management invite peptiestions for the post 
of OPHTHALMIC HOUSE SURGEON. 

The salary attached to the post is ne120 per annum, with 
board and residence 

The successful soplicant will be expected to take up his duties 
on ist January, 1939 

The Ophthalmic De ~partment contains 69 Beds and an Out- 
Patient Department which is open daily. 

Applications with copies of testimonials to be sent forthwith 
to the General Superintendent and Secretary. 


llth November, 1938 
of Wales’s Hospital, 
PLYMOUTH 


(Incorporating South Devon and East Cornwall Hospital, 
Greenbank-road, Royal Albert Hospital, Devonport, Central 
Hospital, Lockyer-street.) 


Royal 


Prince 


Applications Ay invite a for the post of HONORARY 
ASSISTANT SURGEON to the Hospital. (The Honorary 
Surgical is a candidate for the post.) 

Candidates must be Masters of Surgery of a University of the 
United Kingdom, or Fellows of the Roy al College of Surgeons 
of England or of E dinburgh. 

Applications and testimonials must reach the undersigned, 
from whom the rules and regulations governing the appoint- 
ment may be obtained, on or before the 24th December, 1938. 

Personal canvassing disqualifies, but. candidates may send 
copies of their applications and testimonials to the members of 
the Board. 
see R. CasH, General Superintendent. 
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Borough of Heston and Isleworth. 


APPOINTMENT OF ASSIS’ r ANT MEDICAL OFFICER 
OF HEALTH AND SCHOOL MEDICAL OFFICER. 

Applications are invited from duly qualified Medical Men 
with a Public Health qualification for the position of Assistant 
ar dical Officer of Health and School Medical Officer. 

Candidates will be required to carry out medical inspection of 

school-children, bacteriological work, child welfare work, 
administer dental anesthetic 8s, and perform such other duties 
as may be allotted by the Medical Officer of Health 

The person appointed will be required to devote his whole 
time to the duties, to reside in the Borough, and will not be 
allowed to engage in private practice. The salary will be at the 
rate of £500 per annum, 
increments of £25 

A deduction of 5 per cent. will be made from the salary in 
accordance with the provisions of the Local Government and 
Other Officers’ Superannuation Act, 1922, and the appointment 
will be subject to medical examination 

Copies of the application form and terms of appointment can 
be obtained from the Medical Officer of Health, 92, Bath-road, 
Hounslow 

Applications, accompanied by copies of not more than three 
recent testimonials enc losed in a sealed envelope endorsed 
** Assistant Medical Officer,’’ must be delivered to the under- 
signed not later than NOON on Friday, 16th December, 19338. 
HAROLD SWANN, Town Clerk. 


November 30th, 


Council House, Hounslow 


[ ‘he Royal Army Medical Corps 
ASSOCIATION 85, Eccleston-square, S.W.1 (Telephone : 
Victoria 2722), supplies qualified Dispensers, Book-keepers 
Laboratory Assistants, Sanitary Assistants, Male Nurses, Mentaj 
and Special! Treatment Orderlies, Dental Clerk Orderlies, Porters, 

Caretakers, &c., without charge to respective employers. 
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rising to £700 per annum by annual - 


‘Typewriting.— Specialists in Typing 

edical and Scienti fn Lectures, Theses, anc 
Books. Highest recommendations. Shorthand typists alwaye 
available. Proof-reading, indexing. Translations in all European 
languages.—Margaret Watson Ltd., 16, Palace Chambers 
Bridge-street., S.W.1 WHltehall 3832 


nzsthetics— Wanted to purchase 


+ Old Apparatus and Literature which would have historice 
interest for Anesthetists——Address, No. 528, THE LANCE! 
Office, 7, Adam-street, Adelphi, W.C.2 


° } 

‘ssex.—Income £500, including pane! 

nearly 400. Est. 14 years. House (7 rooms, &c.) 

£96 rent. Surgery added to side house. Suit younger man 

Price £800 (cash, no offers), including drugs, surgery, furniture 

No agents.—Address, No. 534, THE LANCET Office, 7, Adam- 
street, Adelphi, W.C.2 


several Good Secondhand Microscopes 

and Objectives, by Ross, Zeiss, Watson, &c., to be cleared 

at very low prices. Details on applic ey =f) ity Sale and 
Exchange (1929), Ltd., 93-4, Fleet-street, 4. 

otel 


London. — Cora 
B.M.A. Headquarters 


Upper Woburn-place, near 
Accommodates 235 visitors. Modern comforts. 
Excellent table. A.A. and R.A.C. recommended. 
Room, bath, and table d’h6te breakfast, &s. 6d. 


‘Phe International Clinic, 
caERy OOD PARK, TUNBRIDGE WELLS. 
Owing to the de ath of Dr. Came ron, the 
WELL-KNOWN FULLY EQUIPPED *CLINIC 
for Research, Diagnosis, and Treatment 
would be sold complete. 
Beautifully timbered grounds, 
10 Acres to 66 Acres 
(as required). 

The premises include some 35 bedrooms, 8 bathrooms, 22 
treatment rooms and operating theatre ; 22 staff rooms in 
lodges. 

Full details may be had of the Sole sguate, 

JACKSON Strops & STA 
Stops House, Curzon-street, Maytair, W.1. 


Ready January, Harley-street vicinity, 
Rooms for Medical or Business men. Bed breakfast, 
Other meals as ae. 3° ointments made by 
trained secretary.— Address, 523 HE LANCET Office, 
7, Adam-street, Adelphi, W. 


LEY CLARK and PARTNERS, 


3a, WIMPOLE STREET, 
Telephone : LANgham 1095 (3 lines) 
Managing Agents for the following :— 
CONSULTING MAISONETTE—W impole-street. Re- 
decorated. 6 rooms, 2 bathrooms, kitchen, cloakroom, use 
of waiting room, excellent services. Nameplate. Rent £350. 
Fully equipped DENTAL SURGERY—Wimpole-street 
(S. S. White equipment) Ist Floor. X ray apparatus available. 
To let whole or part time. Rent pro-rata to include use of 
general waiting room. Service. Name plate. 
HARLEY-STREET. Full-time consulting rooms with and 
without Secretary’s rooms. Passenger lift. Use of waiting 
room. rvice. Rents from £125 per annum. 
Managing Agents, LEY CLARK & PARTNERS, 
3a, Wimpole-street, as above. 


Hatley Street and District.—A number 


full and part-time use at moderate ren articu 
application. —E.coop & 10, Henrietta- Cavendish- 
square, W.1. Lang. 2601 


ESTABLISHED 1845. 


ELLIOTT, aN AND BOYTON 
6, VERE STREET CAVENDISH SQUARE, W.1, 
Estate Agents, Auctioneers, and Surveyors, 


are the BEST LOCAL AGENTS for HOUSES and CON- 

SULTING ROOMS in the Harley, wenee. Queen Anne, 

and other Streets in the Cavendish-square strict. Valuations 
for all purposes. 


Telephone: 3204 MAYFAIR. 
ESTABLISHED 1860. 


BEDFORD & CO. 
SURVEYORS, AUCTIONEERS AND ESTATE AGENTS 
10, Wigmore Street, Cavendish Square, W. 
SPECIALISTS IN PROFESSIONAL HOUSES AND CON- 
SULTING ROOMS in Harley-st., and leading medica! position. 
Telephone: Langham 3927-3928. 
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GRIFFITHS’ MEDICAL AGENCY, 


TREDEGAR CHAMBERS, NEWPORT, MON. 
Telegrams: UBIQUE Telephone: 3994 


FOR SALE: 

£1950 p.a.—COUNTRY TOWN PRACTICE, good class. 
Panel 850, appointments included. ‘‘ Up-to-date ” freehold 
house, Premium (including house, value £1150) £4350. 

£1125 p.a.—Five-twelfths Share INDUSTRIAL PRACTICE, 
averaging £2700 p.a. Panel 2500. Premium 14 years’ 
purchase. 

£2200 p.a.—INDUSTRIAL PRACTICE. Panel 1800. House 
to rent £52 p.a. Price £3500, 

£1900 p.a.—INDUSTRIAL PRACTICE, near large town. 


Panel 1500. Good six-roomed house with surgery, etcetera. 
i, including house, drugs, fixtures and fittings, 
WANTED: 


Reliable Married ASSISTANT, £500 per annum. Free house 
and £52 per annum car allowance. 


Resident Patients.—Doctors desiring 


accommodation for private patients (mental nouns. 
thenic, invalid, &c.) may have, post free, illustr: ted BOOKLET 
describing residenc es, &c., of numerous colleagues in all a s— 
town, country, and seaside—who receive such patients.— Apply, 
Manager, British Medical Bureau, House South; 
Tavistock-square, London, W.C.1 


How We Assist in the 
Purchase of Medical Practices 


Scotland’s Oldest Insurance Company is 
prepared to assist Doctors in the buying of 
Medical Practices or Partnerships. The pur- 
chase price is repayable over a term ot years, 
and a Life Assurance Policy is taken out as 
a collateral security. This scheme makes it 
unnecessary for a Doctor to approach his 
friends to act as guarantors, and enables him 
to pay for his practice out of income. After 
the repayment of the loan, the Life Policy 
becomes a valuable asset to the Doctor. 


Many Doctors have already established 
themselves in practice with the aid of the 
“Caledonian” Scheme. The Interest Rates 
are particularly moderate. The Accountant's 
charges for investigating the practice and the 
Legal Fees for preparation of the deeds and 
documents in connection with the Loan are paid 
by the Company in completed cases. Arrange- 
ments can be made to meet special cases. 


Full particulars on application to the Head Office, 
or to any of the Company's Branch Offices. 


CALEDONIAN 


INSURANCE COMPANY 


HEAD OFFICE: \9, GEORGE STREET, EDINBURGH 
LONDON, GLASGOW, B/RMINGHAM. MANCHESTER 
AND BRANCH OFFICES THROUGHOUT GREAT BRITAIN 


PEACOCK HADLEY, Ltd. 


MEDICAL TRANSFER AGENCY, 
67-68, Chandos Place, Bedford Street, Strand, W.C.2 


Wires: HERBARIA, LESQUARE, 
Phone: T emple Bar 556 


This old-established “reliable Agency i the Sale of 
PRACTICES AND PARTNERSHIPS on reasonable terms 
which can be obtained on application. LOCUM TENENS 
AND ASSISTANTS supplied free of charge to Principa! 


LEE & MARTIN, Ltd. “(eat 167) 


MEDICAL 
Ti, TEMPLE ROW, BIRMINGHAM. 

’Grams: Locum, Birmingham.’’ ’Phone: Midland 
TRANSFER OF PRACTICES AND PARTNERSHIPS ARRANCED 
Accounts Audited and Income Tax Accounts Prepared. 
FINANCIAL ASSISTANCE AFFORDED ON REASONABLE TERMS 


Reliable and Efficient Locums supplied at short notice 
alse Assistants. 


THE OLDEST AND LEADING MEDICAL AGENCY 


PERCIVAL TURNER L": 


25, MAIDEN LANE, STRAND, W.C.2 
(Corner of Bedford Street) 


Telegrams : “ Epsomian, London,”’ Phone : Temple Bar 9011 (3 lines ) 
After office hours: Walton-on-Thames 1785. 


Commission chargeable in respect of the sale of a 
practice or share is limited to £50 where the business 
is left solely in our hands, 


To smoke a briar with TOM LONG in it, 


Makes pleasant use of every minute ! 


IMPORTANT NOTICE 
EMBERS OF THE 
MEDICAL PROFESSION 


CLOTHES OF DISTINCTION for GENTLEMEN of DISCRIMINATING 
TASTE. Specially Cut, Fitted, and Moulded to each individual figure, made 
from Finest Quality Materials and in the Best Possible Style, cost no more 
than mass production ready-made clothes. 
The invaluable Practical Experience and Advice of our 14 Expert West 
Ead Cutters and Fitters is always at your ne nel 
All “ HALLZONE * 
HAND-FINISHED IN ESSENTIAL DETAIL. 
SPECIAL OFFER 
JACKET & VEST (in or £4 4s. 
Lined Best Quality Art Satin, Art Silk or Alpaca 
SOLID FANCY WORSTED TROUSERS, £2 2s. 


THE Idea! Suit for Prof wear. 
OVERCOATS ee to measure 4 5s. 
LOUNGE SUITS fro 6 68. 
DINNER SUITS from £8 8s. DRESS’ SUITS from "ee 
PLUS FOUR SUITS .. 26 6s. 

THE IDEAL Suit for Country and. Sporting Wear. 
GOLD MEDAL RIDING BRE from £2 2s. 
RIDING HABITS from £10 10s. RIDING BOOTS from £3 3s. 
COSTUMES & LONG COATS mr from £6 6s, 


UNSOLICITED APPRECIATION. 
at | advise all medical men who wish to have satisfaction to patronise 
Harry Hall Lid., as all” the clothes I have had from them during 35 years = 
been perfect in Cut, and Finish.” (Signed) S.J.A., M.A., M.B., F.R.C. 
PATTERNS POST FREE. 


Perfect Fit Guaranteed from Simple Self-Measurement Form or Pattern 
Garments. 

Visitors to London can order and fit same day. Special Patterns 

would then be cut and Perfect Fitting Clothes supplied after witheut 
try on. 


ARRY HALL 


HARRY HALL 
** THE” Coat, Breeches, Habit, & Costume Specialists, 
181, OXFORD STREET, W.1 149, CHEAPSIDE, E.C.2 
Telephones : 

GERrard 4905, & 4907. NATional 17. 

Makers of Finest Quality Bespoke, Civil, Sporting, and Hunting Clothes 
HMishest Awards. 12 Gold Medals. Est. over 40 yeare 

67 
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BOVRIL MEDICAL AGENCY, Ltd. 


ALDINE HOUSE, 
10-13, BEDFORD STREET, STRAND, rag QNDON, W.C.2. 


elegrame:” BOVMEDICAL, LESQUARE, LONDON. TEMPLE Bar 1616 (3 lines). 
Chairman and Managing Director, Dr. J. FIELD HALL 


The Maximum Commission payable on the sale of any Practice or Partnership in Great Britain, placed 
—— in the hands of this Agency is £50 a, pounds) which sum covers goodwill, drugs, surgery, 
fittings, fixtures and furniture, instruments and book debts, but not house property. Schedule of Terms 

will be forwarded on application. 


NO CHARGE IS MADE TO PRINCIPALS FOR THE INTRODUCTION OF LOCUM TENENS OR ASSISTANTS. 
Accountancy and Legal Services furnished by the Agency, where desired, at moderate inclusive charges 


PRACTICES AND PARTNERSHIPS FOR SALE. 


1. DEATH VACANCY.—SOMERSET.—Old-estab. good 6. S.E. LONDON,.—POPULOUS AREA.—PARTNERSHIP. 


mixed-class PRACTICE producing about £1650 p.a. —One-half Share (with ultimate succession) in old-estab. 
Panel over 1600. Appointments worth about £140 middle-class Practice. Receipts for past 3 years stated 
p.a. Good house with ample accommodation. Garden. to average £1408 p.a., including panel of 2054 and various 
Garage. Rent £100 p.a. Premium 14 years’ purchase appointments. Good house overlooking _ gardens. 
or near offer. Scope al ine rease and surgical work if Small garden. Garage for 2 cars. Rent on lease 


EASTER NTIES WITHIN EASY REACH | 

2. STERN C os TAC NY 

OF POPULAR SEASIDE RESORT.—PARTNER- | WILTS.—ATTRACTIVE MARKET TOWN. Old 
SHIP.—One-third Share (with increase later) in steadily E 
increasing mixed-class Practice averaging for past p.a. anol Of osu. ces irom 36. ry 


3 years £3200 p.a. Panel of 3000. Appointments good house (5-6 bedrooms, &e.). Garden with tennis 
worth about £325 p.a. Good house (4 bedrooms, &c.). 14 years 
Large garden. Garage. Price £1000. Premium 2 years’ pure Sole reason for 


purchase or near offer. Ingoing partner should be 28—40, 8. WITHIN 16 MILES OF LONDON.—PARTNERSHIP, — 
preferably English or Scottish. A Share producing £1000 p.a. (after short preliminary 


3. WEST MIDLANDS.—FAVOURITE RESIDENTIAL assistantship) in well-estab. good mixed-class Practice 
TOWN.—Very old-estab. mixed-class PRACTICE pro- offering large scope. Receipts for last 12 months 
ducing for last 12 months £752 p.a. Panel of 492. estimated about £2500. Panel of 1000. Fees 3s. 6d, 

Ds] Appointments worth about £112 p.a. Good house with upwards. Choice of houses. Premium 2 years’ purchase. 
4 ample accommodation. Garden. Garage. Price free- Ingoing partner should be experienced, particularly 
Premium 1} purchase or near offer. in midwifery. 

-health sole reason for sale. "ING FASTERN > 

4. NORTH MIDLANDS.—PLEASANT MARKET TOWN.— 9. OUTLYING EASTERN RESIDENTIAL SUBURB. 

> tal A Share producing £800—£900 p.a, (after short 
mixed-<¢ F bee wy assistantship) in sound mainly better-class PRACTICE, 
reach of large towns. offering considerable scope for private work. Good house 
average £2873 p.a. Panel of 1200. Appointments t Senate tal. Premit 3 years’ urchase 
worth nearly £100 p.a. Very good house (ample accom. | partner be over 28 well 

5. SOUTH COAST.—POPULAR HOLIDAY RESORT.— 10. CHESHIRE.—PARTNERSHIP.—One-third Share (with 
One-half Share (or whole if wished) in very old-estab. increase later) in old-estab. good mixed Practice produci 
non-panel, upper-class PRACTICE. Receipts for past between £3600 and £3700 p.a. Panel of 1350. Goo 
12 months stated to average £2700. Good house in fees. Choice of houses for ingoing partner, who should 
pevaseent position. Scope for capable man, who must be experienced and preferably between 30-38. Vacancy 


old higher qualification. Premium 2 years’ purchase. occurs through ill-health of senior partner. 


INSURANCE DEPARTMENT 
A PUBLIC SCHOOL EDUCATION IS EXPENSIVE 


—TOO EXPENSIVE TO LEAVE TO CHANCE 


One of the simplest ways of providing for the heavy cost out 
of income is by means of a SCHOLARSHIP POLICY, the 
guaranteed benefits of which—free of income tax—are : 


(a) £150 a year for 5 years beginning at the end of 
a selected term of years, and in addition 


(b) £150 a year beginning immediately in the event 


of the father’s death and continuing until the 
payments under (a) commence. 


The monthly payments required are not high, and are available, 
within the usual limits, for abatement of income tax. 


Detailed figures applicable to your own case will be sent on 
receipt of a note of your date of birth and the term of years at 
the end of which you wish the education payments to commence. 
BOVRIL MEDICAL AGENCY, LTD., ALDINE HOUSE, 10-13, BEDFORD STREET, STRAND, W.C.2 
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It is now fully recognised that diet in 
pregnancy plays an important part in the 
maintenance of the health of the mother. 
More particularly, attention has been drawn 
to the essential inclusion of calcium and 
phosphorus salts, iron salts and vitamins in 
this diet. 
Prenatalac is a milk food prepared from full 
cream milk powder and contains added 
mineral salts and vitamins in optimum con- 
centrations. It has been used successfully for 
the past year in the nutritional treatment of 
pregnant women and whilst being well toler- 
ated does not have any constipating effects. 


Clinical samples will gladly be sent on to any 
member of the Medical and Nursing Professions. 


A COW & GATE PRODUCT 


Composition 
Reconstituted 

Powder Food (I in 8) 
Proteins 26°50 33 
Milk Salts, including 
calcium and phosphorus 5°85 07 
Iron Salts 0:90 
Moisture 2:20 87:8 

100-0 100-0 
Calorific value per oz. 146 183 


International Vitamin D Units per pint250 


A MILK DIET FOR ANTE AND 
PURPOSES 


POST NATAL 


MILK FOOD FOR 
ANTENATAL 


To COW & GATE LTD., 


COUPON Guildford, Surrey. 


Please send me, Post Free, Literature and Clinical Samples 
of Prenatalac Milk Food for Ante and Post Natal Purposes. 


i/ Prenatalac4 


= Prenatalaca 
ADDRESS 


Always indicated in— 


TONSILLITIS PHARYNGITIS LARYNGITIS - BRONCHIOLITIS 


Write for sample and literature Made in England 


THE DENVER CHEMICAL MANUFACTURING COMPANY, 12, Carlisle Road, London, N.W.9. 
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« * BOOKS FOR CHRISTMAS GIFTS « « 


seuad® Present to J. & A. CHURCHILL LTD. To receive from 


Patients and Friends 


NOW READY 95th Year 42s. 


THE 
MEDICAL DIRECTORY 
1939 


London, Provinces, Wales, Scotland, Ireland, 
Abroad, Navy, Army and Air Force 


This issue contains particulars | 2,460 Pages. 
of at least 30,000 changes. 61,109 Names. 


“The Medical Directory is an essential detail in the equipment of medical practice, and 
the publishers must be congratulated on its continued success.’-—THE PRACTITIONER. 


THE QUEEN CHARLOTTE’S TEXTBOOK OF OBSTETRICS 
By Members of the Clinical Staff of the Hospital. New (Fifth) Edition. 4 Coloured Plates and 
293 Text-figures. 21s. 


RECENT ADVANCES IN FORENSIC MEDICINE 
By SYDNEY SMITH, M.D., F.R.C.P., Regius Professor of Forensic Medicine, University of Edin- 
burgh, and JOHN GLAISTER, M.D., D.Sc., J.P., Regius Professor of Forensic Medicine, University 
of Glasgow ; Barrister-at-Law, Inner Temple. New (Second) Edition. 85 Illustrations. 15s. 


THE SCIENCE AND ART OF JOINT MANIPULATION 
By JAMES MENNELL, M_D., B.C., Consulting Physiotherapist and Lecturer, Massage Training School, 
St. Thomas’s Hospital. Part I. The Extremities. 284 Illustrations. 18s. (Ready very shortly.) 


VITAMINS AND VITAMIN DEFICIENCIES 
By LESLIE J. HARRIS, Ph.D., Sc.D., Nutritional Laboratory, Medical Research Council, and Univer- 
sity of Cambridge. Volume I. Introductory and Historical—Vitamin B, and Beri-Beri. 50 Illustrations. 
Ss. 6d. (Just Published.) (To be completed in 7 volumes.) 


MEDICINE: Essentials for Practitioners and Students 
By G. E. BEAUMONT, D.M., F.R.C.P., D.P.H., Physician to The Middlesex Hospital. Third Edition. 
74 Illustrations. 21s. 


THE SCIENCE AND PRACTICE OF SURGERY 
By W. H.C. ROMANIS, M.B., F.R.C.S., and PHILIP H. MITCHINER, C.B.E., M.S., F.R.C.S., Surgeons, 
St. Thomas’s Hospital. Sixth Edition. 800 Illustrations. 2 Volumes. 28s. 


DISEASES OF INFANCY AND CHILDHOOD 
By WILFRID.SHELDON, M.D., F.R.C.P., Physician for Diseases of Children, King’s College Hospital ; 
Physician to Out-patients, The Hospital for Sick Children, Great Ormond Street, London. New (Second) 
Edition. 125 Text-figures and 13 Plates. 21s. 
A SHORT TEXTBOOK OF SURGERY 
By C. F. W. ILLINGWORTH, M.D., F.R.C.S. Ed., Lecturer in Clinical Surgery, University of Edin- 
burgh. 8 Plates and 179 Text-figures. 21s. 
A SHORT TEXTBOOK OF MIDWIFERY P 
By G. F. GIBBERD, MLS., F.R.C.S., M.C.0.G., Assistant Obstetric Surgeon, Guy’s Hospital ; Obstetric 
Surgeon to In-patients, Queen Charlotte’s Maternity Hospital. 187 Illustrations. 15s. 
MODERN PSYCHOLOGY IN PRACTICE 
By W. LINDESAY NEUSTATTER, M.B.,M.R.C.P., Clinical Research Assistant, Department of Psycho- 
logical Medicine, Guy’s Hospital. With a Foreword by R.D.GILLESPIE, M.D., F.R.C.P., D.P.M. 10s. 6d. 


THE ESSENTIALS OF MATERIA MEDICA, PHARMACOLOGY & THERAPEUTICS 
By R. H. MICKS, M.D., F.R.C.P.1., Professor of Pharmacology, Royal College of Surgeons in Ireland. 
New (Second) Edition. 12s. 6d. 

THE CHEMICAL ANALYSIS OF FOODS 
By H. E. COX, Ph.D., D.Sc., F.1.C., Public Analyst for the Metropolitan Borough of Hampstead and 
County of Cornvall. New (Second) Edition. 41 Illustrations. 21s. 


* J. & A. CHURCHILL LTD., 104 Gloucester Place, London, W.| * 
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H. K. LEWIS & Go. Ltd., Publishers and Booksellers 


BOOKSELLING ) TEXTBOOKS and Works in Medical, Surgical, and 
DEPARTMENT } General Science. FOREIGN BOOKS. 


STATIONERY DEPARTMENT. — Special Stock of Medical Stationery, 
Card-Index Systems, Filing Cabinets, Name Plates, Notebooks, 


etc. Hand-painted Shields of the Arms of Universities, Hospitals, 
and Coll All Students’ Requisites. 


MODELS DEPARTMENT.—Anatomical Models, Charts, Osteology, ete. 
MEDICAL AND SCIENTIFIC LENDING LIBRARY 
Annual Subscription, from One Gunza. Prospectus on application. 


SECOND-HAND BOOKS DEPARTMENT: 140 GOWER ST.,W.C.1. 
London: H. K. LEWIS & Co. Ltd., 136 Gower Street, W.C.1. 


Telegrams : ** Pusticavit, Westcent, Loxpon.” Telephone: BUSton 4282 (5 lines) 


The Prescriber 


A Review of the Progress of Medical Science. 
Published MONTHLY—21s. per annum, post free. 
DECEMBER, 1938 
TREATMENT OF DIABETES. 


: Price 2s. 0d., post free. 
THE PRESCRIBER OFFICES, 2, Queen Street, EDINBURGH, 2. 


EFFECTIVE CALCIUM THERAPY 
THROUGH CALCIUM RETENTION 


~. For a beverage to have the pleasure of beer and 
the curative properties of medicine is a triumph 
indeed. The medicinal properties of ‘‘ Patz” 
Lager are derived from the choicest Pilsen hops, 
biologically pure yeast cultures, and specially 
selected water. ‘‘ Patz” matures for 12 months, 
3 to 4 times as long as most Lager beers—has an 
exceptionally high gravity (1049°), and is of full 
strength (5°18%). It holds the world’s Record 
Sale. ‘‘ Patz” Lager is prescribed for gout, liver 
and kidney disorders, loss of appetite, constipation 
and mild diabetes. 


The Lancet's analy- 


tical report of 
30/5/36 will be sent 
on request. 


JOHN C. NUSSLE 
& Co., ee 
21 Soho Square, 
London, 
"Phone: 
GERRARD 3706 
(3 lines) 


GENUINE & ORIGINAL 


GLUCOSE 
CONFECTIONS 


For the sick—and the 
fit there is nothing 
more compatible with 
the Glucose therapy 

treatment. 


In compressed tablet form for 

oraladministration. Delight- 

fully flavoured. Smooth 

eating. Sample packet and 

special Medical Report sent 
on request to 

A. L. SIMPKIN & CO. LTD., 

Barley Sugar Works, 

SHEFFIELD, 6. 


The Safe and Positive Remedy for 
INDIGESTION 


LACTORTINE te: 3 FORMS TO | 
SUIT ALL CASES , 


quently achieves satis- 
) 
} In order to the 


factory results after 
other means have failed. ( 
ial digesti ds of all 
) patients, LACTOPEPTINE 


meet 


It is compounded o 

Pepsin, Pancreatin, Dia- ( 

stase, Lactose and the ( is available in 3 forms— 

natural acids as secreted } TABLETS, POWDER and 
ELIXIR. 

by the human stomach. 


Eminent Authorities 
have expressed their ap- 
proval of the reliability and con- 


sistency of LACTOPEPTINE. 


Ful! particulars and terms may be 
obtained from the London 
Distributing Depot: 
JOHN BELL & CROYDEN, 
50/52, Wigmore St., London, W.! 


) 
) 
) 


FREE 


Sample supplies to 
the Medical Pro- 


fession free on re- 
quest to Products 


(Beechams) Ltd., 
St. Helens, 
Lancashire. 


DIGESTS LIKE NATURE DIGESTS 
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For 
EXTREMITY WORK 


and for 


PORTABLEG 
USE 


/ 
Designed for radiography of the extremities and for 
bone work the CENTRALIX unit incorporates the 
additional advantages of liberal screening ratings. 
This, besides the proved advantages of ‘grid action’ 
and the extremely fine (1 mm ) focus of the special 
METALIX tube, make the CENTRALIX particularly 
suited for use in fracture clinics and as a useful 
auxiliary unit. Completely shockproof and rayproof, 
it complies with the International Recommendations 
in every particular. Both tube and transformer are 
contained in a compact housing of very small 
dimensions, amazingly convenient to handle. The 
stand, too, possesses many attractive features. 


* For portable 
use the outfit com- 
prises; the head, 
the stand with 
telescopic _legs, 
lead glasslocaliser, 
time switch and 
earth reel in 
leather case. 

Write for details— 
or better still write 
for a demon- 
stration. There 
is no obligation. 


‘145, CHARING CROSS ROAD, LONDON, W.C.2 


Branches at :— Birmingham — Manchester — Glasgow 
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GERMICIDAL EFFICIENCY maintained in 
| the presence of organic matter. 


In the conduct of labour ‘ Dettol’ possesses marked superi- 
ority over carbolic and cresylic antiseptics. ‘ Dettol’ has a 
Rideal Walker co-efficient of 3.0, yet ‘ Dettol’ can be used 
at really effective strengths—without discomfort, danger or 
staining. ‘ Dettol’ maintains high bactericidal efficiency in 
the presence of blood and other organic matter. ‘ Dettol’ 


is a clean, clear, non- Sold by Chemists and Medical Suppliers in bottles, 


® ° 1/-, 1/9, 3/-, $/- and 7/6, and in larger sizes for 
poisonous fluid—with @ — Medical and Hospital use. These prices do not apply 
in Eire or Overseas. Sample, and full information 


distinctly pleasant smell. on request. 
T T O "THE MODERN 
ANTISEPTIC 


RECKITT AND SONS, (PHARMACEUTICAL DEPT.) HULL. LONDON: 40, BEDFORD SQUARE, W.C.I. 


BRONCHC 


Therapy with the "Weil" ‘Asthma Inhaler. Prevents and 
pours attacks. Obviates injections. Orig. Bottles cont. 12- Sc.c. 


Dr.O.WEIL,CHEMICALWORKS 
SOLE DISTRIBUTING AGENT IN GREAT BRITAIN 
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OESTROFORM 


Oestroform possesses a specific action in the production of the sexual 
characteristics in the female. 


—_ 


SSS 


It is thus indicated in the treatment of : 


Uterine Hypoplasia 
Sterility and Dysmenorrhoea due to Uterine Hypoplasia 
Delayed puberty, Amenorrhoea and Oligomenorrhoea 
Defective development of the mammary glands 


SSS 


Further information in reference to Oestroform and to other B.D.H. Sex Hormone 
Preparations will be gladly supplied on request. 


Z 


THE BRITISH DRUG HOUSES LTD. LONDON N.1 


Telephone : Clerkenwell 3000. Telegrams : Tetradome Telex London 


— 
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The CONFIDENCE 
the Medical Profession 


Benger’s Food has gained its great reputation DYSPEPSIA. 
by the constant recommendation of Medical ‘routine food in all cases of dyspepsia and 
Practitioners. disordered digestion." 
By its unique self- digestive action Benger's “used for invalids and all gastric cases." 
Food scientifically adjusts fresh cow's milk, diluted INFLUENZA. 
or undiluted, to suit the individual needs of a  “verylargely used for Influenza in all its forms." 
patient. In this respect it is different from any CANCER. 
other Food obtainable. "invaluable for cancer of the throat and 
Benger's is largely used as a routine treatment cancer of the stomach." 
in all cases of impaired digestion. The following THE AGED. 
comments, recently made, indicate some of the ‘very beneficial for those of greatly advanced 
specific conditions for which the Medical Profession years." 


prescribes Benger’s Food “invariably used for invalids & aged persons.” 


A Physician’s sample with particulars will be sent post free to any member of the Medical Profession. 


BENGER'S FOOD, LTD., Holmes Chapel, CHESHIRE. 


New YORK U.8.A.;: 41, Maiden Lane. SYDNEY N.8.W.: 350, George Street. CAPE TOWN SA.: P.O. Box 732 


Benger’s Food, in sealed tins, is on sale throughout the world by Chemists, etc. M.295 


TRADE MARK. 
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DUAL 7 
TREAT for head colds 


with Te Kew) Antivirin Nasal Jelly treats nasal congestion by a combined 
i mula bacteriostatic and astringent action. 75% of the jelly—an 
f nw increased proportion—consists of antivirus solution prepared from 


organisms commonly found in the naso-pharynx during attacks of 

the common cold. These antivirus factors prevent the growth of 
Antivirus Sol... =... 75.0 bacteria and stimulate local immunity. At the same time, the 

(containing 0.33% phenol.) -0/ ‘ 

Jdiybuc =. incorporation of 0.5% ephedrine relieves congestion and reduces 
— - & irritating secretions. The jelly itself, a glycerin base, is pleasant 
Each gram equivalent to and soothing. Unlike aqueous or oily solutions, it adheres and 
0.025 gm. of dried substance of -_ 
B. pneumoniae (of Friedlander); penetrates deeply and allows the antivirus to exert a prolonged 

Used in the first stages of a cold, Antivirin Nasal Jelly helps to 


reduce the attack; while in the later stages it affords valuable relief. 


ANTIVIBIN 
Nasal Jelly | 


COLLAPSIBLE TUBES - 1/6 
This price (not applicable in Eire), is subject to usual BYRon 3434 


professional discount. 


OOOO 


Cwilisalion 


hronie 
(Simple Mucous, Muco-Membranous, 
Post-D ysenteric.) 
EE Alternating intervals of constipation and diarrhoea often occur in cases of colitis. 


Kaylene-ol is applicable in either phase. Its soothing and adsorptive actions combat the 
irritative diarrhoea, and its softening and lubricating actions counteract constipation 
during the intervals. 


DOSE—KAYLENE-OL: I or 2 dessertspoonsful three times a day, half hour 
re meals, or in mild cases half hour before breakfast and at bedtime. 


Kaylene-ol ¢ Phenolphthalein (0.5 per cent.) is taken when constipation is particularly 
troublesome. Dosage as for Kaylene-ol. 


KAYLENE- 


(KAYLENE BRAND OF COLLOIDAL KAOLIN WITH HIGHLY VISCOUS LIQUID PARAFFIN) 
Samples and literature from the manufacturers : 

KAYLENE, LIMITED, Sole Distributors: ADSORBENTS, LTD. 

WATERLOO ROAD, LONDON, N.W.2 


5 
{ 
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Colitis - Scourge 
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AN IDEAL FOOD 
FOR INVALIDS 


*‘PANOPEPTON’ can be relied upon 
in cases where the nutrition of the patient 
is of prime importance. 


‘PANOPEPTON’ possesses remarkably 


restorative and stimulating properties. 


A free sample will be sent to members 
of the Medical Profession on request. 


Supplied in 12-o0z. bottles. 


THE LANCET GENERAL ADVERTISER 


‘PEPSENCIA’ is an _ ever-ready 
digestive fluid, containing all the 
soluble constituents of the gastric 
juice preserved in an agreeable aromatic 
menstruum. 


It represents both the peptic and milk- 
curdling ferments obtained directly from 
the fresh peptic glands. 


Supplied in four sizes : 


(Dec, 10, 1938 


4-0z., 8-0z., 16-0z., and W. Qts. 


Originated and Manufactured by— 


FAIRCHILD BROS. & FOSTER (t«.'.¥.), NEW YORK, and 65, Holborn Viaduct, London, E.C.1. 
Agents: 
BURROUGHS WELLCOME & CO., LONDON, SYDNEY and CAPE TOWN. 


ORHEPTAL 


Oral hepatic tonic 


ORHEPTAL is a blood-forming oral liver tonic. 


ORHEPTAL also contains other tonic and roborant substances such as iron, 
manganese and copper salts, sodium glycerophosphate, etc. 


improves the appetite and body weight, increases the number of 
red corpuscles and hemoglobin content. 


ORHEPTAL 


ORHEPTAL has a pleasant taste and can be taken for long periods even by 


fastidious people. 
Mainly for use in 
Anzmic conditions after operations, childbirth, severe hemorrhage, etc. 
Convalescence after infectious diseases. 
Conditions of exhaustion, mental or physical, and general loss of tone. 


DOSAGE: Children half this dose. 


Bottles of approx. 180 gm. 


|-2 teaspoonfuls 3 times daily. 
PACKING: 


Samples and Literature from: 


E. MERCK, DARMSTADT 
Publicity Department : 


60, WELBECK STREET, 
LONDON, 
Telephone : WELbeck 5555 


Sole Concessionaires for the United Kingdom 
and Irish Free State: 


SAVORY & MOORE LTD. 


61, WELBECK STREET, 
LONDON, W.1 


. 
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LIVOGEN 


The Reconstructive Tonic 


In addition to liquid extract of liver Livogencon- 
tains all the essential members of the Vitamin B 
complex, including Vitamin B,, lactoflavine 
and nicotinic acid which are concerned in the 
physiological activity of the brain and nervous 
system. Deficiencies of these substances, 
although usually not marked, are common. 
Livogen, therefore, is a valuable tonic in 
debilitated conditions particularly when symp- 
toms of neuritis, neuralgia and other nervous 
dysfunctions are present. 
Sample on request 
. THE BRITISH DRUG HOUSES LTD. 
LONDON 
Telephone : Clerkenwell 3000 


Telegrams : Tetradome Telex London 


Better Salicylate Therapy 


\ HATEVER be the season of 
the year, there is a wide sphere 
of utility for ‘ Alasil,”’ the 
improved form of salicylate medica- 
tion. ‘‘ Alasil” is a very definite 
advance on ordinary compounds of 
salicylic or acetyl-salicylic acid both 
in therapeutic efficiency and in free- 
dom from unpleasant gastro-intestinal 
sequele. This high tolerability is due 
to the fact that “‘ Alasil ’’ is composed 
of calcium acetyl-salicylate—the least 
irritating of the salicylate compounds— 
and ‘ Alocol”’ (Colloidal Hydroxide 
of Aluminium), a powerful gastric 
sedative and antacid. 


A careful series of experimental tests 
has recently shown that “ Alasil”’ is 
more completely absorbed than ordi- 
nary salicylate compounds, and that 
it is practically free from the risk of 
liberating free salicylic acid in the 
stomach. Wide clinical experience 
anticipated these findings by demon- 
strating that the use of “ Alasil”’ can 
be pushed or prolonged to a 
much greater extent than ordinary 
salicylate compounds, and that it 
can be given with equal safety to 
children, adults, the aged, and 
patients with finely-balanced diges- 
tive capacities. 


A supply for clinical trial with full 
descriptive literature sent free on request, 


A. WANDER, LTD., 

Manufacturing Chemists, 
184, Queen’s Gate, 
Laboratories and Works: King’s Langley, Herts, 


London, S.W.7. 
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INSTRUCTION 


Patients with constipation require instruction to appreciate the importance 
of diet, exercise and mechanical aids in their treatment. ‘ Petrolagar ’ 
is a valuable adjuvant to comprehensive treatment. It softens and 
lubricates the faecal mass facilitating normal, easy evacuation. 


Samples on request 


BRAND PARAFFIN EMULSION 


JOHN WYETH & BROTHER, LTD., 
25 OLDHILL PLACE .- - LONDON, N.16 
Distributors for PETROLAGAR LABORATORIES LTD. 


| A.B. PROTAMINE INSULIN 


(with zinc) SUSPENSION 


The absorption of insulin injected in the form 
of ‘A.B.’ Brand Protamine Insulin (with Zinc) 
Suspension is much prolonged and closely re- 
sembles the natural secretion of the pancreatic 

islets. This insulin has a steady action and exerts 
- a better control than that of ordinary insulin over 
the carbohydrate metabolism. The number of 


Effect of Insulin without and with Protamine 


24 brs. 24hrs. 


injections can be reduced, a lower total dosage 
«75 | PROTAMINE is usually necessary, and the subjective symptoms 
INSULIN of diabetes markedly improve. 
WSUUN 
40 units per c.cm. 


5 c.cm. (200 units) 2/4 
10 c.cm. (400 units) 4/6 


80 units per c.cm. 
@s 5 c.cm. (400 units) 4/6 
INSULIN ‘A.B.’ was the first British insulin 
os offered commercially to the medical profession, 


and has a world-wide reputation for its strictly 
safeguarded sterility, its carefully standardised 

Strength, its freedom from toxic reactions and 
75 its stability in hot climates. 


Full particulars will be sent free to members 
0 of the Medical Profession. 


Joint Licensees and Manufacturers : 


THE BRITISH DRUG HOUSES LTD. 
Gam toon 6pm Midnight Nom Midnight ALLEN & HANBURYS LTD. 


ul 
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PROSTATIC 
HYPERTROPHY 


favourable reports by physicians 


Many physicians have reported favourably on the treatment of this condition by the adequate 
administration of the prostate gland preparations of the British Organotherapy Co., Ltd. 


CLINICAL REPORT 


The case of prostatic hypertrophy, that derived so much benefit from ‘‘Opocaps’’ Prostatic about five years 
ago, is still free from prostatic trouble. When the patient consulted me, he had been suffering from urinary 
difficulties and severe pain for several months and he soon reached a condition of complete retention. After 
catheterising him twice daily for about a month, | decided to employ ‘‘ Opocaps"’ Prostatic and within fourteen 
days there was some improvement. At the end of a six weeks’ course there was complete relief and the patient 
had no further trouble until about a year later, when there was a slight relapse, which was put right by only two 
weeks’ treatment. Since then, about four years ago, he has suffered no urinary inconveniences. 


*““OPOCAPS” PROSTATIC (B.0.C.) gr. 3 (Oral) 


Mitte - - - sig. | t.d.s., a.c. (Supplied in boxes of 50 or 100 capsules.) 


“OPOJEX” PROSTATIC (B.0.C.) (for injection) 


Mitte - sig. lin die (or dieb. alt. when given concurrently with Opocaps 
; (Supplied in boxes of 6 or 12 ampoules 2 c.c.) 


* BRITISH ORGANOTHERAPY CO., LTD. 


22, GOLDEN SQUARE, LONDON, W.|! 


Telephone: Gerrard Telegrams: Lymphoid, London’’ 
Agents in India: SMITH, STANISTREET & CO., LTD., CALCUTTA 


EVANS’ 
THROAT 
PASTILLES 


Made to a formula of the Liverpool Throat 
Hospital. 


M.B., Ch.B. 


SOOTHING AND DEMULCENT 


Being free from narcotics 
these pastilles are ideal for 
Speakers, Actors and Singers 


Physicians will find them very comforting 
to the throat during inclement weather. 


Price per tin. 


Evans Sons Lescher & Webb Ltd. 


LIVERPOOL and LONDON 
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/ 
ACRIFLAVINE B.D. 


The powerful antiseptic properties of acriflavine are universally recognised and 
are utilised in many branches of medical and surgical practice. 


In addition to its issue as a pure substance, the following presentations of 
Acriflavine ‘B.D.’ are available :— 


CREAM—for wounds, scalds and burns. SUPPOSITORIES—for rectal administration. 
EMULSION—particularly valuable as a perineal SOLUTION (concentrated)—for the rapid pre- 
dressing. paration of solutions for general surgical use. 


PESSARIES—for vaginal application, three sizes, SOLUTION TABLETS—for the rapid preparation 
for adults, children and infants. of isotonic solutions. 


SS 


A special non-toxic acriflavine is available — Acriflavine ‘ B.D.’ (Intravenous) — for use in the 


treatment of gonorrhoea and various bacterzmic states. 


Literature on request 


THE BRITISH DRUG HOUSES LTD. LONDON N.1 


Telephone : Clerkenwell 3000 Telegrams: Tetradome Telex London 


| 


( 


Influenza 
Pneumonia 
ancl offer Acute Infections 


The general action of ‘Bynin’'Amara The marked asthenia and nervous 
is manifested by increased tone of | depression which are prominent 
the nervous, muscular and cardio- features of the post-influenzal state, 
vascular systems. It stimulates the — yield rapidly to its influence. A 
digestive organs, improves the course whenever there is any indi- 
flagging appetite, corrects ancemia cation of lowered resistance is a 
and aids nutrition generally. valuable safeguard against infection. 


In bottles at 2/-, 3/6, 6/6 and 12/- 


Descriptive literature and clinical 
trial sample on application. 


AMARA 


ALLEN & HANBURYS Ltd., London, E.2 


phon Telegram B 
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PROSTATIC 
HYPERTROPHY 


favourable reports by physicians 


Many physicians have reported favourably on the treatment of this condition by the adequate 
administration of the prostate gland preparations of the British Organotherapy Co., Ltd. 


CLINICAL REPORT 


The case of prostatic hypertrophy, that derived so much benefit from ‘‘Opocaps"’ Prostatic about five years 
ago, is still free from prostatic trouble. When the patient consulted me, he had been suffering from urinary 
difficulties and severe pain for several months and he soon reached a condition of complete retention. After 
catheterising him twice daily for about a month, | decided to employ ‘‘ Opocaps"’ Prostatic and within fourteen 
days there was some improvement. At the end of a six weeks’ course there was complete relief and the patient 
had no further trouble until about a year later, when there was a slight relapse, which was put right by only two 
weeks’ treatment. Since then, about four years ago, he has suffered no urinary inconveniences. 


M.B., Ch.B. 


“OPOCAPS” PROSTATIC (B.0.C.) gr. 3 (Oral) 


Mitte - - - sig. I t.d.s.,a.c, (Supplied in boxes of 50 or 100 capsules.) 


“ OPOJEX” PROSTATIC (B.0.C.) (for injection) 


Mitte - - sig. | in die (or dieb. alt. when given concurrently with Opocaps ’’) 
, (Supplied in boxes of 6 or 12 ampoules 2 c.c.) 


%* BRITISH ORGANOTHERAPY CO., LTD. 


22, GOLDEN SQUARE, LONDON, W.! 
Telephone: Gerrard Telegrams: Lymphoid, London’’ 


Agents in India: SMITH, STANISTREET & CO., LTD., CALCUTTA 


EVANS’ 
THROAT 
PASTILLES 


Made to a formula of the Liverpool Throat 
Hospital. 


SOOTHING AND DEMULCENT 


Being free from narcotics 
these pastilles are ideal for 
Speakers, Actors and Singers 


Physicians will find them very comforting 
to the throat during inclement weather. 


Price per tin. 


Evans Sons Lescher & Webb Ltd. 


LIVERPOOL and LONDON 
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ACRIFLAVINE ‘B.D.’ 


The powerful antiseptic properties of acriflavine are universally recognised and 


are utilised in many branches of medical and surgical practice. 


In addition to its issue as a pure substance, the following presentations of 
Acriflavine ‘B.D.’ are available :— 


CREAM—for wounds, scalds and burns. SUPPOSITORIES—for rectal administration. 
EMULSION—particularly valuable as a perineal SOLUTION (concentrated)—for the rapid pre- 
dressing. paration of solutions for general surgical use. 


PESSARIES—for vaginal application, three sizes, SOLUTION TABLETS—for the rapid preparation 
for adults, children and infants. of isotonic solutions. 


A special non-toxic acriflavine is available — Acriflavine ‘ B.D.’ (Intravenous) — for use in the 


treatment of gonorrheea and various bacterzemic states. 


Literature on request 


THE BRITISH DRUG HOUSES LTD. LONDON N.1 


Telephone : Clerkenwell 3000 Telegrams: Tetradome Telex London 


EES 


F1/S/44 


Z 


Influenza 
Pneumonia 


anc other Acute Infections 


The general action of ‘Bynin’Amara = The marked asthenia and nervous 
is manifested by increased tone of | depression which are prominent 
the nervous, muscular and cardio- features of the post-influenzal state, 
vascular systems. It stimulates the yield rapidly to its influence. A 
digestive organs, improves the course whenever there is any indi- 
flagging appetite, corrects ancemia cation of lowered resistance is a 
and aids nutrition generally. valuable safeguard against infection. 


In bottles at 2/-, 3/6, 6/6 and 12/- 


Descriptive literature and clinical 
trial sample on application. 
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TERPEROIN 


(SQUIRE) 


iz 


Terperoin Elixir presents the therapeutic properties of Terpin 
Hydrate, Codeine, and Oil of Pine in a palatable and reliable form. 


It is especially useful in the troublesome cough of 


PULMONARY PHTHISIS, EMPHYSEMA, LARYNGEAL 
CATARRH, and ACUTE and CHRONIC BRONCHITIS 


A very soothing Linctus for irritating Night Coughs 
One or two teaspoonfuls—undiluted—usually give instant relief 
In 4-0z., 8-0z., and 16-0z. bottles 
Also in Pastille form 


SQUIRE & SONS, LTD. 


Chemists on the Establishment of the late King George V 
413, OXFORD STREET, LONDON, W.1 


Telephone: Mayratr 2307 (2 lines) Telegrams: Sguirz, Wespo, Lowpom, W.1 


An Effective Antacid and Carminative 
for Hyperacidity and Flatulence 


TABLETS LOZENGES 
“Alkagen”™ in the form of com- “Alkagen”™ in the form of a 
pressed tablets : one to three lozenge : one or two should be 
may be swallowed with sucked slowly as required. 4 

water as required. In boxes at 1/3, 


In bottles at 1/6, 2/6 2/9 and 5/- 
4/6 and 8/6. per box. 


Easily Disintegrate. Very Soluble. 
Prompt in Effect. 

Do not cause evolution of 

carbon dioxide in 

the stomach. 


Descriptive literature 
and a clinical trial 
sample will be 
sent post free 
on applica- 

ion. 


= 468 j 


ALLEN & HANBURYS LTD., LONDON, E.2 


Teleph : Bish 3201 (12 lines) Telegrams: “Greenburys Beth London” 
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THE EMERGENCY TREATMENT 


of 


ACCIDENTAL INJURIES 


Liver Oil treatment of accidental injuries such as severe 
contused and lacerated wounds and burns of all degrees has 
now been confirmed by an English worker (vide Lancet, 1935, 


No. 5841, p. 290). 
The outstanding advantage of this method is the injury having been 


Tu extensive work carried out by Professor Lohr on the Cod 


thoroughly cleansed at the outset it is unnecessary to remove the 
dressings for 7 to 10 days, consequently the primary healing process 
is undisturbed. It will be found that there is no pus formation 
and a spectacular minimum of cicatrization. 

Professor Lohr’s work has shown the necessity for a standardized 
Vitamin content of the Cod Liver Oil used. 

Unguentolan Ointment is prepared and standardized according to 
Professor Lohr’s formula and methods. 


For special Brochure and clinical sample apply to : 


British Agents—C. R. HARKER, STAGG & MORGAN Ltd., Emmott St., 
LONDON, E.! 


HEYL & CO. BERLIN N65 


oo” 
TEA is used in the 


homes of over 
18,000 Doctors! 


300 to 700 samples 
are sent daily to 
patients at the 
direction of 


Delicious 
“Ty.phoo”, is 
so mild and pure it 
will not harm the most 
delicate digestion. This 
because ‘‘Ty.phoo”’ possesses“. 
none of the bitter astringency which “2 
is so prevalent in the common coarse C4 4 + 


ou 7 DELI 


For over 30 years ‘‘ Ty.phoo” has ‘ hilt ° 
retained the confidence of the medi- medical men 
cal profession as testified by the ate / 
hundreds of letters which are upon > 
our file. Here is one to hand: a "fat 
“TI have been using ‘Ty.phoo’ Tea for over 
20 years. I started then because of Indigestion SAO Bs an 
and it is the only tea that I can drink without re  dapin ye 


any after effects.” 


Write to: 

Sumner’s Ty.phoo Tea Ltd., 5 

BIRMINGHAM 5, for a FREE sample. 

(This offer applies only to the British Isles. We <tDF THE LEME 10 INDIGESTION be 


regret we cannot send Ty.phoo” abroad.) 
2: 
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VITAMIN B: IN FOODS 


Biochemical J., 1935, and other sources BEMAX 


Rice, etc. 
Cooked 
vegetables. 


White bread. 


NEGLIGIBLE 6-15 15-30 30-50 50-70 
The figures represent International Units per ounce. 


_ calcium 
vitamin D granules 


Supplies of calcium and phosphorus 
are essential to the action of vitamin D. 
Whereas ordinary calcium phosphate 
contains 1 part by weight of phos- 
phorus to 2 of calcium, dicalcium 
phosphate (CaHPQO,) contains 3 
parts of phosphorus to 4 of calcium. 
“Calcydic” Granules are delicious. 
Each teaspoonful contains— 


Dicalcium phosphate - 7} grains 
Vitamin D . 1,500 units 
Glucose, Chocolate and Cane Sugar 


the Choc olate 
CALCIUM 


These granules may be given to 
children or adults, prophylactically 
or therapeutically, in rickets, preg- 
nancy, lactation, osteomalacia, 
In Tins of } Ib. 2/3, and 1 Ib. 4/- menorrhagia, convalescence, chil- 
Descriptive literature and clinical trial sample will be sent on request blains, and urticaria. 


Manufactured in England by 


Telephone: 3201 Bishopsgate (12lines) Telegrams: “Greenburys Beth London.” 
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Cheese. 
Beef, cooked. | Milk. 
Most fish Veal, cooked. | Wholemeal 
bread. | Liver. 
Cocva. Mutton, ,, Lettuce. Some nuts. Pork. be. 
Cress. Watercress. Legumes, Whole is 
raw. ca 
Fruits, fresh. | Dried fruits. wheat. ; 
Bran, raw. 
= 


THE LANCET, ] THE LANCET GENERAL ADVERTISEP (Dec. 10, 1938 


“Vitamin B, deficiency Habitual Abortion 


an outstanding fault — 
in the diet of many nee people ” Dietar y Ster ility 


(B.M.J., 16 Oct., 1937; P. 753) 


a reduction gong intake, due to changes in The increasing use of Vitamin E for 
etary habits during the last hundred years, normally : : =a0 
amounts to at least 50 per cent., and may be as muchas 70 per habitual abortion and sterility of 


cent. It has been demonstrated, both experimentally and 


clinically, that a shortage of Vitamin B acts as a limiting dietary origin demands a wheat germ 
factor in the maintenance of health and nutrition, and often r i _— 
results in gastro-intestinal disorders, loss of appetite, indi- oil of proven high activity and of 
gestion, constipation and, if long continued, contributes to 7 s eS 
neuritis and arthritis. stable Vitamin value. Such an oil is 
The logical way to rectify such shortage is to restore to a . 
the diet the Vitamin B-containing substance whose removal available for the medical profession 
is responsible for the deficiency. 3 : 
This substance is available in the form of Bemax. in Fertilol. 


For years it has been the policy of the proprietors of 
Bemax to ensure its Vitamin B, activity by biological assay 


of every dav’s output. So far as is known, Bemax is the only 
food product for which such a claim is or can be made. 


The quantity of Vitamin B, supplied by the normal daily 


dose of Bemax—one tablespoonful—is 200 International Wheat Germ Oil Capsules 
Units, an amount sufficient to raise a deficient diet to an 
optimal level. A highly active source of Vitamin E. 
The normal daily dose of Bemax eo in addition to ig J f 
Vitamin B,, significant quantities of Vitamins B, and B,, : : 
Copper, Iron and Phosphorus as well as rich quantities of A eee of Fertilol Capsules and 
Vitamin E and other essential dietary elements. brochure sent on request. 
Bemax is an entirely natural product consist ing}only of P ‘ 
stabilised wheat germs selected fortheir Vitamin B, activity Vitamins Ltd. ’ 
with no addition whatsoever. Clinical sample and litera- (Dept. L. 67), Upper Mall, London, W.6. 


ture on request. Vitamins Ltd. (Dept. L.67), 23,;Upper 
Mall, Hammersmith, W.6. 


Medical opinion is unanimous—in cases of extreme weakness, strength 
must be restored without strain. In the most critical stages of the patient's 
illness Brand's Essence has _ consistently 
revived strength safely, within minutes. 
DOCTORS AGREE | Brand's Essence forms no irritating solids. 


Digestion proceeds quickly and easily, no 


strain is imposed upon the system, and Brand's 


life-giving protein is available almost immediately for restoring strength. 


Its use in extreme post-operative weakness 
and after childbirth will be readily appreciated. 


Again, in high fever, Brand's Essence is specially BRAND'S ESSENCE 


SUSTAINS STRENGTH SAFELY 
useful because it contains no irritant meat 


fibre or salty matter and does not cause thirst. 


BRAND LAMBETH ROAD, LONDON, $.Ww.8 


EMLMJ238 17 
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WRITES A GYNECOLOGICAL SURGEON 


HE principle of Tampax is that 
oe the vaginal tampon, which 
every doctor knows to be safe and 
efficacious for absorbing cervical 
discharges at the site. Dispensing 
with sanitary towels, Tampax spares 
the patient much local discomfort, 


and minimises risk of infection. 


Tampax is made of long-fibred surgi- 
cal cotton-wool which has been steril- 
ised and highly compressed. Each 
tampon has an absorption capacity 
of 1-14 ounces. It is individually sealed 
within its own patented applicator 
which enables the user to insert it in 
the proper position without contact 
with the hands. The tampon is easily 
removed by means of a cord sewn 
through the cotton by an exclusive 
stitching process which makes disin- 
tegration impossible. The tampon be- 
ing contained within the vagina away 
from contact with urethra, contamin- 
ation from this source is minimised. 
Infections of rectal origin are likewise 
avoided. There is complete elimina- 
tion of labial irritation. Odour is 
almost entirely prevented, as_ the 
menstrual fluid does not come into 
contact with the air. 
Tampax may confidently be recom- 
mended by Physicians for use by mar- 
ried women during normal menstrua- 
tion. Its use by unmarried girls should 
not be advocated when the size of the 
hymeneal aperture would cause diffi- 
culty in insertion and withdrawal. 
We will be glad to send doctors a full- 
size packet of Tampax, together with 
full details on request to Tampax 
Ltd., 10 Bolton Street, London, W.1. 
18 
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*% This is one of many unsolicited testimonials from 
members of the medical profession. For reasons of 


professional etiquette it is reproduced in formal 


script and not the original handwriting. 


TAMPAX LTD., 10, BOLTON STREET, LONDON, W.1 
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COMMON CONSTIPATION DURING PREGNANCY 


How regularity can be maintained 
without aperients 


T is the experience of many leading obstetricians 
that, by increasing the intake of “ bulk” in the 
diet, regularity can almost invariably be maintained 
throughout pregnancy without recourse to aperients. 


For this reason, Kellogg’s All-Bran is especially 
to be recommended in the diet of expectant mothers. 


All-Bran is purified wheat bran in the form of an 
attractively crisp breakfast cereal. It provides the 
same type of fibrous bulk as that derived from fruit 
and vegetables but has this striking advantage : the 
fibrous matter in bran, unlike that of vegetables, 
breaks down less easily during the process of diges- 
tion and is therefore far more effective in promoting 
regular and thorough action of the bowels. 


The function of All-Bran 


The great value of All-Bran is that it absorbs water 
and softens like a sponge. This water-softened 
mass gently but effectively aids elimination. Eaten 
regularly, All-Bran promotes normal colonic peri- 
stalsis and results in easy, natural evacuation of the 


bowel contents without strain on the pelvic organs. 
Moreover, its Vitamin B and iron content make it a 
particularly valuable food during pregnancy and 
lactation. 


Eaten daily, All-Bran ensures comfortable regu- 
larity even during the later stages of pregnancy when 
the tendency to common constipation is increased by 
growing pressure on the internal organs. During 
the lying-in period it is also invaluable in aiding a 
quick return to normal habits and as a means of 
avoiding harmful strain on weakened muscles. 


All-Bran may be served as a cereal with milk or 
cream, or cooked into appetising scones, bread, etc. 
It may also be taken in combination with other 
cereals or sprinkled over salads and other foods. To 
ensure maximum effectiveness, plenty of fluid 
should be taken, preferably between meals. All-Bran 
is obtainable from all reliable grocers. A packet will 
be sent free on request to any qualified practitioner. 
Inquiries should be addressed to : Kellogg Company 
of Great Britain Ltd., Stretford, Manchester. 


An excellent breakfast for the expectant 
mother consists of All-Bran, with milk or 
cream, followed by fresh fruit or salad. To 
drink — weak, freshly-made tea, milky 
coffee or fruit juice. 


‘| 
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BIOLOGICAL TREATMENT OF 


CONSTIPATION 
NON-HABIT. FORMING 


CONTINENTAL LABORATORIES LTD. 30.MARSHAM STREET, LONDON 
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Making Milton, the non-caustic 


hypochlorite . . . stable form 
and at standard strength a 


You know Eusol. But do you know 
Milton? Milton is a hypochlorite anti- 
septic of a far more satisfactory nature 
than Eusol, which is in general hospital 
use, Whereas Eusol must be freshly 
made each day, Milton (prepared by 
electrolysis, which gives it increased 
chemical activity) 
is subjected to a 
process which, 
for all practical 


purposes, ensures 


Battery of motor 
generators used for 
the manufacture of 
Milton by a special 
electrolytic process. 


INDICATIONS 


GARGLING. As a prophylactic measure 
or as routine treatment of infection. 
CATARRH. A solution not exceeding 5% 
is most efhcacious when applied by spraying. 
The special Milton Nasal Spray (3/- from all 
chemists) may be prescribed. 


The electrolysing 


its complete stabilisation for at least 
two years if kept in non-actinic 
containers, 

Milton possesses all the remarkable 
germicidal and cleansing properties of 
the hypochlorite class of antiseptic, yet 
contains no caustic elements in_ its 
composition. In 
London alone, 47 
hospitals now 
employ Milton 


in general use. 


tanks 


Members of the Medical Profession are invited to write 
to Research Dept., Milton Proprietary Ltd, Fohn Milton 
House, London, N.7, for free professional sample bottle 
of Milton and informative literature and copies of 


DOUCHING. Milton is alkaline, deodorant, 
germicidal, miscible with mucus and pus ; 
harmless to delicate internal membranes. 

WOUNDS, CUTS, SCALDS. The hypo- 
chlorite characteristics of Milton are invaluable 
for cleansing and sterilising. 


independent laboratory reports . . 
to Fohn Milton House. 


. or to arrange a visit 
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THE 
BUILDING 
BLOCKS OF 
LIFE 


Foods, the building blocks of life, are not 
devoid of demands upon the organism. 
Some of them, necessary for cell-growth 
and repair, produce an acid residue that 
must be neutralized 


VINEGAR ALKALI 


Normally, the alkaline ash foods are 
adequate for this purpose. But when 
acidosis complicates disease, food is not 
enough. The administration of alkalies is 
necessary. 


Acidosis of the non-ketogenic type 
readily yields to alkalization with 
Alka-Zane, as it supplies sodium, 
potassium, calcium and magnesium in 
proper proportions for quickly replenish- 
ing and efficiently maintaining the alkali 
reserve. 


URINE 


Alka-Zane contains carbonates, phos- — 
phates and citrates only —no tartrates, 
lactates or sulphates and no sodium 
chloride. 


Alka-Zane is supplied in 4-oz. bottles. 
WILLIAM R. WARNER & CO. LTD. 


Power Road, Chiswick, London, W.4 
CALCIUM ALKALINE SALT 


The symbols depicted above were among those used in antiquity. 


MADE IN ENGLAND 
22 
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@ ANAEMIA 
eCONVALESCENCE 
eASTHENIA 


POLYHORMONAL. 
BIOLOGICAL 


ADMINISTRATION, 


TRADE MARK BRAND. 


PURE HOARSE SERUM OF SECOND BLEEDING 


AMPOULES (Oral) 

| to 2 per day — before breakfast. 

in a quarter glass of cold water 
SYRUP 

| to 3 tablespoonfuls daily 

before meals 

in a quarter glass of cold water 


Samples and literature | 
on application to 
ROUSSEL LABORATORIES LTD 


Sole Distdbators for 36, Cavendish Square, LONDON, W.1 
THE ANTIGEN LABORATORIES, Mayfair S885. 


Paris, Milan, Brussels, Madrid,, Varsovia, Bucharest, | Bombay, 
95, Gt. Portland Street, London, W.1 Mexico, Rio de Janeiro, Buenos-Ayres. 
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: SEVEN AND ONE-HALF GRAIN CAPSULES 
IRON AND AMMONIUM CITRATE 


*“PLASTULES’ srann HAMATINIC COMPOUND 


IMPROVED IRON TONIC 


Leading authorities are of the opinion that large doses of 
iron are no longer necessary for the successful treatment 
of hypochromic anaemia and debility. Independent in- 
vestigations have shown that ‘ Plastules’ yield rapid clinical 
response, equivalent to the results obtained from massive 
doses of other forms of iron. The average patient requires 
only three ‘Plastules’ Plain daily which obviates the 
unpleasant effects usually associated with massive iron 
feedings. Prescribe ‘Plastules’ for your patients and note 
the immediate results—appetite and colour return rapidly. 


Samples and literature on request. 


JOHN WYETH & BROTHER LTD., 25, OLDHILL PLACE, LONDON, N.16 
24 
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SYRUP. AMMONII MANDELAT. 


An elegant preparation of Ammonium Mandelate in the form of a sweetened, 
orange-flavoured syrup. 

Two fluid drachms contains three grammes of Mandelic Acid as the Ammonium 
salt. An efficient treatment for cases of Urinary Infection. No Ammonium 
Chloride or other additional drug is necessary in normal cases. May be given 
at all ages. 

Dose for Adults.—Two teaspoonfuls four times daily with a little water. 
Circular with full particulars free on application. 


LIN. BETULZE CO. wewerrs 


Therapeutically equivalent to several times its weight of Sodium Salicylate without 
causing headache, tinnitus, &c. Has proved most useful in the external treatment 
of pure Rheumatism, Sciatica, Lumbago, &c. The external dose is about one 
drachm rubbed over the affected parts. 


In 5, 10, 22, 40, and 90 oz. Bottles. 


MIST. PRUNI VIRG. CONC. 


A valuable stimulant and expectorant cough mixture, containing Carbonate of 
Ammonium, Ipecacuanha, Senega, Squill, and Syrup of Wild Cherry Bark. Quite 
free from Morphine, Opium, or poisons, so can be safely administered to children. 

Dose: 1 to 2 drachms diluted. 
In 22, 40, and 90 oz. Bottles only. 


UNG. IODERMIOL te 


It has been found most useful for Enlarged Glands, Rheumatic and Gouty 

Affections, Lumbago, Sciatica, Swollen and Stiff Joints, Skin Diseases, &c. 

UNGUENTUM IODERMIOL et METHYL SALICYL. (HEWLETT’S) 
Containing about 5% of Iodine, in a stainless non-irritating form, together with 


5% Methyl Salicylate. Useful in the treatment of Enlarged Joints, Synovitis, 
Rheumatoid Affections, &c. 


VERONIGEN 


A liquid preparation of the Hypnotic Barbitone or Diethyl-Barbituric Acid has 
long been desired as a useful means of procuring sleep. When given in reasonable 
doses it is claimed that it does not produce any toxic symptoms whatever, and in 
ordinary cases of insomnia one fluid drachm of Veronigen is quite sufficient dose 
for an adult. 

Dose for Adults —One fluid drachm diluted, about one hour before going to bed. 

For Nervous Sleeplessness in Children.—10 to 20 minims diluted. 


MIST. TUSSI RUB. CONC. @emerss) 


A favourite and economical cough mixture, containing Hydrobromic Acid, 
Chlorodyne, Dilute Hydrocyanic Acid, &c. Most successful in allaying post- 
influenza coughs that are so persistent. One or two ounces diluted with water to 


make eight ounces forms one of the most effective and elegant mixtures that can 
be made, and certainly the least expensive. 


In 22 oz., 40 0z., 44 Ib., and 8 Ib. Bottles only. 


C. J. HEWLETT & SON, LTD., 35 to 42, Charlotte Rd., 


LONDON, E.C.2 
Telegraphic Address : “ PEPSINE, FINSQUARE, LONDON.” 


Telephones : BISHOPSGATE 1172 & 1173 
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PROGRESS IN 
Biological 
Therapy 


iological investigation was commenced by 


Parke, Davis & Company forty years ago. 
In 1898 the firm produced the first 2000-unit 
per c.c. diphtheria antitoxin ever obtained. 
Biological work developed so extensively that, 
soon after, a biological farm was established 
for the production of serums, antitoxins, etc., 
and from that time Parke, Davis & Company 
have built up a reputation for biological 
products that is without equal. Progress in 
this department of medicine is active, and 
constant study is directed towards the elucida- 
tion of the many problems relating to serum 
production ; C25 improvements in culture 
media, reduction of protein content and volume 
of dose of antitoxins. The introduction of an 
active meningococcus antitoxin is one of the 

firm’s recent achievements. 


PARKE, DAVIS & CO. 
50, BEAK STREET 
LONDON, 


Laboratories : Hounslow, Middlesex. 
Inc. U.S.A., Liability Ltd. 
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Type all pneumonias— 


DIAGNOSTIC ANTIPNEUMOCOCCIC SERA 


Lederle 


FOR TYPES I TO XXXII 


PNEUMOCOCCUS TYPING 


THE NEUFELD METHOD of type diagnosis has made 
specific serum therapy practicable. 

Typing directly from sputum frequently permits a type 
diagnosis within a few minutes. 

Early specific treatment—so vital to successful serum 
therapy—is possible only when the pneumococcus type 
is determined early. 

Therapeutic sera are now available for a greater num- 
ber of pneumococcus types. Approximately 75% of all 
adult pneumococcus pneumonias can be treated by 
means of specific sera for Types 1, 2, 4, 5, 7, and 8. 

“Diagnostic Antipneumococcic Sera (Rabbit), Lederle” 
for typing by the Neufeld reaction, are available in the 
following packages : 


—1.0 CC. VIAL... .... ... 48. Id. 


For each of the monovalent types and for 
the following combinations :— 


Mixture “A”—containing Types 
I, 2 and 7 

Mixture Types 
3, 4, 5, 6 and 8 

Mixture “‘C’”’—containing Types 
9, 12, 14, 15 and 17 

Mixture “D’’—containing Types 
10, II, 13, 20, 22 and 24 

Mixture ‘‘E”’—containing Types 
16, 18, 19, 21 and 28 

Mixture “F”’—containing Types 
23, 24, 27, 29, 31 and 32 


A Product of 


LABORATORIES, Inc. 
NEW YORK 
, Distributed in England by 


. 


The Old Medical School, LEEDS. Telegrams and 
Cables “Aseptic Leeds.” Telephone 20085 (3 lines). 
252 Regent Street, LONDON, W.1. Telephone 
Telegrams and Cables “Regent 1884 London.” 

Agents for Eire WILCOX JOZEAU & CO. 


19 Temple Bar, Dublin 
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PROGRESS IN 
Biological 
Therapy 


iological investigation was commenced by 
Parke, Davis & Company forty years ago. 

In 1898 the firm produced the first 2000-unit 
per c.c. diphtheria antitoxin ever obtained. 
Biological work developed so extensively that, 
soon after, a biological farm was established 
for the production of serums, antitoxins, etec., 
and from that time Parke, Davis & Company 
have built up a reputation for biological 
products that is without equal. Progress in 
this department of medicine is active, and 
constant study is directed towards the elucida- 
tion of the many problems relating to serum 
production ; e.g., improvements in culture 
media, reduction of protein content and volume 
ot dose of antitoxins. The introduction of an 
active meningococcus antitoxin is one of the 

firm’s recent achievements. 


PARKE, DAVIS & CO. 
50, BEAK STREET 
LONDON, 


Laboratories : Hounslow, Middlesex. 
Inc. U.S.A., Liability Ltd. 
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Type all pneumonias— 


DIAGNOSTIC ANTIPNEUMOCOCCIC SERA 


Lederle 


FOR TYPES I TO XXXII 


PNEUMOCOCCUS TYPING 


Rapipb—ACCURATE 


THE NEUFELD METHOD of type diagnosis has made 
specific serum therapy practicable. 


Typing directly from sputum frequently permits a type 
diagnosis within a few minutes. 


Early specific treatment—so vital to successful serum 


therapy—is possible only when the pneumococcus type 
is determined early. 


Therapeutic sera are now available for a greater num- 
ber of pneumococcus types. Approximately 75% of all 
adult pneumococcus pneumonias can be treated by 
means of specific sera for Types 1, 2, 4, 5, 7, and 8. 

“Diagnostic Antipneumococcic Sera (Rabbit), Lederle” 
for typing by the Neufeld reaction, are available in the 
following packages : 


—1,0 CC. VIAL... ... .... 48. Id. 


For each of the monovalent types and for 
the following combinations :— 


Mixture “A”—containing Types 
1, 2 and 7 

Mixture ‘*B’’—containing Types 
3, 4, 5, 6 and 8 

Mixture ““C””—containing Types 
Q, 12, 14, 15 and 17 

Mixture “D”—containing Types 
10, II, 13, 20, 22 and 24 

Mixture ‘“‘E’”’—containing Types 
16, 18, 19, 21 and 28 

Mixture ‘‘F’’—containing Types 
23, 24, 27, 29, 31 and 32 


A Product of 


LABORATORIES, Inc. 
NEW YORK 
, Distributed in England by 


. 


The Old Medical School, LEEDS. Telegrams and 
Cables “Aseptic Leeds.” Telephone 20085 (3 lines). 
252 Regent Street, LONDON, W.1. Telephone 
Telegrams and Cables “Regent 1884 London. 


Agents for Eire WILCOX JOZEAU & CO. 
19 Temple Bar, Dublin 
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evidence of the most pos! ffects 

tive character proving the The unique soothing Pro 

fficacy of ‘ Angiers in su perties of ‘Angiers > its 
e an chronic pron- favourable influence upon 


pectoration, a 

flammation, put it likewise poth during and after 1 
improves putrition an fluenza. It has 2 ™ ell 
effectually overcomes the established reputation for 
constitutional debility 5° efficiency 1 relieving the 
frequently associated W ith troublesome Jaryngeal or 


tracheal cough, correcting 


these cases: Bro 
patients are nearly always 


pleased with ‘Angiers’ and 
often comment upon its 


ples to the Medical Profession 


ANY, LIMITED 
ELL ROAD; LONDON, 
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for 


VOLUNTARY PARENTHOOD 


The introduction of Volpar, the new contraceptive formulated in co-operation 
with the Birth Control Investigation Committee of the National Birth Control 
Association, marked an important new development in the history of 
birth control. 


Volpar is the outcome of exhaustive research extending over a period of 
ten years’ continuous investigation; it has been subjected to stringent 
laboratory tests which show it to, be far more powerful than any other 
spermicidal preparation in use. 


Volpar is issued in two forms: Volpar Gels—soluble suppositories 
primarily intended for use alone, or (for maximum safety) with a cap or 
sheath: Volpar Paste — a non-greasy paste for the lubrication of occlusive 


caps and sheaths or condoms. 


Volpar Gels and Volpar Paste, in addition to being thoroughly efficient, are 
zesthetically unobjectionable. 


Literature on request 


Vol /S/6 
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Cow of Hathor. With a Por- 
trait figure of PSEMTHEK, a 
priest and governor of the Tem- 
ple of Hathor, who dedicated 
the monument of the shrine of 
the Goddess. XX VIth Dynasty. 


HEN the general nutrition of the 

body is below normal asa result of 
dietary errors or of debilitating diseases, 
the use of ‘ Ovaltine’—a true physio- 
logical tonic —is of greater and more 
lasting value than that of chemical 
stimulants. It adequately reinforces and 
renders safe the: ordinary dietary; is a 
powerful source of energy and assists 
tissue regeneration. 


The Natural Aid to Nutrition 


A considerable measure of the value of 
Ovaltine’ as a highly satisfactory 
accessory food and aid to nutrition, is 
due to the fact that it presents the more 
important vitamins A, B (complex) and D 
in active condition as well as readily 
assimilable calcium, phosphorus and 
iron. ‘Ovaltine’ is not only highly 
nutritious, but really delightful to the 
taste and particularly easy of digestion. 


A liberal supply for clinical trial sent free on request. 
A. WANDER LTD, 184, Queen’s Gate, London, S.W.7 
Laboratories & Works: 


King’s Langley, Herts. 
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Ext LILLy AND COMPANY LIMITED 


Pharmaceutical and Biological Products 


MERTHIOLATE! 
Sodium Ethyl Mercuri Thiosalicylate 


In the Operating Room 


‘Merthiolate’ brand sodium ethyl mercuri thiosalicyl- 
ate is an antiseptic with properties in keeping with 
the highest standards of aseptic surgical technique. 

Tincture ‘Merthiolate,’ an alcohol-acetone-aqueous 
solution, is particularly suitable for preoperative prep- 
aration of the intact skin. 

Solution ‘Merthiolate,’ an isotonic, aqueous dilution, 
1:1,000, is recommended for open wour.ds and for 


application to membrane surfaces. 


Prompt Attention Given to Professional Inquiries 


2, 3 AND 4, DEAN STREET ' LONDON, W.r. 
Telephone: Gerrard 2144. 


Distributing Agent in Britain for 
ELI LILLY AND COMPANY, INDIANAPOLIS, U.S.A. 
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ERGOMETRINE 


= 
ML 
ELLcome’ 
Hon of Ergome rine 
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Action is pronounced by 
mouth or by injection. 


Valuable after parturition. 
Parenterally, it effectively 
controls post-partum 
hamorrhage. The alkaloid By mouth. Dose, 0°35 mgm. to \ mgm. 
is notable for a very TABLOID’ [ERGOMETRINE 


high degree of purity. Its 
use facilitates the safe 
administration of known, 


WELLCOME’ 
SOLUTION oF ERGOMETRINE 


By Injection 


TABLOID’ 
HYPODERMIC ERGOMETRINE 


“"HYPOLOID'™ ERGOMETRINE 


ux“ WELLCOME’-- 
ERGOTOXINE ETHANESULPHONATE 


Originated and introduced by Burroughs Wellcome & Co. 
and now adopted in the official assay of certain ergot 
preparations (B.P. 1932). 


adequate doses. 


For prices and descriptive notes, see WELLCOME’S MEDICAL DIARY o 


special literature, post free on request 


» BURROUGHS WELLCOME & CO., LONDON 
Address for communications; SNOW HItt BUILDINGS, E.C.1 
odd Exhibition Galleries: 10, HENRIETTA PLACE, CAVENDISH SQUARE, W.1 
Associated Houses: 
NEW YORK MONTREAL SYDNEY CAPE TOWN MILAN BOMBAY SHANGHAI BUENOS AIRES 
H 5672 COPYRIGHT 
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REFINED 
DIPHTHERIA ANTITOXIN 
—GLOBULINS 


High concentration has led to 

presentation of unit doses in 

LESS THAN HALF the usual 
volume of fluid. 


Amount of protein corre- 


spondingly reduced. 


Liability to cause sickness and 


serum rash is lowered. | inary 
Refined 
Although embodying these im- D lagram showing relative 
provements the Refined Antitoxin fluid volume of equivalent 


is available at the same prices as A 
doses of Refined and Ordinary 
the Concentrated Antitoxin. 


Concentrated Antitoxin. 


Literature to Medical Men, on request 


Prepared at 


THE WELLCOME PHYSIOLOGICAL RESEARCH LABORATORIES 


LANGLEY COURT, BECKENHAM, KENT 
Supplied by 


Ais BURROUGHS WELLCOME & CO., LONDON 
VW Address for communications; SNOW HILL BUILDINGS, E.C.1 
Exhibition Galleries: 10, HENRIETTA PLACE, CAVENDISH SQUARE, W.1 


Associated Houses: 
NEW YORK MONTREAL SYDNEY CAPE TOWN MILAN BOMBAY SHANGHAI BUENOS AIRES 


H 3692 COPYRIGHT 
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EVANS’ 
ANTITOXINS 


Diphtheria Antitoxins— Streptococcus Antitoxins— 

Concentrated Erysipelas 

2,000 units per cc. Puerperal 
Scarlatina 

Super-Concentrated Tetanus Antitoxins— 

3,000 (or more) units per cc. Prophylactic 
Curative 

Products of 


THE EVANS BIOLOGICAL INSTITUTE 


Distributed by 


Evans Sons Lescher & Webb Ltd. 


Liverpool and London 


who prefer to boil or — 
- PARK STREET, LEEDS ~ 252 REGENT STREET, LONDON, W. 1_ 


D&G Sutures are issued for usage under Ministry of Health Licence 032-C 


| We 
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HORMONE TREATMENT 


in imperfect descent 
of the testis 


“The disadvantage of waiting for spontaneous descent in any except 
the retractile type is that ifan anatomical abnormality be present, the 
diagnosis of which may deceive even the elect, spontaneous descent 
can never occur. Waiting until after puberty in the hope of spon- 
taneous descent is in such a case an unnecessary and unjustifiable 
delay. Analysis of the results in the present series shows that if in 
cases of doubt a retained testis does not respond after six months of 
hormone treatment, it is highly probable that there is an anatomical 
abnormality.”’ THE LANCET, October 29, 1938. Pages 983-987 


PREGNYL 


Samples and literature gladly sent on request. 


ORGANON LABORATORIES 


Standardised Biological Products 


77 NEWMAN STREET, LONDON, W.1. 


Telegrams : Menformon, Rath, London. Telephone : Museum 2857 (3 lines) 
India : Morison, Son & Jones (India) S. Africa : Heynes Mathew Ltd., Australia : F.H. Faulding & Co. Ltd. New Zealand: Dominion Dental 
Ltd., P.O. Box 258, Bombay. P.O. Box 242, Cape Town. Supplies Ltd. 


‘Ciba 
A non-toxic circulatory and respiratory stimulant for oral, hypodermic, 


intravenous and intracardiac administration, improves the pulse 
and blood pressure. reinforces the contractions of the myocardium. 


Increases the respiratory amplitude, activates the ventilation of 
the lungs causing cyanosis fo disappear. ’ 


Indicated in collapse, coma, accidents during narcosis, poisoning by coal gas, 
narcotics and barbitone derivatives, fatigue phenomena, etc. 


CORAMINE LIQUID FOR ORAL USE 
CORAMINE AMPOULES FOR INJECTION 


Literature and Samples on request 


CIBA LIMITED 


40 Southwark Street, S.E.1 


Telephone: Hop 1041 Telegrams: Cibadrugs Boroh London 
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NEW PRODUCTS 
IODAMELIS 


An organic combination of lodine and Hamamelidin which is 
exceptionally well tolerated and does not give rise to iodism. 
lodamelis improves circulation, removes congestion, reduces arterial 
pressure and accelerates general nutritional processes. 


Supplied in bottles of 25 c.c. with dropper. 


PANTAVENE 


A natural neuro-muscular tonic containing the active principles 
of Oats (avena sativa). Pantavene restores normal vitality and 
well-being and is specially indicated in muscular and nervous 
asthenia, debilitated states, hypotension, melancholic depression. 


Supplied in boxes of 60 Tablets. 


THIONAIODINE 


A complex lodine-Sulphur-Magnesium combination which, by injec- 
tion, exhibits an antalgic, anti-rheumatic and neuro-sedative action 
in the treatment of all forms of rheumatism, in neuritis, sciatica, 
arthritis, lumbago. 

For intramuscular injection, Ampoules A, 5 c.c. and 10 c.c. 

For intravenous injection, Ampoules B, 10 c.c. and 20 c.c. 


URANDIL 


An lodine-Uranium Ointment of unique composition by means 
of which the penetrative action of nascent lodine combined with 
the radio-activity of Uranium can be effectively utilised in the 
treatment of Dermatoses. 

Supplied in tubes of | oz. 


Literature and clinical specimens on request 


THE ANGLO-FRENCH DRUG CO., LTD., 
Il & 12, GUILFORD STREET, LONDON, W.C.!I 
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IN ANASTHESIA 


According to a recent paper published by Dr. C. F. Hadfield, 
“THE JOINT ANASTHETICS COMMITTEE: A RETRO- 
SPECT OF ELEVEN YEARS’ WORK .”’ (Proceedings of the 
Royal Society of Medicine, June, 1935, Vol. XXVIII., Section 
of Anesthetics, pp. 25-36), “the Pharmacopeeia Standard for 
anesthetic ether being what it is, it is obvious that all ethers 
complying with it must be entirely above suspicion. Any ether 
good enough to pass the pharmacopeeia tests and to retain the 
purity thus ensured under all reasonable conditions may 
be regarded as a perfect ether for all anesthetic purposes.”’ 


Howards’ Standard Ether has been made to answer even 
more stringent demands in order to afford additional 
safeguards for its use both at home and abroad under 
different climatic conditions. It is of higher standard even 
than that laid down by the B.P. though it costs no more. 
Howards’ Standard Ether is available to the medical pro- 
fession in special amber bottles of }1b., 3 Ib., and | Ib., and 
in winchesters, and may be obtained through any Chemist 
or Wholesale House. 


Manufactured by 


HOWARDS & SONS LTD. (i;) ILFORD 


AETHER 
| 
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hd) CHAI STMA 
ponecast 


bed 


i 


4 ” : 
g; Medium ¢ Mild in all districts 


Baad 


Medium" or “ Mild” 
the ‘present’ forecast for 
Christmas and a 
very cheery one for all F 
concerned because the § 
fragrance of Player's 1s as 
much a part of Christmas 
as crackers and pies. So 
give 
Cigarettes you can be sure 
a smoker would choose 
himself... And you can 
please individual tastes by 
sending “Medium” or 


WAVY CIGARETTES: IN XMAS CARTONS 
* 7 * 


WARD 2513 50275 
“Mild”; both are Cork BECORATER 50+ 26 410 150 
All SUPPLIED CORK-TSPPED 08 PLAIN 


MEDIUM NAVY CUT TOBACCO 22 


38 ¢ 'ssued by The Imperial Tobacco Company (of Great Britain and Ireland), Led. NCC452.V. 
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Schweppes 


SUGAR-FREE GINGER ALE.... 
SUGAR-FREE TONIC WATER... 
SUGAR-FREE SPARKLING LIME 


Approved by the Institute of Hygiene and the Diabetic Association. 


These beverages have been analysed by the Institute of Hygiene and 
found “free from sugar and metallic contaminants.” The analyses 
shown have been accepted by the Medical Advisory Council of The 
Diabetic Association and recommended for diabetic and obese subjects. 


ANALYSIS SHOWED THE FOLLOWING RESULTS : 


Carbohydrates absent 6.2% Carbohydrates absent 9.1% Carbohydrates absent 11.8% 
Protein absent absent Protein absent absent Protein absent absent 
Fat absent absent Fat absent absent Fat absent absent 


FOR FREE SAMPLES WRITE TO: MESSRS. SCHWEPPES LTD. 1 CONNAUGHT PLACF. LONDON W.> 


For upwards of thirty- 


DeKYPERS 
HOLLAN DS 


: J GOUT RHEUM ATISM Distilled with the Juniper berry 


from genuine malt liquor. The 


ECZEMA SCABIES & advantage gained by distilling 


the berry with the spirit is 
ALL SKIN DISEASES the production of a prepara- 
Relieve Pain and Intense Itching. tion of Oleum Juniperi, mellow 
Soothing and Sedative in Effect. Instant- and free from all irritating 


ly Prepared. No objectionable Odour. properties 


SULPH AQ UA SOAP It can be described as carmina- 


Extremely Effective in Disorders of the tive, anti-spasmodic and a 

Sebaceous Glands and in Eczematous stimulating diuretic, valuable 

and other Skin Troubles. be 
a In boxes of j-doz. and |-doz. BATH CHARGES 2-doz. in many conditions and can 


TOILET CHARGES, and {-doz. SOAP TABLETS. 


THES.P CHARGES cs 


STOCKED BY ALL THE LEADING WHOLESALE HOUSES IN SOUTH 
AFRICA, CANADA, AUSTRALIA. NEW ZEALAND. INDIA, U.S.A. 


safely taken with regularity. 


Distilled by the same family for 241 years. 
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K.B.B. IDEAL SHADOWLESS LAMP, 70cm. 
diameter,ceiling pattern complete with Suspension 
ear and Counter Balance, with Special Electric 
Bulb for Voltages up to 250. ; 
Other types and sizes on application. 


All British 


Shadowless Lamps 


for Operating Theatres 


PROVIDE AN INTENSE, SHADOWLESS, COOL © 
AND DIFFUSED LIGHT. 


LOW FIRST COST, LOW MAINTENANCE, EASY 
TO INSTAL. CAN BE_TILTED AS REQUIRED 
BY A TOUCH. 


EMERGENCY LIGHTING AVAILABLE, NO 

GLASS MIRRORS. 

Most of the leading Hospitals, 

Infirmaries, and Institutions 

throughout the country, includ- 

ing those of The London 

County Council and the 

Admiralty, have _ installed 
this Lamp. 


Write for Descriptive Illustrated Leaflet 


KeLvin, BoTToMLey & Bairp Ltp. 


Cambridge Street, Glasgow, C.2 
303 Shelil-Mex House, Strand, London, W.C.2 


ATOMIZERS 


The Aerograph Company, Limited 
43 Holborn Viaduct, London, E.C.| 


Telephones: Holborn 1257-1258 
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SPRAYED AS DIRECTED 


Home treatment with an atomizer 
requires only a few seconds of your 
patient’s time. Spraying is quick, 
easy and sends the solution where 
you want it to go. The illustrations, 
which are based on X-Ray research, 
clearly demonstrate the advantages 
of the atomizer as compared with 


the dropper. 


__________— 
| 
CVS-153 
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positories definitely effective in 
Pruritus Ani—severe case, 


A free supply for clinical trial 


* together with interesting litera- 

where only Ungt. Cocaine wore on Thersey sent 

. fy to any member of the medical 
gave relief. 


profession on request. 


—M.B., Ch.B. 


CHAS. ZIMMERMANN & CO. Ltd. 
9-10, St. Mary-at-Hill, LONDON, E.C.3 


UNG. DERMALON 


| 
| 
| 


An Ointment containing the BS constituents of Birch Tar combined with 
the Oleates of Zinc and Bismuth, etc. 


It has proved most efficacious in allaying various forms of inflammation and eruptions of the 
Epidermis, and is an excellent application for Eczema, Psoriasis, Acne, etc. 
The medicaments of Dermalon Ointment are also incorporated in the following preparations : 


Dermalon Dusting Powder Dermalon Soap 


PRICE LIST ON APPLICATION. 


GALE, BAISS & CO. Ltd., Wholesale Chemists and Druggists, 
274/276, ILDERTON ROAD, LONDON, S.E.15. 


Telephone: New Cross 0094. 


OUR SERVICE TO DOCTORS 
AND THEIR DEAF PATIENTS! 


—NUMBER TWO— 

|X prescribing “Ardente "’ for your deaf patients when an aid becomes necessary, you are safe because 
they can obtain service in most important towns throughout Great Britain—to meet any change in 
their aural condition. As an additional safety factor, each “Ardente "’ is covered by its maker's 


qperemmee. There are a full range of “Ardente’’ types—electrical and non-electrical Bone- 
nduction, Granule, Valve and Phantom types—which are 


Individually suited, after Aurameter Test, to the needs of each 
case—no expense ‘being incurred until hearing satisfactorily. 
M. Inet. P-L 


10 Medals, 5 Diplomas. Supplied Nationa! Health lasurance. 


Birmingham Bristol Cardiff Exeter Edinburgh Glasgow Leeds Leicester Liverpool Manchester Newcastie Southamptor 


JENNER INSTITUTE VACCINE LYMPH 


PREPARED IN ACCORDANCE WITH THE THERAPEUTIC SUBSTANCES REGULATIONS (BRITISH PRODUCT) 
Telephone: SINGLE VACCINATION TUBES «~ ~ 8d.each; 7s. dozen. Postage lid.extra 


, 


Telegrams: 
1347. LARGE TUBES (EXPORT Only) sufficient for 5 vaccinations, 1s. 3d. each; 12s.dozen, PHONE, 
SOLE AGENTS FOR SCLAVO'S ANTI-ANTHRAX SERUM. LONDON ” (2 words). 


JENNER INSTITUTE FOR CALF LYMPH LTD., 73, Church Road, Battersea, S.W.11. 
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tain 42-00%, 


ERCO HEALTH BREAD 


Rolls, Loaves, Batons and Crack- 
nels are starch-reduced and con- 
Protein, 
Carbohydrates. Recommended as 
a substitute for ordinary bread. 
Beneficial for maintenance of gen- 
eral health. Hygienically packed. 
Sample, Diet Plans and Analysis 
sent post free on request. 

POLLEY & COMPANY LTD. (Dept. L), 
Piymouth Road, London, E.16. 


49-10% 


IMPORTANCE OF SHREDDED WHEAT’S 
Five Food 


Vitamin B’| For Growth Va lu 
For Body- 
Proteins Building alues. 
Mineral | For New 
Salts Tissues 
= For Energy 
Bran for Regularity 


The valuable bran which the system 
needs to function with regularity 
and thoroughness is afforded by 
Shredded Wheat in the same abun- 


5. BODILY 
EFFICIENCY dant measure in which it is found 
in the pure whole wheat. This is 


why Shredded Wheat promotes bodily efficiency in Nature's own gentle 
way. As you can see for yourself, it is a food replete with a// the elements 
of wheat. And it is a food enjoyed by all. 


SHREDDED WHEAT 


Made Ly The Shredded Wheat Co. Ltd., Welwyn Garden City, Herts 


VALUABLE BOOK 


Are ing for any MEDICAL, SURGICAL 
DEN TAL EXAMINATION ? 
Send Coupon below for our valuable publication 


‘GUIDE to MEDICAL 
EXAMINATIONS 


PRINCIPAL CONTENTS : 

The Examinations of the Conjoint Board. 
M.B. of all British Universities. 

ow to t am. 
The M.S.Lond. and other Higher Surgical Examinations. 
The M.R.C.P. 
The D.P.H. and how to obtain it. 
The Diploma in Tropical Medicine. 
The Diploma in Psychological Medicine. 
The Diploma in Ophthalmology. 

Diploma in Laryngology. 

Do not fail to get a copy of this book before com- 
mencing preparation for any Examination. It con- 


tains a large amount of valuable information. 
Dental Exams. in special dental guide. 
Send for your copy now ! 


The Sec: 
CORRESPONDENCE 
19, Welbeck Street, Cavendish Square, London, W.1 
Smr,— Please send me a copy of your “* Guide to Medical 
Examinations’ by return. 

Address 


Examination in } 
which interested 
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LOVIBOND COMPARATOR 


FOR ESTIMATION OF 


HAMOGLOBIN, pH, _ BILIRUBIN, 
BLOOD SUGAR, 
CARBOXY- 
HAMOGLOBIN, 
BLOOD UREA, 


PROTEINS, Etc. 
THE TINTOMETER Ltd. 
The Colour Laboratory, 
Salisbury, 


PRELIMINARY EXAMINATIONS FOR MEDICAL 
AND DENTAL STUDENTS 


The College « of Procepters holds Preliminary Examinations in 
March, June, September, and December. For regulations, apply 
to the College of Preceptors, Bloomsbury-Square,. 
London, W.C.1 


UNIVERSITY EXAMINATION 
POSTAL INSTITUTION 


Founded in 1882 by E. 8S. WEYMOUTH, M.A. 
Postal or Oral Preparation for all Medical Examinations. 


SOME SUCCESSES 
M.D.(Lond.), 1901-37 (11 Gold Medallists 1913-37) 413 
M.S.(Lond.), 1901-37 (including 4 Gold Medallists) 24 
M.B.,B.S.(Lond. ), (completed exam 255 
F.R.C.S.(Eng.)1919-37 Primary 199; Final 192 


D.P.H. (various), 1906-37 (completed exam.) 348 
F.R.C.S.(Edin,), 1918-37 ............... 65 
M.R.C.P,(Lond.), 1919-37 ............ 286 


M.R.C.S.,L.R.C.P. Final 1919-37 (completed exam.) 606 
M.D. (various), by Thesis. Many Successes. 
D.O.M.S., D.L.0.,D.P.M.,, &. Many Successes. 


MEDICAL PROSPECTUS (47 pages), 


sent gratis, along with List of Tutors, &c., on application to the 
Principal, 17, Red Lion-square, London, W.C.1. (Telephone : 
Holborn 6313.) 


LONDON COUNTY COUNCIL 
A Course of Lectures and Practical Instruction 
for the 


DIPLOMA IN PSYCHOLOGICAL MEDICINE 
will be held at 
THE MAUDSLEY HOSPITAL, Denmark Hill, 8.E.5. 
(University of London.) 

The Course will begin on 2nd January, 1939. 

Applications should be made to Prof. F. GoLua, Director of 
the Central Pathological Laboratory, The Maudsley Hospital. 
(Tel. Rodney 2411.) 
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LONDON SCHOOL OF HYGIENE AND TROPICAL MEDICINE 


(UNIVERSITY 


OF LONDON) 


Incorporating the Ross Institute 


DIPLOMA IN TROPICAL MEDICINE AND 
HYGIENE (Eng.) 
DATES OF THE COURSES 1938 39 
(Part II. cannot be taken before Part I.) 

PART I.—27th September-—16th December, 1938 ; 3rd January 
24th March, 1939; 3rd April—23rd June, 1939, 

PART II.—16th January—17th March, 1939; 17th April- 
16th June, 1939, Fees (inclusive): Part I., £25; 
Part II., £15. 


INDUSTRIAL PHYSIOLOGY and PSYCHOLOGY 


Two Courses are provided, one lasting a year and the other two 
weeks, The shorter course is restricted to persons with adequate 
industrial experience. 


DIPLOMA IN PUBLIC HEALTH 
Course of study (whole-time, nine months) commencing 

26th September. Inclusive fee, 54 guineas, 
Full-time attendance is essential for Part I. of the Course 
(September December) but candidates selected for certain 
appointments in the London County Council’s special hospitals 
will be admitted to Part LI. of the course as part-time students, 


EPIDEMIOLOGY AND VITAL STATISTICS 
Special three-monthly advanced courses, Inclusive fee, 7 guineas. 
For Prospectus and Synopses of Lectures, etc., apply to SECRE- 


TARY, LONDON SCHOOL OF HYGIENE AND TROPICAL MEDICINE, 
Keppel-Street (Gower-street), London, W.C.1. (Museum 3041.) 


N ational Adoption Society, 
4 Baker-street, W.1. Tel.: Welbeck 7211, offers assistance 
in the legal adoption of illegitimate and orphan babies into 
suitable family life. Chairman: The Lady Gweneth Cavendish. 


STAMMERING, SPEECH DEFECTS. 


BEHNKE METHOD. Estab. 1880 CASES, non-resident, 
treated at 39, Earl’s Court-square, 38 W.5, and, in residence, in 
the Summer Holidays at Miss Behnke’s house on the Chilterns. 
*Pre-eminent success in the education and treatment of 

stammering and other speech defects.”’— The Times. 

“Thoroughly physiological principles.”’"—The Lancet. 

‘The method is scientifically correct and pe -rfectly effective.” 
—Guy’s Hospital Gazette. 


*STAMMERING, CLEFT PALATE, SPEECH LISPING.” 3s. 9d. 
of Miss BEHNKE, 39, Earl’s Court-square, S.W.5. 


POST-GRADUATE COURSE IN 
VENEREAL DISEASES 


LONDON COUNTY OU TL (WHITECHAPEL) 
CLINIC, 
Turner-street, E.1. (Ac Meiuing The London Hospital.) 


A three months’ COURSE OF INSTRUCTION in MoprEerN 
METHODS IN THE DIAGNOSIS AND TREATMENT OF VENEREAL 
DISEASES will be given by Lieut.-Colonel E. T. BURKE, D.S.04 
the Director of the Clinic, during January, February, and 
March, 1939. 

Attendance at this course will qualify, subject to the other 
conditions in the Regulations of the Ministry of Health, for 
the Certificate enabling the possessor to hold the position of 
a Venereal Diseases Officer under the Council of a County 
or County Borough. 

The course will consist of twenty-five systematic lectures, 
accompanied by lantern demonstrations, on Mondays and 
Thursdays at 2.30 P.M., beginning on 9th January and ending 
on 30th March, 1939. Every Wednesday at 2 P.M. cases will 
be demonstrated. Those taking the course will also attend 
the practice of the Clinic in order to obtain tuition in intra- 
venous injections, &c. During the three months 130 hours of 
attendance must be put in. 

Those intending to take the course must send their names 
to the Director on or before 20th December, 1938. Fee, 
£10 10s. 


X=RAY CAR SERVICE 


RIABLE Xp 


POWER ROAD, CHISWICK 
TELEPHONE CHISWICK 4006 


ANY HOUR ANY DAY ANY NIGHT 


ANYWHERE 


STAMMERING 
SPEECH DEFECTS 
RESIDENT AND NON-RESIDENT PUPILS. 
Full Particulars upon request to: 


Mr. A. C. SCHNELLE, 
119, Bedford Court Mansions, 
London, W.C.4 


MvusEuM 3665. Estab. 1905. 


DIPLOMA IN PUBLIC HEALTH 
THE ROYAL INSTITUTE OF PUBLIC 
HEALTH AND HYGIENE 


The course of instruction can be commenced at any time. 
Candidates holding appointments are admitted to Part ITI 
Course as part-time students. 
A prospectus and further particulars can be obtained from 
the Secretary. Telephone: Langham 2731-2. 
28, Portland-place, London, W.1. 


HOME for EPILEPTICS MAGHULL 


(Near Liverpool) 
FARMING and OPEN AIR OCCUPATION for PATIENTS 


A few vacancies 
in Ist and 2nd 
Class Houses. 


FEES: 

Ist Class (men 
only) from £3 p.w. 
upwards. 
2nd Class (men and 
women) 32/- p.w. 


For further 
porticulars apply 
Secretary, 


Cc. EDGAR GRISEWOOD. A.C.A., 20, Exchange St. East, Liverpool. 


HEIGHAM HALL, NORWICH 


A PRIVATE MENTAL HOME situated in 14 acres of well- 
wooded grounds. For Ladies and Gentlemen suffering from 
Nervous or Mental Illness. Voluntary Patients, Temporary 
Patients, and Patients under Certificates are admitted for 
Treatment. Fees: from 4 guineas a week upwards, ac ee 
requirements. A few vacancies exist for Ladies an 
Gentlemen at reduced fees on the recommendation of the 
Patient’s own Physician. 
Apply to Dr. J. A. SMALL. 
Telephone: 80 Norwich, 


Telegrams: Small, 80 Norwich, 


WARNEFORD, OXFORD. 
HOSPITAL FOR MENTAL DISORDERS. 


President: The Right Hon. the LorD SAYE AND SELE. 


This Registered Hospital for the Treatment and Care, at 
moderate charges, of Mental Patients belonging to the educated 
classes, stands in a healthy and pleasant situation on Headington 
Hill, near Oxford. Voluntary and Temporary Patients are also 
received for treatment. The adjacent estate of ag «da od 
PARK has recently been acquired and the house, which bh 
been modernised and equipped with every comfort, is Pa 
available for mild and convalescent patients. Private suites 
can be arranged 

For further particulars apply to the Physician-Superintendent. 
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MALE 


& FEMALE ASSOCIATION, LIMITED. 


NURSE 


All Members of our Staff are Total Abstainers 


TERMS frem £3 3s, 


50, NOTTINGHAM PLACE, LONDON, W.1. 


CERTIFICATED HOSPITAL NURSES (Male and Female) AVAILABLE DAY AND NIGHT FOR MEDICAL, SURGICAL, MENTAL AND ALL CASES 
ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT. 


Telegrams: ‘*Gentlest, London.” Telephone: Welbeck 5969 


Apply, LADY SUPERINTENDENT. 


8, HINDE STREET, MANCHESTER SQ., 
LONDON, W.1 


All Nurses fully insured against Accident. 


General 6 Mental Nurses Association, Ltd. 
(MALE & FEMALE) 


SUPPLY STATE REGISTERED NURSES FOR ALL in Kg rr | eee eneee MENTAL AND NERVE CASES, AT A MOMENT’S 


Telegrams: “Isolation, London.” 
Telephone: Welbeck 9842. 


Terms from £3 136. Apply MATRON. 


MALE NURSE 


8, HINDE ST., MANCHESTER SQ., W.1. 


MANCHESTER—287, BRUNSWICK STREET (Facing Owen 

EDINSURGH—7, TORPHICHEN STREET College) 
Terms £4 4 0 per week 

ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT 


TEMPERANCE CO-OPERATION, LTD. 


TRAINED MALE NURSES AND VALET ATTENDANTS for MENTAL, 


MEDICAL, TRAVELLING AND ALL CASES 


Telephones: Telegrams: 
London: 3297 WELBECcK. ASSUAGED, LONDON, 
Manchester: 3619 ARDWICK, ASSUAGED, MANCHESTER, 
Edinburgh : 2715 CENTRAL, ASSUAGED, EDINBURGH. 


Please address all communications W.WALSHE,Secretary. 


CAVENDISH NURSES 


jal Nurses for 
jerve and Mental 
Cases. 


MALE and FEMALE 


A very convenient form of telephone 
message pad sent free on applica- 
tien to the Secretary. 


Branches :—MANCHESTER : 176, Oxford Road. 
Superior trained Nurses for Medical, Surgical, Mental —— 
mania, Travelling and all cases. Nurses reside on the premises 
and are always ready for urgent calls Day and Night. Skilled 
Masseuses, Masseurs, and good Valet attendants supplied. 


Terms from £3 13 6, Apply to the Secretary or Lady Supt. 


Head Office: 54, BEAUMONT ST., LONDON, W.| (late 43, New Cavendish St., London, W.!). 
GLASGOW : 28, Windsor Terrace. DUBLIN : 23, Upper Baggott Street. 


Telegrams: Tactear, London. 
Tactear, Manchester. 

Telephones : London, 1277 Welbeck Q lines). 
Manchester, 3152 Ardwick. en 477 Douglas 
Dublin, 62006. 


Surgical, G 
Tactear, Dublin. 


Telephone: WELBECK 2728. oe 
Telegrams: ASSISTIAMO, LONDON.” 


MALE NURSES 
ASSOCIATION 


29, YORK ST., BAKER ST., LONDON, W.1 


Established 34 years. 


Permanent Staff of Resident Male Nurses 

We supply fully-trained Male Nurses for all cases. 

Thoroughly experienced men with special training 
for mental work. 


W. J. HICKS, Secretary. 


q 


(Grove 


PORTSMOUTH CITY MENTAL HOSPITAL 


Accommodation is provided for the reception of PRIVATE 
PATIENTS of both sexes in three detached Villas, which are 
a nana and pleasantly situated in extensive grounds with sea 

ews 

Charges from 3 guineas weekly 


including all necessaries except 
clothing.—Apply to the Medical 


Resident 


Physician, THOMas BEaATON, O.B.E., M.D 
44 


Littleton Hall, Brentwood, Essex. 


(18 miles from London.) 400 feet above sea. 


A PRIVATE HOME for LADIES situated in large grounds. 
Voluntary, temporary, or certified cases received. 
Apply to Dr. HAYNES. Tel.: Brentwood 45. 


House, All Stretton, 
STRETTON, SHROPSHIRE. 


A PRIVATE HOME for the ap and treatment of a limited 
number of Ladies Mentally Afflicted. 

Climate healthy and bracing 

Apply to Dr. McCLINTOCE, S proprietor and Resident Medical 
Superintendent. 


BARNWOOD HOUSE, GLOUCESTER. 


A REGISTERED HOSPITAL For THE CARE and TREAT- 
MENT or LADIES anp GENTLEMEN 8UFFERING FROM 
NERVOUS and MENTAL DISORDERS. 

Within two miles of the G-W. and L.M. & S. Railway Stations 
at Gloucester, the Hospital is easily accessible by rail from 
London and all other parts of the United Kingdom. It is 
beautifully situated at the foot of the Cotswold Hills, and 


Church 


stands in its own grounds of over 300 acres. Voluntary Patients 
| of both sexes also are received for treatment. Special accom- 
| modation is also provided at five villa residences, all of which 
| stand in their own grounds and are entirely separate from the 
| main Hospital. 
For particulars as to terms, &c., app ply toG.W.T.H 
M.R.C.S., L.R.C.P., D.P.M., Physici 
Telephone : No. 6207 Gloucester. 


. FLEMING, 
an Superintendent. 
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THE RESIDENTIAL TREATMENT OF 
ALCOHOLISM & DRUG ADDICTION 


RENDLESHAM HALL 


(Postal Address), WOODBRIDGE, SUFFOLK 


ENDLESHAM HALL, which is 
open to receive patients, is essen- 

tially a Sanatorium. Its daily life and 
routine are that of an ordinary com- 
fortable holiday or health resort, or of 
a large country house. Each patient 
has all the privileges of a guest consistent 


with the prescribed medical treatment. RENDLESHAM HALL 


Rendlesham Hall has 45 Bedrooms, and about 450 acres of Gardens and Park. 
It has also a private Nine-hole Golf Course, Tennis and Croquet Lawns, and Bowling Green. 
Illustrated Booklet, giving particulars as to terms, etc., can be had on application to 


THE RESIDENT MEDICAL SUPERINTENDENT 


Telegrams and Telephone: WICKHAM MARKET 216. (Toll Cali from London.) 
Proprietors: THE NORWOOD SANATORIUM, LIMITED. 


RUTHIN CASTLE, NORTH WALES 


A Private Hospital or Clinic for the diagnosis and treatment of Internal Diseases (except Mental or 
Infectious Diseases). 

The weekly fees are from 15 guineas according to the room occupied; rooms with bathroom are 
from 21 guineas. The charges include all chemical, bacteriological, X-ray or other examinations advised 
by the doctors, and all the usual forms of treatment, in addition to board and lodging. There are no extra 
charges except for alcohol (when ordered) and laundry. 

An examination and consultation fee of 15 guineas is charged on the first visit. 

The climate is mild. The annual rainfall is 30°5 inches, that is, less than the average for England. 
There is central heating throughout. 

Address—TueE SECRETARY, Ruthin Castle, North Wales. 


Telegrams : Castle, Ruthin. Telephone : Ruthin 66. 

The central building makes | S. VERE PEARSON, | The buildings face SS.W. 
the Mundesley Sanatorium M.D. (Cantab.), M-R.CP. (Lond). | and are sheltered from the 
the best equipped building E. C. WYNNE-EDWARDS, sea bv a pine-clad ridge 
in England for the cure of M.B. (Cantab.), F.R.C.8. (Edin.). TY hi I d i | 
Tuberculosis. All the bed- GEORGE H. DAY, 

rooms have hot and cold M.D. (Cantab.). air complete a perfect site. 
running water, electric light, For all luformetion apply: The medical equipment “6. of 
and wireless head-phones. THE SECRETARY, the latest kind, and there Is 
The public rooms _ are THE SANATORIUM, a day and night nursing 


MUNDESLEY, NORFOLK. staft 


Telephone: Mundesley 94 and 95 | 
(2 lines) 


TERMS FROM 7} GUINEAS WEEKLY 


spacious and comfortable. 
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ST. ANDREW’S HOSPITAL 


FOR MENTAL DISORDERS, 


NORTHAMPTON 


FOR THE UPPER AND MIDDLE CLASSES ONLY. 
PRESIDENT: THE Most Hon. THE MARQUESS OF EXETER, C.M.G., A.D.O. 


MEDICAL SUPERINTENDENT : THOMAS TENNENT, M.D., M.R.C.P., D.P.H., D.P.M. 


This Registered Hospital is situated in 120 acres of park and pleasure grounds. Voluntary patients, who are suffering from 
incipient mental disorders or who wish to prevent recurrent attacks of mental trouble, eomneiney patients, and certified patients 
of both sexes, are received for treatment. Carefu! clinical, bio-chemical, bacteriological, and pathological examinations. 
rooms with special nurses, male or female, in the Hospital or in one of the numerous villas in the grounds of the various branches 


can be provided. 
WANTAGE HOUSE 


This is a Reception Hospital, in detached grounds with a separate entrance, to which patients can be admitted. It is 
equipped with all the apparatus for the most modern treatment of Mental and Nervous Disorders. It contains special opese 
ments for hydrotherapy by various methods, including Turkish and Russian Baths, the prolonged immersion bath, Vichy 
Douche, Scotch Douche, Electrical Baths, Plombiéres treatment, &c. There is an operating Theatre, a Dental Surgery, and 
X-ray Room, an Ultra-violet Apparatus, and a Department for Diathermy and High Frequency treatment. It also contains 
Laboratories for bio-chemical, bacteriological, and pathological research. 


MOULTON PARK 


Two miles from the Main Hospital there are several branch establishments and villas situated in a park and farm of 650 acres. 
Milk, meat, fruit, and vegetables are supplied to the Hospital from the farm, gardens, and orchards of Moulton Park. Occupation 
therapy is a feature of this branch, and patients are given every facility for occupying themselves in farming, gardening, and 


fruit growing. 
BRYN-Y-NEVUADD HALL 


The Seaside house of St. Andrew’s Hospital is beautifully situated in a Park of 330 acres, at Llanfairfechan, amidst the finest 
scenery in North Wales. On the North West side of the Estate a mile of sea coast forms the boundary. Patients may visit this 
branch for a short seaside change or for longer periods. The Hospital has its own private bathing house on the seashore. There 
is trout fishing in the park. 


At al] Branches of the Hospital there are cricket grounds, football and hockey grounds, lawn tennis courts (grass and hard 
court), croquet grounds, golf course, and bowling greens. Ladies and gentlemen have their own gardens and facilities are provided 
for handicrafts such as carpentry, &c. 

For terms and further particulars apply to the Medical Superintendent (TELEPHONE: No. 2356 and 2357 Northampton), 
who can be seen in London by anpointment. 


CAMBERWELL HOUSE 


Telegrams: PsycHoia, LONDON.” 33, PECKHAM RD., LONDON, S.E.5. Telephone: Rodney 4242 (2 lines). 
For the treatment of MENTAL DISORDERS. 


Also completely detached Villas for Mild Cases, with private suites if desired. Voluntary Patients received. Twenty acres 
of Grounds, Hard and Grass Tennis Courts, Putting Greens. Bowls, Croquet, Squash Rackets, Recreation Hall with 
Badminton Court, and all indoor amusements, including Wireless and other Concerts, Occupational Therapy, Calisthenics, and 
Dancing Classes. X-ray and Actino-therapy, Prolonged Immersion Baths, Operating Theatre, Pathological boratory, Dental 
Surgery ,and Ophthalmic Department. Chapel. 

nmior Physician: Dr. HUBERT JaMES NORMAN, assisted by three Medical Officers, also resident and visiting Consultaats. 
An illustrated Prospectus, giving fees which are strictly moderate, may be obtained upon application to the Secretary. 
The Convalescent Branch is Hove Villa, Brighton, and is 200 feet above sea level. 


FAIRFORD RETREAT, Gloucestershire 


(Within two hours of London.) ESTABLISHED 1822. 


Home life for Ladies and Gentlemen MENTALLY AFFLICTED. Voluntary Patients received without Certificates. The 
Retreat is pleasantly situated in extensive grounds on the banks of the River Colne, a part of which celebrated trout 
stream flows through the Estate. There is every facility for sport and Occupational Therapy. The neighbourhood abounds 
> aes walks, and Fairford, being in the Cotswolds on a dry oolitic soil, is remarkably healthy. Own farm and 
dairy produce, 


For terms, which are very moderate, apply to the proprietor, Dr. A. C. King-Turner, The Retreat, Fairford, Glos. Telephone 4 


THE COTSWOLD SANATORIUM 


First opened in 1898 and rebuilt in 1925 on the Cotswold Hills seven miles from Cheltenham, for the treatment of Pulmonary and all 
other forms of Tuberculosis. Aspect 8.S.W., sheltered from North and East, elevation 800 feet. Pure bracing air, SPECIAL TREAT- 
MENT by artificial PNEUMOTHORAX (X-ray controlled). TUBERCULINS, and ULTRA-VIOLET YS is available when 
necessary without extra charge. X-RAY plant, Fully Equipped Dental Department, Electric Light Radiators, hot and cold basins 
and Wireless in all rooms. Up-to-date drainage, Full day & night Nursing Staff. Terms 5 to 7} Guineas a week inclusive. 


Med. Supt. : GEOFFREY A. HOFFMAN, B.A., M.B.,T.C. Dub. Asst. Phys.: MARGARET A. HARRISON, M.B., B.S. Lond. 
Cons. Laryngologist : G.N. BARKER, F.R.C:S. Edin., D.L.O. Cons. Dent. Surgeon: GEORGE V. SAUNDERS, L.D.S.R.C.S. Lond, 
Phone: 81& 82 Witcombe. Apply: The Secretary, The Cotswold Sanatorium, Cranham, Gloucester. Telegrams : “ Hoffman, Birdlip.” 


PRIOR PLACE SANATORIUM 


HEATHERSIDE, CAMBERLEY, SURREY. 


FOR THE TREATMENT OF PULMONARY TUBERCULOSIS 


Well situated on high ground and surrounded by pines and heather. 
All rooms are fitted with electric light, wash basins with hot and cold water, and radiators. 
X ray plant. Day and night nursing staff. 


RESIDENT MEDICAL SUPERINTENDENT: Dr. H. O. BLANFORD, to whom application for admission can be made. 
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PECKHAM HOUSE, 112, Peckham Road, London, S.E.15 


Telegrams: “Alleviated, London.” ‘Telephones: Redney 2641 and 2642, 


The above House is for the care and treatment of persons suffering from mental diseases and nervous disorders. Certified 
coluntary and temporary a are received. Separate houses for treatment and accommodation of special cases adjoin the 
Institution. Occupational therapy, physical drill, and other forms of modern treatment. There is a seaside branch, Kearsne 
Court, near Dover, to which patients may be sent for treatment oron holiday. Motor drives are arranged when required. Tennfe 
courts. Entertainments, dances, and indoor amusements held throughout the year. Terms from £3 38. per week. Illustrated 
nrospectus and further particulars can be obtained from the MEDICAL SUPERINTENDENT. 


THE MAUDSLEY HOSPITAL, DENMARK HILL, S.E.5. ronnie 


A CLINIC instituted by the London County Council for treatment of Nervous and Curable Mental Disorder. Voluntary patients only received. 

New Out-patients.—Men : Mondays and Thursdays, 2 p.m. Women: Tuesdays and Fridays, 2 p.m, Children : Mondays and Fridays, 10 a.m. In-patients 
(a) 235 beds (both sexes) in wards or separate rooms, including 35 beds in a ward of King’s College Hospital which is in use as a temporary annexe of the 
Maudsley Hospital; (6) a special ward (including some private rooms) for those patients of each sex who are paying the full cost and are otherwise 
suitable. Terms—£5 a week, but in the case of patients with a legal settlement in the County of London a less sum may be charged according to means, 

Terms include (with rare exceptions) all forms of treatment, for which there are exceptional facilities as there is a Staff of Consultant Specialists, and 


the Central Laboratory of London County Mental Hospitals is attached to the Hospital. Inquiries of Epwarp Marotuer, M.D., F.R.C.P., F.R.C.S., 
Medical Superintendent. 


THE ROYAL EARLSWOOD INSTITUTION 


FOR MENTAL DEFECTIVES, REDHILL, SURREY. 
(Formerly the EARLSWOOD ASYLUM.) PATRON: H.M. THE KING. 
FOR THOSE REQUIRING CONTROL with EXPERT SUPERVISION and needing SPECIAL TRAINING in useful 
occupations, SCHOOLS, FARMING, and various TRADE WORKSHOPS. 
Sachniee fees from £110 pa. THOSE UNABLE TO PAY FULL FEES admitted by votes of subscribers with part 
payment towards cost. 
RECREATIONS: Outdoor games. MALE STAFF BAND for Concerts, Dancing, etc. : 
Apply: THE MEDICAL SUPERINTENDENT, Earlswood, Redhill, Surrey, ‘Phone: REDHILL 344; or to the Secretary, 
Mr. H. STEPHENS, 14-16, Ludgate Hill, E.C.4, "Phone: Crry 4697. 


CHEADLE ROYAL HOSPITAL, Cheadle, Cheshire. 


This REGISTERED HOSPITAL, with a SEASIDE BRANCH at Colwyn Bay, N. Wales is for the treatment and care of 
those of the Upper and Middle Classes suffering fom MENTAL AND NERVOUS DISEASES. 

The Hospital is governed by a COMMITTEE, appointed by the TRUSTEES of the Manchester Roya! Infirmary. 

In addition to the Main Buildings there are separate villas. Extensive grounds. Hard and grass tennis courts, cricket and 
croquet grounds, and a court for badminton. There are also wireless installations. Golf may be had within easy distance, 
Occupational f 

VOLUNTARY, TEMPORARY, AND CERTIFIED PATIENTS received. 

The Hospital is nine miles from Manchester, 50 minutes by rail from Liverpool, and 3} hours from London. 

For terms and further particulars apply to the Medical Superintendent, who =e be seen in Manchester BY 
APPOINTMENT. elephone: Gatley 2231 (3 lines), 


VALE OF CLWYD SANATORIUM 


This Sanatorium is established for the treatment of Tuberculosis of the Lungs and the Pleural Cavities. It is situated in 
the midst of a large area of park-land at a height of 450 feet above sea level, on the South West slopes of mountains rising to over 
1800 feet, which protect it from north and east winds and proyide many miles of graduated walks with magnificent views. Average 
rainfall 29-57 per annum. Full] day and night Nursing Staffs. X-Ray plant. Every facility for Artificial Pneumothorax and 
for operations on the chest. Electric Lighting. Central Heating. Home Farm. Grade A Milk from T.T. Herd. 

For particulars apply to Medical Superintendent. 

H. MORRISTON Davies, M.D., M.Ch. (Cantab.), F.R.C.S., Llanbedr Hall, Ruthin, N. Wales. 


NORTHUMBERLAND HOUSE 


GREEN LANES, 


FINSBURY PARK, N.4 


A PRIVATE HOSPITAL for the treatment of mental and nervous illnesses. Conveniently situated and easy of access from all 
parts. Six acres of ground facing Finsbury Park. Voluntary and Temporary Patients received without certification. Occu- 
pational Therapy, Psychotherapy, and other modern forms of treatment. 

Telephone: Stamford Hill 2688. 


Telegrams: SUBSIDIARY, LONDON.”’ 
Convalescent Home, KEARSNEY COURT, DOVER. 


For further particulars apply to the MEDICAL SUPERINTENDENT. 


CRICHTON ROYAL, DUMFRIES 


For NERVOUS AND MENTAL DISORDERS 


This hospital has every facility for complete investigation of the above conditions, and provides all forms of moder: 
treatment, including psychotherapy, physiotherapy, occupational and recreational therapy. Cases of alcoholism and drug 
addiction are admitted. The Physiotherapy Department has separate units fully equipped for X-ray work, heliotherapy, 
short-wave therapy, electro-therapy, and hydrotherapy (swimming bath, prolonged baths, Scotch and Vichy douches, 
Plombiéres treatment, electric and Turkish bath cabinets, etc.). There is a fully equipped gymnasium under qualified 
instructors. Facilities are ppestiet under special recreational therapists for all indoor and outdoor games, including 
olf course, cricket, football and hockey grounds, lawn tennis and squash courts, croquet and bowling greens. 

e Hospital has its own Church, Library, Cinema and Hairdressing Saloon. Terms include regular motor drives. 
Private rooms, suites, or villas are available, and special nurses can be provided. The hospital grounds extending to 
nearly 1000 acres are situated in delightful country and include an extensive farm (T.T. herd), gardens and orchards. 
As the hospital is well endowed terms are exceptionally moderate, e.g., First Department 3 to 30 guineas per week, Second 


Department 2 and 24 guineas per week. Voluntary and certified patients are received. Medical Certificates given anywhere 
in the British Isles are valid for admission of patients. 


For prospectus, necessary forms, and further information apply to :— 
Physician Superintendent, P. K. McCowan, J.P., M.D., F.R.C.P., D.P.M., Barrister-at-Law. Tel. Dumfries 1119. 
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COURT HALL, KENTON, near EXETER 


FOR THE TREATMENT OF EIGHT LADIES, VOLUNTARY, TEMPORARY AND CERTIFIED PATIENTS 


CLIFFDEN, 


FOR EARLY AND CONVALESCENT CASES 


TEIGNMOUTH 


Recreational Therapies are held daily by skilled Leaders 


The house stands high with spacious balconies and extensive views of the South Devon Coast. Beautiful garden. Own Dairy in 25 acres. Private road to beach, 
There is also a charming house, EBWORTHY, MANATON, DARTMOOR, situated in 20 acres, 1100 ft. up for bracing moorland air, 


Resident Physicians—BERTHA M. MULES, M.D., B.S. 


ANNE S. MULES, M.R.C.S., L.R.C.P. 


Telephones—STARCROSS 59 and TEIGNMOUTH 289 


THE OLD MANOR 


SALISBURY 


Extensive grounds. Detached Villas. Chapel. 
CONVALESCENT HOME 
AT BOURNEMOUTH 
Illustrated Brochure on application to the Medical Superintendent. 


Garden and Dairy Produce from own farm. Terms 
Detached Villas standing in 12 acres of ornamental grounds, with tennis courts, etc., which 


Voluntary, Temporary or Certified Patients may visit by arrangement for long or short period. 
The Old Manor, Salisbury. 


A Private Hospital for the Care and 
Treatment of those of both sexes suffer- 


ing from MENTAL DISORDERS. 


very moderate. 


Telephone: Salisbury 3216 and 3217 


SUPERINTENDENT. ’Phone: 


HAYDOCK LODGE, 


NEWTON-LE-WILLOWS, LANCASHIRE. 
For the reception and treatment of PRIVATE PATIENTS of both sexes of the UPPER AND MIDDLE 
CLASSES suffering from Mental and Nervous Diseases, either voluntarily, temporarily, or under certificate. 
Patients are classified in separate buildings according to their mental condition. 
grounds of 400 acres. Self-supported by its own farm and gardensin which patientsare encouraged to occupy 
themselves. Every facility for indoor and outdoor recreation. 
Ashton-in-Makerfield 7311. 


Situated in park and 


For terms, prospectus, etc., apply MEDICAL 
Tele. Address: Street, Ashton-in-Makerfield. 


THE COPPICE, NOTTINGHAM. 
HOSPITAL FOR MENTAL DISEASES. 
President: The Right Hon. LorRp BELPER. 


This Institution is exclusively for the reception of a limited 
number of PRIVATE PATIENTS of both sexes, of the UPPER 
and MIDDLE CLASSES, at moderate rates of payment. It is 
beautifully situated in its own grounds, on an eminence a short 
distance from Nottingham, and commands an extensive view of 
the surrounding country ; and from its singularly healthy posi- 
tion and comfortable arrangements affords every facility for the 
relief and cure of those mentally afflicted. Voluntary and 
Temporary Patients received. Occupational Therapy. For 
terms, &c., apply to the Medical Superintendent. 

Telephone: 64117 Nottingham. 


CLARENCE LODGE 
CLAPHAM PARK, LONDON 


Situated in 3} acres of secluded gardens 
HOME FOR TWELVE MENTAL PATIENTS (LADIES). 
Well-appointed 
private house. 
Home _ comforts 
and Trained Nurs- 
ing Staff. Eminent 
Mental Specialist. 
Visiting Physician. 
Station: Clapham 
Common Tube. 
Phone 


Tulse Hill 4913 


RUSSELLS 


Heme! Hempstead Road, 
WATFORD 
Telephone: WATFORD 5917 


A convalescent home for the care and treatment of mild and 
recoverable nervous conditions in both sexes. The house is 
situated high up in 40 acres of grounds, 17 miles from London, at 
the termination of the Watford by-pass. One medical officer is 
in residence, and two others are in daily attendance. Fees from 

guineas a week, inclusive. 
Apply: RESIDENT MEDICAL OFFICER. 
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MALLING PLACE, KENT 
For LADIES and GENTLEMEN of Unsound Mind. 


Terms moderate. Apply to Resident Medical Superintendent. 
Telegrams: ADAM WEST MALLING. Telephone No. 2: MALLING. 


STRETTON HOUSE, 


Church Stretton, Shropshire. 


A PRIVATE HOME for the treatment of gentlemen suffering 
from Mental and Nervous illness, including the allied Disorders of 
Alcoholism and the Drug Habit. All types of early Mental and 
Nervous Cases are received without Certificates as Voluntary 
Patients under the provisions of the Mental Treatment Act, 1930. 
Bracing hill country. See ‘* Medical Directory,’’ p. 2368.—Apply 
to the Medical Superintendent. "Phone 10 P.O., Church Stretton. 


HILL END HOSPITAL 


AND CLINIC 


FOR THE PREVENTION AND TREATMENT OF MENTAL 
AND NERVOUS DISORDERS 
(20 miles from London) 

Ladies suffering from all forms of MENTAL ILLNESS are 
received for treatment, on modern lines, as Voluntary, Temporary 
or Certified Private Patients at the Hill End Hospital. 
Convalescent or mild cases can be treated in a delightful 
country mansion, with extensive grounds, known as 


HIGHFIELD HALL, 
situate about a mile away from the Hospital. 
FEES TWO TO FOUR GUINEAS PER WEEK. 


For further particulars apply to the Medical Director, 
W. J.T. KIMBER, L.R.C.P., D.P.M. 


ST. ALBANS, HERTS 
FENSTANTON 


Christchurch Road, Streatham Hill, S.W.2 


A Private Home for the Treatment of LADIES 
with Mental and Nervous Disorders. Psycho- 
Therapy, Physio-Therapy, &c. 12 acres of grounds 


: Dr. MADELINE R. LOCKWOOD, 
: TULSE HILL 7181 Resident Physician Superintendent. 
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SPRINGFIELD HOUSE 


"Phone: BEDFORD 3417. Near BEDFORD 

For Mental Cases with or without Certificates. 

Ordinary Terms: Five Guineas per week (including Separate 
Bedrooms for all suitable cases without extra charge). 

For forms of admission &c., apply to the Resident Physician, 

CEDRIC W. BOWER. 


INTERVIEWS In LowDO™ BY APPOINTMENT. 


Telegraphic Address : Telephone: 
** Relief, Old Catton.” 290 Norwich. 


NERVOUS & MENTAL AFFECTIONS 
Ladies only received 
‘Phe Grove, Old Catton, Norwich. 


A High-class Home for the Curative Treatment of 
Nervous Affections. Voluntary Boarders are also received 
without certificates. 

For full particulars apply to the Misses McLINTOCK or to 
Dr. 8. BARTON, 34, Surrey-street, Norwich, Visiting Physician. 


BROOKE HOUSE, CLAPTON 


A PRIVATE HOME for the iad of Nervous and 
Mental Disorders in both sexes. Situated in nine acres of 
Pleasure Grounds. 


Voluntary, Temporary, and Certified Patients received. 
For further particulars apply— 
Dr. ERNEST ROLLINS, Resident Physiciam, 
Amherst 1642 


EPPING HOUSE 


LITTLE BERKHAMSTED, Nr. HERTFORD, HERTS. 


An attractive and comfortable PRIVATE HOME. Beauti- 
fully situated in its own grounds, 400 feet above sea level. 
Exceptionally healthy air and position affords every facility for 
convalescence. Foam Baths, Billiards, Squash Racquets, Lawn 
Tennis, Croquet, Bowls, Farm Produce, &e. 


Treatment for Ladies and Gentlemen suffering from Insomnia, 
Functional Nervous Disorders, Alcohol and Drug Habits, Caroniec 
Heart and Kidney Diseases, also Conv alescing Cases. 


Teleph : = den 12. Apply, J. C. BAKER, M.B. 


CHISWICK HOUSE, 


PINNER, MIDDLESEX. 
Telephone: PINNER 234. 


A Private Hospital for the Treatment and Care of Mental and 
Nervous Ilinesses in both Sexes. 


A modern country house, 12 miles from Marble Arch, in 
attractive and secluded surroundings. Fees from 10 guineas per 
week inclusive. Cases under Certificate, Voluntary and 
Temporary Patients received for treatment. 

Doveras Macavtary, M.D., D.P.M. 


CITY OF LONDON MENTAL HOSPITAL 
Near DARTFORD, KENT. 
Ladies and Gentlemen received for treatment 
under certificates, and without certificates as either 
VOLUNTARY or TEMPORARY PATIENTS, 
at a weekly fee of {2 gs., and upwards. 


DR. BINSWANGER 
SANATORIUM BELLEVUE 


KREUZLINGEN - SWITZERLAND 


for Nervous and Mental cases 
as well as all kinds of addiction 
(Insulin shock treatment) 


Doctor in charge: DR. LUDWIG BINSWANGER 
Prospectus on application to the Management 


For Health E Sunshine 


Write for the ** Book of Bournemouth *’ and any other information to the Publicity Manager, 


15a, Town Hall, Bournemouth. 


And Finally . 


palmonary disorders depends on a healthy, invigorating 
atmosphere, Bournemouth offers the ideal winter 
residence. 


tion, and the resinous perfume of the thousands of 


When satisfactory 
convalescence from 
Long hours of sunshine, sheltered situa- 


pine trees combine to expedite the successful 
recovery of normal health and strength. 


(FRANCE) 


OPEN ALL THE YEAR ROUND. 


Through trains from Paris. On the 
main line to Biarritz and Pau. 


THE THERMAL ESTABLISHMENT WHOSE TREATMENT BY 
THE FAMOUS MUD BATHS WITH APPROPRIATE DIET IS 
UNRIVALLED FOR RHEUMATISM. 


For information or literature, apply to: 


FEDERATION OF THE HEALTH RESORTS OF FRANCE, BRITISH MEDICAL ASSOCIATION HOUSE, 
TAVISTOCK SQUARE, LONDON, Cl 


or FRENCH RAILWAYS—NATIONAL TOURIST OFFICE, 179, PICCADILLY, LONDON, W.I 
or SOCIETE DES EAUX THERMALES, DAX (FRANCE) 
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THE CLINIC 


London, W.1 
Tel.: Welbeck 4444 (20 lines) 


'ractitioner. 


A NURSING HOME FOR SURGICAL, MEDICAL 
AND MATERNITY CASES 


Patients ae received under the supervision of their own 


Drugs and Dressings free (other than Propri Articles). 
Illustrated Brochure on application 


150 State Registered Nurses. 
2 Resident Medical Officers D 
(for emergencies). 


Unrivalled suites of Baths— Turkish and Russian Baths, Aix and Vichy Douches, Massage ; 


lombiéres Treatment. 
Purposes, Dowsing Radiant Heat, 
Frequency, Diathermy, Nauheim Baths, Soapless Foam 
arge Winter Garden. } 


from own farm. 
Night attendance. 


Resident 


B.A., M.B., 


other 
"Phone : 


Matlock 17 (3 lines), 


Studa Chair. Electric Installation for Baths and other Medical 
Infra-red Light, Artificial Sunlight, .D'Arsonval High 
aths, etc. “ Certified’ Milk 


rchestra. Special provision for Invalids. 


Over 60 trained Male and Female Nurses, Masseurs, Attendants, etc. 
G. C. R. Harsinson, M.B., B.Ch., B.A,O. (R.U.1.), H. Ruys Davis, 


TERMS, 13s. to Ibs. er day, include Turkish and 


Illustrated Brochure C.J. on request. 
“Grams: Smedleys, Matlock. 


RHEUMA SPA, KINMEL HALL, 


ABERGELE, NORTH WALES 


Modern Spa Treatments, including Continental 
Pistany Mud and Scotch Douche, for Rheumatic 
and similar disabilities. Resident Physician. 

ities and Recreational facilities, 


IDEAL WINTER QUARTERS—REDUCED RATES 


ROYAL NAVAL DENTAL 
SERVICE 


pplications are invited for appointment to Commissions as 
AL OFFICERS in the Royal Navy. 

"4 idates, who must be British subjects below the age of 
twenty-eight years, must hold the Degree or Diploma of a 
British University or College of Surgeons and be registered 
under the Dentists’ Acts or Medical Acts. Unmarried candidates 
are preferred. No examination in professional subjects will be 
held, but candidates will be required to attend at the Admiralty 
for interview, and for ph —- examination as to their fitness 
for service in any part of the world. 

Successful candidates will be appointed to Short Service 
Commissions as Surgeon-Lieutenants (D) and will receive a 
grant of £50 towards the cost of providing the necessary 
uniform on entry. Vacancies in the permanent list will be filled 
by selection from among officers holding Short Service Com- 
missions who desire to make the Royal Naval Dental Service 
their permanent career. Officers not transferred to the Per- 
manent List will, on the termination of their short service 
seen after six years’ service, be eligible for a gratuity 
of £1000. 

Opportunities are available for officers on the Permanent List 
for post-graduate study. The assistance of private income is 
not necessary for the purpose of supplementing official pay and 
allowances. 

Naval Dental Officers are included in the Scheme for Marriage 
Allowance under the same conditions as for other Naval Officers. 

me ee y forms and copies of the regulations for entry and 
conditions of service, rates of pay, and allowances, &c., may 
obtained from the MEDICAL DIRECTOR-GENERAL OF THE Navy, 
Admiralty, 8.W.1, and from the Deans of Dental Schools. 


W est London Hospital, 
Hammersmith 


, W.6. (239 Beds.) 


Required One HOUSE PHYSICIAN and Three HOUSE 
SURGEONS (Males). These appointments are tenable for six 
months from Ist January next, subject to one month’s notice 
on either side. The duties of the House Physician include 
some work in the Neurological and Dermatological Depart- 
ments. The duties of one House Surgeon include some work 
in the X Ray Therapy Department, another some work in the 
Gynecological Department, and the third some work in the 
Ear, Nose, and Throat and Ophthalmic Departments. For this 
last appointment it would be desirable that candidates should 
be reading for the D.L.O. Salary at the rate of £100 a year, 
with full board and lodgings. 

Candidates must be registered under the Medical Act. 

Applications (which must be on printed forms obtained 
from me) must reach me not later than first post on Thursday 
15th December. Selected candidates will be required to call 
— such members of the Medical Staff as directed ; to be in 
attendance at a meeting of the Medical Council at 4.30 P.M. 
on Friday, 23rd December, and the House Committee meeting 
at 5 P.M. the same day, when the appointments will be made. 

H. A. MADGE, Secretary. 
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Borough of 


ASSISTANT MEDICAL OFFICER OF HEALTH. 

Applications are invited from duly qualified Medical Men 
with a Public Health qualification for the position of Assistant 
Medical Officer of Health. 

A candidate must have had at least three years’ experience 
in the practice of his profession. The person appointed will 
be required to carry out medical inspection of school-children 
and child welfare work and perform such other duties as may 
be allotted as Assistant to the Medical Officer of Health rom 
School Medical Officer 

He will be required to devote his whole time to the duties, 
and will not be allowed to engage in private practice. The 
salary will be at the rate of £600 per annum, rising by £25 per 
annum to £700. 

A deduction of 5 per cent. will be made from the salary 
in accordance with the provisions of the Local Government and 
Other Officers’ Superannuation Act, 1922, which has been 
adopted by the Council, and the appointme nt will be subject 
to passing the Council’s medical examination in connection 
therewith. Canvassing will be a disqualification. 

Copies of the application forms and terms of appointment 
can be obtained from Dr. Thomas Orr, Medical Officer of Health, 
Town Hall, Ealing, W.5, to whom application, accompanied 
by copies of not more than three recent testimonials, must be 
delivered not later than the 15th December. 

R. H. WANKLYN, 

Town Hall, Ealing, W.5. 

of 


B orough 
MEDICAL OFFICER. 


ASSISTANT 

Applications are invited from duly qualified Medical Men 

(single) with a Public Health qualification for the position of 
Assistant Medical Officer. 

A candidate must have had experience in the treatment of 
cases of Infectious Disease at an Isolation Hospital. The duties 
will include the medical care of patients in the EALING AND 
BRENTFORD and CHISWICK ISOLATION HOSPITAL, 
South Ealing, and the Medical Inspection and Treatment of 
School-children at Schools and Health Centres in the Borough 
of Ealing. 

The person appointed will reside at the Isolation Hospital, 
where furnished rooms and board will be provided 

He will be required to devote his whole time to the duties 
and will not be allowed to engage in private practice. The salary 
will be at the rate of £450 per annum, rising by £25 per annum 
to a maximum of £550, plus board and residence, as indicated 
above and valued at £150 per annum. 

A deduction of 5 per cent. will be made from the salary 
in accordance with the provisions of the Local Government 
and Other Officers’ Superannuation Act, 1922, which has been 
adopted by the Council, and the appointment will be subject 
to passing the Council’s medical examination in connection 
Chesowsn. Canvassing will be a disqualification. 

Copies of the application forms and terms of appointment 
can be obtained from Dr. Thomas Orr, Medical Officer of Health, 
Town Hall, Ealing, W.5, to whom application, accompanie d 
by copies of not more than three recent testimonials, must be 
delivered not later than the 15th December. 


R. H. WANKLYN, Town Clerk. 


Ilford (near 


Ealing 


Town Clerk. 


Ealing. 


Town Hall, Ealing, W.5. 
King George Hospital, 


London). 207 Beds. 


HOUSE SURGEON (Male) required for a period of six 
months. Salary at the rate of £100 per annum. 

Forms of application may be obtained from the undersigned, 
to — they should be returned, duly completed, as soon as 
possible 

G. AUSTIN HEPWORTH, Secretary and Superintendent. 


: 
f 20 Devonshire Place Fees 10 gns. to 18 gns. per wr r >) 
medlet 
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ROYAL 


NAVAL MEDICAL 


SERVICE 


Vacancies exist for MEDICAL OFFICERS in the Royal Navy, and applications are 


invited for entry in March, 1939. 


Candidates below the age of 28 years are preferred, and they must be registered under 
the Medical Acts. No examination in professional subjects will be held but candidates will 
be required to attend for interview by a Selection Board. 

Selected candidates will be entered for Service for a period of three years, which if desired 
is usually extended to five years at the discretion of the Admiralty. 

Officers who leave the Service at the end of the initial period of three years will be eligible 
for a gratuity of £400, and those who leave at the end of five years for a gratuity of £1,000. 


At the end of five years’ Short Service permanent commissions will be given to selected 


officers who wish to make the Naval Medical Service their permanent career. 


Officers 


transferred to the permanent list will receive a gratuity of £1,000 (less Income Tax). 


Full opportunities exist for transfer to the permanent list. 
under the same conditions as for other Naval Officers. 


Marriage Allowance is paid 


Opportunities are available for officers on the permanent list for post-graduate study, 
to specialise, to take higher examinations and to obtain further qualifications. 


Copies of the regulations for entry and conditions of Service, including rates of pay, 
allowances and retired pay, may be obtained from the Medical Director-General of the Navy, 
Admiralty, S.W.1, and from the Deans of all Medical Schools. 


Applications for entry from intending candidates must be received not later than 


28th February, 1939. 


Borough of Bermondsey. 


Applications are invited from fully qualified and registered 
Medical Practitioners (Women—Widows or Single) for the 
position of ASSISTANT MEDICAL OFFICER for Maternity 
and Child Welfare. 

The salary will be at the rate of £600 per annum, rising by two 
annual increments of £50 to £700 per annum, and be subject 
to deductions under the Council’s Superannuation Acts. The 
person appointed will be required to pass satisfactorily a medical 
examination. Candidates must not have reached their thirty- 
fifth birthday on the date of their application. Preference will 
be given to applicants having special experience in the care of 
women and children. The person appointed will be required 
as a routine duty to give lectures on hygiene to audiences both 
of school-children and of adults, and to devote the whole of her 
time to the work of the Council. 

Further particulars of the duties can be had on application 
to the Medical Officer of Health. 

Applications on forms to be obtained from the undersigned 
and accompanied by copies of not more than three recent 
Seatienentas, must be delivered not later than 19th December, 

FRANCIS J. R. MOUNTAIN, Town Clerk. 

Municipal Offices, -road, Bermondsey, ‘E16. 

2nd December, 1938 


Borough of Wimbledon. 


DEPUTY MEDICAL OFF Ic ER O: OF HEALTH AND DEPUTY 
SCHOOL MEDICAL OFFICER 

Applications are invited for the above appointment from 
qualified and registered Medical Prac titioners under thirty-five 
years of age, having at least three years’ experience since 
qualification. Applicants should possess the D.P.H., and 
experience of school medical work and general public health 
work is necessary. 

The Officer appointed will be required to reside in the borough, 
to devote his whole time to his official duties, and to work 
under the direction of the Council’s Medical Officer of Health. 

The commencing salary is £650, rising by annual increments 
of £25 to a maximum of £750 per annum. The appointment 
is subject to the provisions of the Local Government and Other 
Officers’ Superannuation Act, 1922, and to the passing of a 
medical examination. 

Application forms can_be obtained from the Medical Officer 
of Health, Town Hall, Wimbledon, to whom they must be 
returned, with copies of three recent testimonials, not later than 
first post on Monday, 19th December, 1938. 

HERBERT EMERSON SMITH, LL.B., Town Clerk. 

Town Hall, Wimbledon, S.W.19, 29th November, 1938. 


The Middlesex Hospital and Medical 


SCHOOL, London, W.1. 


Suetestinns are invited for the post of OTOLOGICAL 
EGISTRAR. The appointment will be for one year from 
Ist January, 1939, and the holder will be eligible to apply for 
reappointment and may retain office for three consecutive 
years. Salary £300 per annum. 

Further particulars may be obtained from the Secretary- 
Seperintende nt, to Whom applications, with copies of not more 
than three testimonials must be sent by NOON on Wednesday, 
December 

R. PLIMSOLL, Secretary-Superintendent. 

28th 1938. 


Guy's Hospital Dental School. 


Applications are invited for the whole-time post of DENTAL 
RESEARCH FELLOW, the appointment to begin as soon 
after Ist January, 1939, as possible. Preference will be given 
to a biochemist who is prepared to undertake work on dental 
diseases. The appointment will be for two years in the first 
instance with the possibility of reappointment. The stipend 
will be at the rate of £400 per annum 

Applications, accompanied by the names of three persons 
to whom reference smay be made, should be submitted not 


| later than 31st December, 1938, to the Dean, Guy’s Hospital 


Medical School, S.E.1, from w hom further particulars regarding 
the appointment may be obtained 


W oolwich and District War Memorial 


HOSPITAL, Shooters Hill, London, S.E.18. 
General Hospital. (112 Beds.) 


The Board of Management invites applications from suitably 

ualified Male candidates for appointment as CASUALTY 

FFICER for six months from January Ist, 1939. The 
remuneration will be at the rate of £100 per annum, plus board, 
residence, and laundry. The candidate appointed will act as 
deputy for the Resident Surgical Officer, with consequent 
opportunities for major surgery. 

The closing date for the receipt of applications (which should 
be made on the prescribed form obtainable from the under- 
signed) is Monday, December 12th, 1938, and short-listed 
candidates will be invited to meet the Appointments Committee 


(at the Hospital) on the 15th, at 4.45 


. HUTCHINGS, Secretary. 
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Be rough of Ilford. 


APPOINTMENT OF TEMPORARY ASSISTANT MEDICAL | || 
OFFICER OF HEALTH (PART- TIME) FOR AIR- | 


| 
| 


RAID PRECAUTION 

Applications are invited from registered Me dical Practitioners, 
preferably from Medical Officers retired from the Services, for 
the above position which will be for a period of six months, 
which may be extended. The salary will be at the rate of | 
£300 per annum | 
The duties of the appointment will be part-time under the | 

direction of the Medical Officer of Health, and they will consist 
mainly in training volunteer personnel in First-Aid and in 
assisting with the administration of the Casualty Services 
Section of the Borough A.R.P. Scheme.+*In addition, the 
person appointed will be expected to assume the functions of a 
First-Aid Commandant under the control of the Medical Officer 
of Health and to examine volunteer recruits for A.R.P. work. 
Applications, stating age, qualifications, and experience, 
should be forwarded to the undersigned not later than Saturday, 
17th December, 1938. | 
CHARLES N. ROBERTS, Town Clerk. 


BOARD OF CONTROL, | 
ENGLAND AND WALES | Appointments for 


The Board of Control (L vo yO oad Me ntal Deficiency) invite 
applications from registered Medical Practitioners (Men and M di l 
Women) for a vacant appointment as COMMISSIONER on e 1¢a cers 
the Board’s staff 

in The 
conditions as to pension, holidays, &c., and also, in the case of | 
women, marriage. Subject to certain conditions, previous 
established service in a Mental Hospital or Mental Deficiency 
Institution can be aggregated with Civil Service for super- | | AIR FORCE 
annuation purposes 


| 

Candidates should be experienced in the care and treatment 
of persons suffering from mental disorder or mental defect 
The salary commences at £850 per annum and rises by 11 
annual increments of £30 to £1180 and then to £1200 per annum. 
In the case of a candidate with special experience of the admini- 
stration of mental institutions, the commencing salary may be | 
advanced to a point, not exceeding £75, above the minimum of 
the scale 
+ «The appointment will be subject to the usual Civil Service | | 

Commissioners are required to devote their whole time to the 
Public Service 
Canvassing through members of Parliament or in other ways 
will render a candidate liable to disqualification 
Forms of application with further particulars of the appoint- 


Medical men are invited to apply 


ment may be obtained from the Secretary, Board of Control, for Short Service Commissions in 
Hobart House, Grosvenor-place, London, 8.W.1. 

No application can be considered unless received on the | | the Royal Air Force. ° 
prescribed form not later than 7th January, 1939 Candidates must be registered 
Vy est End Hospital for Nervous under the Medical Acts and be not 

DISEASES, 73, Welbeck-street, W.1. more than 31 years of age on entry. 

The Committee of Management invite applications for the The period of service is 3 years— 
»0st of HONORARY CLINICAL ASSISTANT (Out-patient extendible to § years. A gratuity of 
Jepartment) 

Candidates are requested to obtain further information from £400 or £1,000 is payable at the ter- 
the undersigned, to whom applications, with copies of not H ; ; 
more than three recent testimonials, should be posted not later mination of 3 or 5 years respectively. 


than Monday, 19th December Permanent commissions are awarded 
J. P. WETENHALL, Secretary and House Governor. 


; = in a number of cases. These offer a 
Poplar Hospital, Kast India Dock-road, pensionable career with the oppor- 
Pupye, Sas. tunity of extra leave on full pay for 
The Committee invites applications for the appointment of specialised study. 


SECOND RESIDENT OFFICER (Male) Applicants who hold—or are likely 
at a salary at the rate of £175 per annum, all found 


Candidates must have held appointments as House Surgeon to hold—post-graduate appointments 
at a Hospital. : 
Applications must be accompanied by a statement of the in civil hospitals may, on joining the 


candidate's qualifications and forwarded to the Secretary, with 
three recent testimonials, not later than Friday, December 23rd, 
1938 
The appointment is for a period of six months ments (for a period not exceeding 
Weir Hospital, Weir- road, one year) An antedate of commis- 
Balham, 38.W.12 


(30 Reda) | sion, up to twelve months, is allowed 
hated for appointments held at approved 

JUNIOR RESIDENT MEDICAL OFFICER required at i 
the end of December (Male, unmarried). Candidates must be | || hospitals. 
fully qualified and duly registered. Salary £150 per annum, {} 

with board, residence, and laundry | 
Applications, With copies of testimonials, to be sent to the Fuller information can be obtained 

Secret a 7 ther infor ti j » obtained. ° 4 “4 
ecretary rom whom further information may be ob ained 1 from The Director of Medical Services, 


iF ondon Hospital, E.1. i] Air Ministry, Kingsway, London. 


Royal Air Force, be seconded until 
the termination of their appoint- 


There is a vacancy for the post of FIRST ASSISTANT 
to the OPHTHALMIC DEPARTMENT. Candidates must be fully } 
qualified medically. | | 
Applications should be made to the Secretary, from whom | | 


further particulars may be obtained, and should arrive not 
later than Saturday, January 14th, 1939 [l 
H. L. MILsom, Secretary. —— = — 
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Willesden General 


N.W.10. 


Hospital, 


OUT-PATIENT DEPARTMENT CLINICAL ASSISTANTS 
(HONORARY). 
Applications are invited for appointment to the following 
sessions : 
GYN2COLOGICAL Thursday mornings. 
SURGICAL. . ex .. Friday afternoons. 
MEDICAL .. x Friday mornings 
Applications should be forwarded to the Secretary from 
whom further details of the appointments may be obtained, 
and should be reeeived not later than first post on Tuesday, 
13th December, 1938. 
28th November, 1938. 


[rhe Willesden General 


Harlesden-road, N.W.10. 


Hospital, 


pesieatine are invited from fully-qualified and registered 
candidates (unmarried) for the appointment of a Resident 
Officer, to hold the appointment of CASUALTY OFFICER 
for a period of three months from the Ist January, 1939, 
followed by a six months’ appointment as HOUSE SURGEON. 
(Total nine months.) 

Salary at the rate of £100 per annum. 

Applications to be received by the Secretary not later than 
first post on Thursday, 15th December, 1938. 

28th November 1938. 


Hospital for Diseases of the Skin, 


Blackfriars. 


The Committee of Management will shortly appoint an 
additional member of the HONORARY STAFF. Candidates 
should be either Members of the Royal College of Physicians 
(London) or Fellows of the Royal College of Surgeons (England). 

Applications, with testimonials in support, must be sent 
before December 12th to L. MUNDY, Secretary to the Hospital 
for Diseases of the Skin, 71, Blackfriars-road, 3.E.1, from whom 
any further information may be obtained. 


Hospital of St. John and St. Elizabeth, 


60, Grove End-road, N.W.8. 


Applications are invited for the post of RESIDENT HOUSE 
PHYSICIAN (Male). The post is recognised for the degree of 
M.D. London University. The appointment will be for six 
months from February Ist, 1939. Salary at the rate of £100 
per annum with full board 

Applications, together with copies of three testimonials, 
should reach the undersigned by December 31st 

Applicants will be required to atte ‘nd a mee ting of the Medical 
Committee at 8.30 P.M. on January 3rd, 1939, at the Hospital 


F. DUDLEY HOBBs, B.A., Secretary 
(The East Ham Memorial Hospital, 
Sbhrewsbury-road, E.7. (104 Beds.) 
The General Committee invites applications for the post of 
HONORARY RADIOLOGIST. 


Applications, stating age and full particulars, together with 
copies of three testimonials, should reach the undersigned on 
or before 14th December. 

Candidates will be expected to send copies of their applica- 
tions and testimonials to and call upon members of the Honorary 


Medical Staff. 
REGINALD PERRY, Secretary. 


Ham Memorial Hospital. 
Shrewsbury-road, E.7. (104 Beds.) 


Applic ations are invited for the post of HOUSE SURGEON 
and CASUALTY OFFICER (Male) for six months, commencing 
Ist January. Salary at the rate of £120 per annum, with 
board, residence, and laundry. 

Applications, stating age, nationality, experience, and full 
particulars, together with copies of three recent testimonials, 
should reach the undersigned by 14th December. 


REGINALD PERRY, Secretary. 
Ham Memorial Hospital, 
Applications are invited for the post of REFRACTIONIST 


Shrewsbury-road, E.7. (104 Beds.) 
The successful candidate will be required to attend on Thursday 
afternoon Honorarium £65 per annum. 
Applications should reach the undersigned on or before 
14th December. 


ondon 


Applications invited for one time permanent position of 
ASSISTANT MEDICAL OFFICER, chiefly in connexion with 
Council’s School Medical work. Special experience of Medical 
Examination of Children essential. Salary £600 by £25 to £750. 

Application forms (stamped addressed foolscap envelope 


REGINALD PERRY, Secretary 


County Couneil. 


necessary) from Medical Officer of Health, 8.D.5, County Hall, 


Westminster Bridge, S.E.1, returnable by 31st December. 
Canvassing disqualifies. 


[,ondon County 


Couneil. 


CONSULTANT AND SPECIALIST SERVICES. 


Part-time OBSTETRICIAN and GYNECOLOGIST (one 
position) required for duty at Hackney Hospital and 
st. Leonard’s Hospital, Shoreditch Salary £300 

Officer responsible, subject to administrative control of 
Medical Superintendents, for obstetric and gynecological 
work at these hospitals. Required to live within reasonable 
distance of bospitals, to visit them daily and as required. 

Application forms (stamped, addressed foolscap envelope 
necessary) from Medical Officer of Health (3.D.6), County Hall, 
Westminster Bridge, S.E.1, returnable by 19th December 
Women eligible. Canvassing disqualifies 


[,ondon County 


ASSISTANT DISTRICT pea at AL OFFICERS 

Required for undermentioned distr 

(1) Area I, Disrricr K (SOUTH POPL AR). 
salary £350. 

(2) AREA VIII, Districr D (Part SOUTHWARK).—Pro- 
visional salary £212 10s. (inclusive of payment for use 
of doctor’s surgery for Council's patients). 

(3) AREA X, District G (WOOLWICH, North of River).- 
Provisional salary £75 (inclusive of payment for use of 
doctor’s surgery for Council’s patients). 

Persons appointed required to reside in or near districts. 

Application form, with further particulars obtainable (stamped, 

addressed foolscap envelope necessary) from eee Oftticer 
of Health, Staff Division 2B, County Hall, 8.E.1 
Canvassing disqualifies 


Lenden Cou nty 


ASSISTANT MEDICAL OFF ri ERS (Men or Women) 
required for Mental Health Service. Candidates (under thirty-five 
years of age) must (1) be registered to practise both in Medicine 
and Surgery in England, (2) be of at least one year’s professional 
standing, and (3) have held residential position in General 
Hospital for six months or comparable General experience. 

Salary £470 a year, rising by £25 to £570 (additional allowance 
of £50 to holders of D.P.M.). No emoluments. ( ‘harges for 
board, lodging, &c. (at present £2 9s. a week), if required to be 
resident Pensionable. Marriage terminates service in case 
of women. 

For application form, returnable by 28th December, send 
stamped addressed foolscap envelope to Chief Officer (B/A) 
a Hospitals Department, Shell-Mex House, Strand, W.C.2 

Canvassing disqualifies 


L° ndon 


Applications invited from registered Medical Practitioners 
of at least one year’s standing, resident in the neighbourhood, 
for appointment as Temporary VISITING MEDICAL OFFICER 
(Part-time) at EARLSFIELD HOUSE, Children’s Receiving 
Home, 1, Swattield-road, Wandsworth, 8.W.18. Salary £150 

Application forms obtainable (stamped addressed foolscap 
envelope necessary) from Medical Officer of Health, Stat? 
Division 2, County Hall, Westminster Bridge, S.E.1, ret urnable 
by 30th December. Canvassing disqualifies 


(jharing Cross Hospital. 


Applic ations are invited for the post of HONORARY 
CLINICAL ASSISTANT in the X Ray and Electro-therapeutic 
Department. Honorarium £50 per annum 

Candidates should have by preference the qualification of 
D.M.R.E 

Applications, together with copies of three recent testimonials, 
should be sent to the undersigned not later than January 2nd, 
1939. 


Couneil. 


-Provisiona]l 


Couneil. 


County Couneil. 


GEORGE J. JONES, Secretary. 
Charing Cross Hospital, W.C.2. 


Royal College of Surgeons of England. 


ELECTION OF sEXAMINER IN DENTAL SURGERY 
NoricE is hereby given that the Council, on March 9th next, 
will elect a Member of the Board of Examiners in Dental 
Surgery in the vacancy occasioned by the retirement of Mr 
F. N. Doubleday, who is eligible 
Persons duly registered under the Dentists Acts, 1878-1923, 
desirous of being elected, should make application, in writing, 
to the Secretary, on or before Monday, January 2nd, 1939. 
KENNEDY CASSELS, Secretary 


10th December, 1938 
U niversity College Hospital, 
Gower-street, London, W.C.1. 


FIRST ASSISTANT IN T CHILDREN’S 
DEPARTMEN 
The date by which applications nb the appointment of First 
Assistant in the Children’s Department may be received has 
been extended to 4th January, 1938 
The appointment will now take effect from Ist February, 
1939. 
R. SLOLEY, Secretary. 
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Princess Louise Kensington Hospital 
FOR CHILDREN, St. Quintin-avenue, 
North Kensington, W.10. (Ladbroke 0133.) 


The Board of Manage ment invite applications for the post of 
HONORARY ASSISTANT PHYSICIAN, with beds 

Applicants must be graduates of a University and must hold 
the M.R.C.P. (London), and the successful candidate will be 
required to see Out-patients 

Applications, accompanied by copies of three testimonials, 
should be sent to the undersigned at the Hospital, from whom 
any further information can be obtained, and should reach him 
not later than Saturday, 17th December, 193 

H.J.E 4 EY, Secretary. 
(Phe Hospital for Sick Children, 
Great Ormond-street, London, W.C.1. 

An OUT-PATIENT MEDICAL OFFICER (part-time and 
non-resident) is required as early as possible in January. Salary 
£150 per annum. The duties will include those of the former 
Out-patient Medical Registrar 

An OUT-PATIENT AURAL REGISTRAR (part-time) 
is required as early as possible in January. Salary £175 per 
annum 

These appointments are tenable in the first instance for 
one year, but may be held for a period of two years, subject 
to re-election 

Candidates must possess a legal qualification to practise, 
and have held a responsible resident appointment at a General 
Hospital 

Applications must be received by NOON on Monday, the 
2nd January, 1939, and candidates must be prepared to attend 
forinterview by the Joint Committee at 4.45 P.M. on Wednesday, 
the 4th January, 1939 

Full instructions and forms of application are obtainable 
from the undersigned 
HERBERT F. RUTHERFORD, Secretary. 
December, 1938 : 


Croydon General Hospital. 


Applications are invited from aan and registered Medical 
Men for the post of CASUALTY HOUSE SURGEON. Salary 
£125 per annum, with board, residence, and laundry 

Applications, stating age, qualifications, accompanied by 
copies (which will not be returned) of three testimonials, to 
reach the undersigned not later than Saturday, December 17th 

The candidate appointed will be required to take up duties 
on January Ist, 1939. 

GEORGE H. Dams, House Governor and Secretary. 

6th December, 1938 


Hospital for Consumption and Diseases 
OF THE CHEST, Brompton, 8.W.3. 


The Committee of Management invite applications for the 
post of ASSISTANT PHYSICIAN for which there are two 
vacancies 

Applications, with copies of testimonials, must reach the 
undersigned not later than Monday, 9th January, 1939. 
Candidates must be Members (or have passed the qualifying 
examination for the Membership) of the Royal College of 
Physicians, London 

Applications should not be addressed to individual members 
of the Committee of Management 

G. ROUVRAY, Secretary. 
3, December, 1938. 


Free Hospital, 


Gray’s Inn-road, W.C 


__ Brompton, 8.W 
R oyal 


Applications are invited from duly qualified and registered 
Medical Practitioners for the post of ANASTHETIC 
REGISTRAR at the above Hospital for one year from 
Ist February, 1939, with option to apply for reappointment 
for two subsequent years 

The post is a non-resident one and carries with it a remunera- 
tion of £150 per annum 

Candidates should have had experience in all forms of 
Anesthetics, including Dental work 

They should submit applications, with copies of three recent 
testimonials, stating age and qualifications, to the undersigned, 
on or before 7th January, 1939 


tICHARD T. BARTLEY, Secretary 
(The Royal Cancer Hospital (Free) 


(Incorporated under Royal ¢ arte 
Fulham-road, London, 3.W 


Applications are invited for the post of ASSISTANT 
SURGEON to the Hospital. Candidates must be Fellows of 
the Royal College of Surgeons of England, or Masters of Surgery 
of a recognised British University 

The appointment is made subject to Rules and Conditions 
laid down by the Charter of Incorporation, details of which 
can be obtained from the Secretary 

Applications (eighteen copies), with copies of not more than 
three recent testimonials, should be sent to the undersigned 


by not later than the first post on Monday, 19th December, 
1938 


CLEMENT COBBOLD, Secretary. 
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[,eondon Chest Hospital, 
4 Victoria Park, 


E. 
(Bus, Tram and Rly, Cambridge tieath, L.N.E. Rly.) 


REGISTRAR—Ear, Nose, and Throat Dept. (Male) 
(Part-Time), 

Applications are invited for the above post. 

The appointment will be for a period of one year. 

Honorarium £50 per annum. 

Applications, with copies of three testimonials, oe be sent 
to the undersigned on or before 3rd January, 

THOMAS BROWN, ™ retary. 


(Sentral London Ophthalmic Hospital, 
Judd-street, London, W.C.1 
Locum is required for the SENIOR HOUSE SURGEON 


for two months from February Ist. Further particulars may 
be obtained from the Secretary at the Hospital. 


[London Chest Hos 


spital, 
Victoria Park, E.2 
(Bus, Tram and Rly. Cambridge Heath, L. & N.E. Rly.) 


SURGICAL REGISTRAR (Male) (Part-time). 
Applications are invited for the above post. 
Four sessions a week, Tuesday and Friday mornings essential. 
Appointment is for one year. Honorarium £100 per annum. 
—— with copies of three testimonials, should be sent 
to the undersigned on or before 3rd January, 1939. 


THOMAS BROWN, Secretary. 
ity of 


Liverpool 
BROAD GREEN SA 


SANATORIUM 
(353 Beds.) 


RESIDENT ASSISTANT MEDICAL OFFICER. 

Applications are invited for the above appointment for a 
period of one year at a salary of £250 per annum, together with 
the usual residential allowances. 

Candidates must possess a registered medical and surgical 
qualification and preference will be given to candidates with 
previous hospital experience. 

The post is suitable for a candidate working for the M.D. 

The Sanatorium is within easy reach of the centre of the 
City and the University. 

Canvassing, either directly or indirectly will be considered a 
disqualification 

Applications to be made on forms obtainable from the Medical 
Officer of Health, Hospitals Department, Municipal Annexe, 
Dale-street, Liverpool, 2, to be endorsed ‘* Resident Assistant. 
Medical Officer,’’ and returned to the undersigned so as to be 
received not later than Wednesday, 21st December, 1938. 

W. H. BaInes, Town Clerk. 

Municipal Buildings, Liverpool, 2, December, 1938. 


Roya! Berkshire Hospital, Reading. 


(338 Beds.) 
Applications are invited for the following resident appoint- 
ments which fall vacant on February Ist, 1939: 

One HOUSE SURGEON to the SPECIAL DEPARTMENTS 
(Eye, Ear, Nose, and Throat) (Male) 

One CASUALTY OFFICER (Male) 

Appointments are for six months and candidates must be 
fully qualified and registered 

Remuneration at the rate of £150 per annum, with board, 
residence, and laundry 

Applic ations, stating age and experience, with ae of testi- 
monials, to be sent to the undersigned on or before January 7th, 
1939. 

H. FE. RYAN, Secretary and House Governor. 


Manchester Victoria Memorial Jewish 
4 HOSPITAL, CHEETHAM. 
(Non-Sectarian. 102 Beds.) 


Spee ations are invited for the owing, posts :— 
NIOR HOUSE SURGEON AND ALTY OFFICER 
(Male ). Salary £125 perannum 

RESIDENT MEDICAL OFFICER (Male). 
per annum 

Both appointments are for six months and include board, 
residence, and laundry. 

Applications stating age and qualifications, together with 
copies of three recent testimonials, to be forwarded to the 
undersigned not later than Thursday, Dec. 22nd, 1938. 

By order of the Board of Management 
D. ROBERTS, Superintendent and Secretary. 


pundee Mental Hospital, Westgreen 


Applications are invited for the post of JUNIOR ASSISTANT 
MEDICAL OFFICER (Male) to the above Hospital. Salary 
£300 per annum, with board, lodging, and laundry, subject to 
deductions under the Asylum Officers’ Superannuation Act 

Applications, stating age and experience, with copies of 
three recent testimonials, to be forwarded to the Medical 
Superintendent. 


Salary £150 
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Council. 


Rhondda Urban District 


WOMAN ASSISTANT MEDICAL OFFICER. 


Applications are invited from unmarried or widowed women 
Medical Practitioners, not exceeding forty-five years of age, for 
appointment as Assistant Medical Officer under the direction 
and supervision of the Council’s Medical Officer of Health and 
school Medical Officer, at a salary of £500, rising by annual 
increments of £25 to £700 a year, the first annual increment 
being payable on April Ist following the completion of six 
calendar months’ service under the Council ; travelling expenses 
necessarily incurred in the performance of the duties will also 
beallowed. Candidates must have had not less than three years’ 
professional experience subsequent to registration, and must be 
experienced in the diseases of children and in maternity work ; 
special experience in orthopedic work and the possession of a 
Diploma in Public Health will be considered desirable additional 
qualifications. 

The appointment, which is designated under the Local 
Government and Other Officers’ Superannuation Act, 1922, will 
be subject to the passing of a medical examination and will 
be terminable by two calendar months’ notice on either side. 
The Officer appointed will be required to reside within the 
Rhondda Urban District and will not be allowed to engage in 
private practice 

Applications are to be made on forms obtainable from the 
Medical Officer of Health, Tydfil House, Llewelyn-street, 
Pentre, Rhondda, by whom they must be received, endorsed 
“ Assistant Medical Officer,’”’ and accompanied by copies of 
three recent testimonials, not later than the first post on Friday, 
the 23rd December, 1938. 

D. J. Jones, Clerk of the Council. 
The Council Offices, Pentre, Rhondda, 5th December, 1938. 


VACANCY FOR PATHOLOGIST 
IN SOUTHERN RHODESIAN 
GOVERNMENT SERVICE 


Required by the Government of Southern Rhodesia a Patho- 
logist for appointment as Director of a Public Health Laboratory 
in Southern Rhodesia. 

Applicants should be experienced in all branches of laboratory 
work, including Bacteriology, Biochemistry, Helminthology, 
Protozoology, &c. 

Salary will be at the rate of £1000 per annum, rising by annual 
increments of £50 per annum to £1250 per annum. 

The appointment will be on contract in the first instance for 
a probationary period of two or three years thereafter the 
incumbent will be considered for appointment to the pension- 
able staff and particulars regarding pension and leave may be 
obtained from the Official Secretary, Office of the High Com- 
missioner in London. 

The successful applicant will be required to assume duty at 
the Public Health Laboratory, Bulawayo, Southern Rhodesia, 
as soon as possible and his steamship passage from England to 
Cape Town and railway fare from Cape Town to Bulawayo 
will be paid by the Government. . 

Applications, accompanied by testimonials, references, &c., 
and full information as to when services will be available if 
appointed, should reach the Official Secretary, Office of the 
Hich Commissioner for Southern Rhodesia, Rhodesia House, 
429, Strand, London, W.C.2, on or before 16th December, 1938. 


(iounty Borough of Oldham. 


MUNICIPAL HOSPITAL. 


RESIDENT ASSISTANT MEDICAL OFFICER. 

Applications are invited from registered Medical Practitioners 
for the post of Resident Assistant Medical Officer. Applicants 
must not be over forty-five years of age. 

Salary £200 per annum, with board, residence, and laundry. 

Candidates should be unmarried. 

The appointment will, in the first instance, be for a period 
of six months. The successful applicant, however, will be 
eligible for reappointment for a further period of six months 

The appointment is subject to the provisions of the Local 
Government and Other Officers’ Superannuation Act, 1922, 
and the person appointed will be required to pass a medical 
examination. 

The hospital comprises 375 beds, with facilities for gaining 
experience in medicine, surgery, midwifery, and diseases of 
children. 

Application forms may be obtained from the Medical Officer 
of Health, Town Hall, Oldham, and should be returned, endorsed 
* Resident Assistant Medical Ofticer,’’ as soon as possible, but 
not later than 9 A.M. on Wednesday, 28th December, 1938. 

THOMAS ALKER, Town Clerk. 

Town Hall, Oldham, 5th December, 1938. 


The Kidderminster and District General 


HOSPITAL. (145 Beds.) 


SENIOR HOUSE SURGEON (Male) required. Salary 
£150 per annum, with residence, board, and laundry. 
JUNIOR HOUSE SURGEON (Male) required 
£100 per annum, with residence, board, and laundry. 
Applications, together with not more than three testimonials, 
should be forwarded immediately to the undersigned 
F. W. BARNETT, House Governor and Secretary. 


Salary 


Hampshire County Couneil. 


ASSISTANT COUNTY MEDICAL OFFICER 

Applications are invited for the post of Assistant County 
Medical Officer. Possession of a Diploma or Degree in Public 
Health is essential, and previous experience in the varions 
branches of public health, especially tuberculosis, and schoo! 
medical service work is desirable 

Salary £600 a year rising, on approved service, by increments 
to £750 (subject to deductions under the Local Government 
Superannuation Act, 1937) in addition to travelling expenses 

Applications, with copies of not more than three recent 
testimonials, upon a form which, with the conditions of appoint- 
ment, may be obtained from the County Medical Officer, The 
Castle, Winchester, should be sent to him as soon as possible 
and not later than the 30th December, 1938. Canvassing is 
prohibited 

The successful candidate will not be expected to take up his 
duties before the Ist April, 1939 

*. V. BARBER, Clerk of the County Council 
The Castle, Winchester, 5th December, 1938 


A ddenbrooke’s Hospital, Cambridge. 


Applications are invited for the following posts : 

(a) HOUSE SURGEON, vacant on February Ist, 1939 

(b) HOUSE PHYSICIAN, vacant on February Ist, 1939 
_ Each appointment is tenable for a period of six months, but 
is terminable at an earlier date by one month’s written notice 
on either side. 

The salary of each officer will be at the rate of £130 per annum, 
with board, residence, and laundry. 

Candidates (Male), who must be unmarried and duly registered, 
are requested to forward their applications, stating age, qualifica- 
tions, &c., together with copies of not more than four testi- 
monials, to the undersigned on or before Wednesday, December 
21st, 1938. 

J. A. BEARDSALL, Secretary-Superintendent 


[Lcicester Royal Infirmary. 


PART-TIME VENEREAL DISEASES OFFICER 
(Female). 


Applications are invited for the position of Senior Medica! 
Officer (Woman) in charge of Women’s V.D. Clinics under 
general administrative control of the Director of Venereal 
Diseases Service. Salary £350 per annum 

The appointment is for a part-time Medical Officer, who will 
be allowed to engage in private, but not panel, practice. It 
is understood that an additional part-time appointment valued 
at £150 per annum will be offered to the successful candidate 

Applicants must be qualified in accordance with the new 
regulations of the Ministry of Health. 

Full details on application to the House Governor and 
Secretary. 

30th November, 1938. 


(founty Mental Hospital, 
Nr. MANCHESTER. 


Prestwich, 


Applications are invited for the whole-time appointment of 
SENIOR ASSISTANT MEDICAL OFFICER at the above 
Mental Hospital. The salary is £700 perannum. An additional 
£50 per annum will be paid for the possession of a diploma in 
Psychological Medicine 

The selected candidate must be single, and will be required 
to live in the Hospital and will be provided with board, lodgings, 
&c., for which a charge of £150 per annum is made 

The appointment will be subject to the provisions of the 
Asylums Officers’ Superannuation Act, and the successful 
candidate will be required to pass a medical examination 

Applications, giving full particulars, with copies of testi- 
monials, should be forwarded so as to reach the Medical 
Supermasencent on or before the 4th January, 1939, address as 
above 


he 


The Board of Management invite applications for the post 
of OPHTHALMIC AOUSE SURGEON. 

The salary attached to the post is £120 per annum, with 
board and residence 

The successful applicant will be expected to take up his duties 
on Ist January, 1939 

The Ophthalmic Department contains 69 Beds and an Out- 
Patient Department which is open daily. 

Applications with copies of testimonials to be sent forthwith 
to the General Superintendent and Secretary. 

5th December, 1938 


Phe Staffordshire General Infirmary, 
STAFFORD 
(145 Beds, including 14 Private Wards. Three Residents.) 


Royal Infirmary, Sheffield. 


HOUSE SURGEON required to take up duties on the 
Ist January. Salary £175 per annum, with board, residence. 
Applications, stating age and giving particulars of experience, 
together with copies of three recent testimonials, should be 
sent to me forthwith. 
E. COLLINS, Secretary 
Stafford, 3rd December, 1938. 
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KE ssex and Colchester Mental Hospitals. 
SEVERALLS MENT AL HOSPITAL. 


Applications are invited for the post of MEDICAL 
SUPERINTENDENT at Severalls Mental Hospital, Colchester. 

Applicants must be registered under the Medical Act, and 
have had previous mental hospital experience, and be not 
more than forty-five years of age Salary £1100, rising by 
annual increments of £50 to £1350 per annum, with unfurnished 
house, coals, firewood, light, garden produce, washing, garage, 
and upkeep of garden 

A deduction will be made 
with the Asylums Officers’ Superannuation Act, 1909 

Copies of not more than three recent testimonials must 
be sent with the application 80 as to reach the undersigned on 
or before the 22nd December, 193 

The appointment is subject ms 
either side 

Direct or indirect canvassing will disqualify any applicant. 

Forms of application must be obtained from the undersigned. 

H. H. Gepp, Clerk to the Committee of Visitors. 
Chelmsford, 22nd November, 1938. 


Bolton Royal Infirmary. 


(318 Beds, including two Auxiliary Hospitals.) 


from the salary in accordance 


three months’ notice on 


66, Duke-street, 


(Phe 


ASSISTANT PATHOLOGIST. 

Applications are invited from qualified Medical Men or 
Women for the above post Post-graduate experience in the 
routine methods of a general hospital laboratory is essential. 

The appointment is a whole-time one. 

Salary £600 per annum. 

Further information may be obtained from the undersigned, 
to whom applications, stating age, nationality, and experience, 
and enclosing two copies of recent te »stimonials, should be sent 


as soon as possible 
H. COoRLESS, Secretary. 
Wirral Joint Hospital. Boa rd. 


CLATTERBRIDGE ISOL ATION HOSPITAL. 
(100 Beds.) 


The Wirral Joint Hospital Board invite applications from 
registered Practitioners for the post of RESIDENT ASSISTANT 
MEDICAL OFFICER at the above-named Hospital. 

Preference will be given to applicants who have had experience 
in Bacteriology. 

The Hospital is situated within easy distance of the Liverpool 
Medical School, and time will be allowed, when the work of 
the Hospital permits, for attendance at D.P.H. or other higher 
qualification classes. 

The appointment is for one year only, and is not renewable. 

Salary £200 per annum, with board, residence, and laundry. 

Duties begin Ist February, 1939 

Application, stating age, qualifications, &c., 


and accom- 


panied by copies of recent testimonials, to be made not later 


than 15th December, 1938, to :— 
DAVID BUNTING, Clerk to the Joint Hospital Board. 
61, Hamilton-square, Birkenhead. 


Borough of Heston and Isleworth. 


APPOINTMENT OF ASSISTANT 


MEDICAL OFFICER 
OF HEALTH 


AND SCHOOL MEDICAL OFFICER 

Applications are invited from duly qualified Medical Men 
with a Public Health qualification for the position of Assistant 
Medical Officer of Health and School Medical Officer. 

Candidates will be required to carry out medical inspection of 
school-children, bacteriological work, child welfare work, 
as may be allotted by the Medical Officer of Health 

The person appointed will be required to devote his whole 
time to the duties, to reside in the Borough, and will not be 
allowed to engage in private practice. The salary will be at the 
rate of £500 per annum, rising to £700 per annum by annual 
ine - ments of £25 

A deduction of 5 per cent. will be made from the salary in 

accordance with the provisions of the Local Government and 
Other Officers’ Superannuation Act, 1922, and the appointment 
will be subject to medical examination 

Copies of the application form and terms of appointment can 
be obtained from the Medical Officer of Health, 92, Bath-road, 
Hounslow 

Applications, accompanied by copies of not more than three 
recent testimonials enclose d in a sealed envelope endorsed 
* Assistant Medical Officer,’’ must be delivered to the under- 
signed not later than NOON on Friday, 16th December, 1938. 

HAROLD SWANN, Town Clerk. 
Conncil House, 


Harlow 


Applications are invited for the posts of 
SURGEONS (Male), one to commence on Ist 
and the other to commence on Ist February, 
ments being for six months in the 
the rate of £200 per annum, 

Applications, 


Hounslow 


Wood Orthopedic Hospital, 
Near MANSFIELD, NOTTS 
(155 Beds Two R eside nts.) 


Two HOUSE 
January, 1939, 
1939, the appoint- 
first instance. Salary is at 
with board, residence and laundry. 
stating age, qualifications and experience, 


with copies of testimonials, should be received by the Secretary 
1938 


not later than 12th December, 
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y est Ham Hospital for Nervous and 
MENTAL DEBS, ES, 
ILFORD, ESSEX. 


Applications are invited for a Male JUNIOR ASSISTANT 
ME BICAL OFFICER at the above Hospital. Candidates must 
be unmarried. 

he commencing salary is at the rate of £350 per a. 
rising by annual increments of £25 to a maximum of £450 
annum, together with emoluments consisting of board, launc ry 
and attendance, valued for superannuation purposes at £150. 
The person appointed will also be paid, in addition to his 
salary, the sum of £50 per annum on obtaining the Diploma of 
Psychological Medicine. 

The appointment is subject to six months probation, and to 
the provisions of the Asylums Officers’ Superannuation Act, 
1909, Class 1, and to a satisfactory medical examination. 

The Hospital is situate 10 miles from London 

Applications, stating age and experience, accompanied by 
copies of three recent testimonials, must reach the Medical 
Superintendent not later than 12th December, 1938 


Norfolk and Norwich Hospital, 


NORW Ic (440 Beds.) 


Applications are invited for the post of HOUSE SURGEON 
to the ORTHOPADIC DEPARTMENT. Salary £120 per annum 
with board, residence, and laundry. Candidates (Male) must 
be unmarried and must possess registered qualifications. 

Applic ‘ations, stating age, nationality, &c., together with 
copies of testimonials, should be forwarded to the unde rsigned 
not later than Tue sday, 13th December, 1938. 

FRANK INC H, House Governor and Secretary. 

Friday, 2nd December, 1938 


Royal Cornwall Infirmary, 


(180 Beds.) 

SENIOR HOUSE SURGEON wanted for January Ist, 1939 
Salary £150 per annum, with board, residence, laundry, and 
attendance. Previous hospital experience esse ntial. 

Applications, stating age, nationality, and experience, to 
be forwarded to the undersigned 

A Junior House Surgeon will be appointed on March Ist, 1939. 


Truro. 


W. E. GRENFELL, Hon. Secretary 
Truro, 22nd November, 1938 
"Phe Prince of Wales’s Hospital, 
PLYMOUTH 
(Incorporating South Devon and East Cornwall Hospital, 
Greenbank-road, Royal Albert Hospital, Devonport, Central 
Hospital, Lockyer-street.) 


= for the post of HONORARY 
ASSISTANT URGEON to the Hospital. (The Honorary 
— al Re sletenn is a candidate for the post.) 

Candidates must be Masters of Surgery of a University of the 
United Kingdom, of Fellows of the Royal College of Surgeons 
of England or of Edinburgh. 

Applications and testimonials must reach the undersigned, 
from whom the rules and regulations governing the appoint- 
ment may be obtained, on or before the 24th December, 1938 

Personal canvassing disqualifies, but candidates may send 
copies of their application and testimonials to the members of 
the Board. 

ARTHUR R. CasH, General Superintendent. 

November 30th, 1938 


Birmingham United Hospital. 


FULL-TIME ASSISTANT TO THE RADIOLOGICAL 
DEPARTMENT. 

Applications are invited for the above post. 

The appointment is for one year, the holder being eligible 
for re-election. 

Salary £400 per annum to £450 per annum, 
experience. 

Candidates must be registered Medical Practitioners 
must possess a Diploma in Radiology. 

Applications must be sent to the undersigned (from whom 
all further particulars can be obtained), stating age, experience, 
and qualifications with copies of recent testimonials, not later 
than December 17th. 

G. HURFORD, Secretary, Birmingham United Hospital. 

The Centre Hospital, Edgbaston, Birmingham, 15. 

November 29th, 1938 


Royal Manchester Children’s Hospital, 
(232 Beds.) 


according to 


and 


RESIDENT HOUSE SURGEON. 

Applications are invited for the post of Resident House 
Surgeon for a period of six months, commencing Ist February, 
1939. Salary £100 per annum. Candidates having previous 
experience in the administration of Anesthetics will be given 
preference. 

Applications, stating qualifications and past experience, 
together with testimonials, to be sent to the undersigned not 
later than Thursday, 29th December, 1938. 

Canvassing, directly or indirectly, may disqualify. 

By Order, 


H. HEARDMAN, Secretary. 
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County Council 


urrey 
PUBLIC HEALTH DEPARTMENT. 


FARNHAM COUNTY HOSPITAL (197 Beds). 


ASSISTANT MEDICAL OFFICER. 

Applications are invited for the appointment of Assistant 
Medical Officer at the Farnham County Hospital, Hale-road, 

Candidates must have held resident hospital appointments 
and should preferably possess a higher qualification 

The tenure of the appointment is limited to a period of 
5 years, but the appointment is subject to the provisions of the 
Local Government and Other Officers’ Superannuation Act, 
1922. The cash salary is at the rate of £350 per annum, rising 
by annual increments of £25 to a maximum of £450 per annum, 
together with full residential emoluments valued at £125 per 
annum. 

Applications, stating age, qualifications, and experience, 
and enclosing copies of not more than three recent testimonials, 
should be addressed to the County Medical Officer, County 
Hall, Kingston-on-Thames, so as to be received not later than 
the 21st December, 1938 

DUDLEY AUKLAND, Clerk of the Council 

County Hall, Kingston-upon-Thames, 9th December, 1938 


Roe yal Halifax Infirmary. 
Hospital recognised by the Royal College of 
Surgeons (England). 

(250 Beds.) 


Wanted, a SECOND HOUSE SURGEON: also a THIRD 
HOUSE SURGEON (Male, unmarried). Candidates must be 
duly qualified and registered. The appointments will be for 
six months from Ist January to 30th June, 1939 Salary, 
including all services required in connexion with Paying 
Patients’ Ward, £175 per annum and £150 per annum respec- 
tively, with residence, board, and laundry. The Resident Staff 
consists of Resident Surgical Officer and three House Surgeons. 
The Hospital contains Maternity and Paying Patients’ Blocks. 
Also a Pathological Department, a large Eye, Ear, Nose, and 
FL sao Department, Radiological Department, and Radium 
Clinic 

Particulars of the duties may be obtained from the under- 
signed, to whom applications, stating age and nationality, 
together with testimonials, should be sent. 


A. MIDGLEY, Secretary. 
_ 5th December, 1938. an 
General 


W est Kent Hospital 
Incorporated), 


MAIDSTONE: (135 Beds.) 
Applications are invited for the post of HOUSE SURGEON, 
who must be a Male of British nationality and unmarried. 
Salary at the rate of £175 per annum, with board, apartme nts, 
and laundry. 
Candidates must possess registered qualifications. 
Applications, stating qualifications and experience, together 
with copies of testimonials, should be sent to the undersigned 
not later than the 23rd Dec ember, 1938. The successful candidate 
will be required to take up residence on the Ist January, 1939. 
EPWARD J. GREGG, House Governor and Secretary 


Preston and County of Lancaster 
QUEEN VICTORIA ROYAL INFIRMARY. 


The post of HOUSE PHYSICIAN becomes vacant on the 
25th January next. 

The duties involve the care of 70 beds and attendance at 
Electro-cardiograph, Asthma, and General Medical Clinics. 
There are efficient X ray and Pathological Units. 

The usual salary is at the rate of £150 per annum, with board, 
residence, and laundry, six months’ appointment. The Board 
of Management is, however, prepared to pay a salary of £200, 
rising after six months to’ £250 per annum, to a successful 
candidate who has a higher degree in medicine, or who has had 
previous experience as a House Physician for a six or twelve 
months’ appointment 

Applications, stating age, qualifications, and experience, with 
copies of testimonials, should be forwarded to Mr. JOHN GIBSON, 
Superintendent, Royal Infirmary, Preston 


Eye Hospital, Southampton. 


Applications are invited for the post of ORTHOPTIC 
TEACHER as from Ist January, 1939. Whole-time appoint- 
ment ; commencing salary £180. Must be unmarried. Facilities 
given for taking private patients on terms to be arranged. 

Applications, giving experience and qualifications, to be 
sent to the undersigned. 


E. T. KEMP, Secretary. 


Rotherham General Hospital. 


HONORARY OPHTHALMIC SURGEON. 
The Hospital Committee invite applications for the post of 
Honorary Ophthalmic Surgeon at the above Institution. 
Prompt replies to this advertisement are desirable and full 
particulars can be obtained from the Secretary, G. W. ROBERTS, 
8, Moorgate-street, Rotherham. 


(lity of Birmingham. 


PUBLIC ASSISTANCE COMMITTEE 
BIRMINGHAM INFIRMARY. 


ASSISTANT RESIDENT MEDICAL OFFICER. 

The Public Assistance Committee invite applications from 
fully qualified Medical Practitioners for appointment as 
Assistant Resident Medical Officer at Birmingham Infirmary 

The Institution has accommodation for upwards of 1900 
patients, an increasing proportion of which is set aside for chronic 
sick cases both male and female 

The Officer appointed will be required to assist in the general 
medical work of the Institution under the supervision of the 
Resident Medical Officer 

Any further particulars of the Institution and/or duties can 
be obtained upon application to the Medical Officer, Dr. L. 
NAGLEY, M.D. 

Salary will be at the rate of £350 per annum, rising, subject 
to satisfactory service, by annual increments of £25 per annum 
to £450 per annum together with full residential emoluments 
(rations, apartments, laundry, and attendance). Four weeks’ 
leave of absence will be granted to the successful candidate 

The appointment will be subject (1) to the candidate satis- 
factorily passing a medical examination, (2) to one month's 
notice to terminate on either side. The galary will be subject 
to deductions in respect of superannuation and (subject to the 
necessary qualifications) in respect of the Municipal Officers’ 
Widows’ and Orphans’ Pensions Scheme. 

Applications, accompanied by copies of three recent testi- 
monials, should be addressed to the Public Assistance Officer, 
102, Edmund-street, Birmingham 3, and forwarded so as to 
reach him on or before 10 a.M. on Monday, the 19th December 
next. 

Canvassing in any form, oral or in writing, direct or indirect, 
will be regarded as a disqualitic ation 

. H. C. WILtTsHire, Town Clerk. 

Council House, Birmingham, 1,29th Nove “mbe r, 1938. 


Roya! East Sussex Hospital, Hastings. 


Applications are invited for the post of SENIOR HOUSE 
SURGEON (Female) vacant Ist January, 1939. The appoint- 
ment is for a period of six months. Salary at the rate of £200 
per annum, with board, residence. Candidates must be duly 
registered Medical Practitioners 

Applications, with copies of recent testimonials, to be 
addressed to the Secretary. 

MIDDLESEX. 


Hounslow 


HOUSE PHYSICIAN AND CASUALTY OFFICER. 

Applications are invited from Male Registered Practitioners 
of British nationality for the above post. The appointment 
is for six months from Ist February, 1939, with eligibility for 
appointment for a further period. Salary £100 per annum, 
with board, residence and laundry. 

Applications, with copies of three recent testimonials, should 
be sent to the undersigned not later than first post on Tuesday, 


20th December. 
A. MOWBRAY BARKER, Secretary 


H ell Royal Infirmary. 


Applications are invited for the post of SECOND CASUALTY 
OFFICER (Male), vacant December 30th 

Salary £150 per annum, plus board, residence and laundry. 

In addition to carrying out duties in the Casualty Department, 
the officer appointed will act as House Surgeon to one of the 
Honorary Assistant Surgeons, and will thus obtain Ward and 
Theatre experience He will be eligible for promotion to a 
more senior post when a vacancy occurs 

The appointment will be for a period of six months, but will 
be determinable at any time by one month’s notice on either 
side. 

Applications, giving particulars of age, experience and 
nationality, together with copies of testimonials, should be 
addressed to the unde ——- 


Wi-rrip T. KEMSLEY. 


Hospital, Staines-road, 


J. CARLESS, House Governor. 
28th November, 1938 


R oyal Buckinghamshire 
AYLESBURY. (115 Beds.) 


Hospital, 


Applications are invited for the posts of 
SENIOR & JUNIOR a MEDICAL OFFICERS 
(Male) 

For six months beginning Ist January, 1939. 

Salaries £200 and £150 per annum respectively, with full 
board, residence in own flat, and laundry. 

Previous Hospital experience is desirable. Opportunity 
will be afforded to undertake all branches of medical and surgical 
practice, including anzsthesia, and to work with London 
consultants. 

Selected candidates will be required to attend for interview 
by the Medical Committee on Friday, 16th December, 1938 

Applications must reach the unde rsigned by Monday, 
12th December, 1938. 

F. G. DAWES, Secretary. 
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[,incoln County Hospital. 


Wanted, SENIOR HOUSE SURGEON, Male, unmarried. 
Salary at the rate of £250 per annum, rising to £300 per annum 
at the conclusion of six months’ approved service. Board, 
residence, and washing will also be provided. 

Every candidate for the appointment must be registered 
under the Medical Acts 

Applications, stating age and other particulars, with copies 
of not more than three testimonials, are to be sent to the under- 
signed, from whom further particulars may be obtained 

ARTHUR MOORE, Secretary-Superintendent. 

Lincoln, 26th November, 1938 


Manchester Hospital for Consumption 


AND DISEASES OF THE THROAT AND CHEST. 


Wanted, an ASSISTANT MEDICAL OFFICER (Male) 
for the CROSSLEY SANATORIUM, DELAMERE FOREST 
CHESHIRE (113 Beds). Salary £200 per annum, with board, 
apartments, and laundry. Candidates must be registered. 
The appointme nt offers an opportunity for gaining experience 
in modern methods of treating Pulmonary Tuberculosis. 
Applications, stating age, with copies of testimonials, to be 
re not later than December 24th to W. Hunt, Secretary, 
5, Hardman-street, Manchester, 3 


niversity of Leeds. 
FACULTY “OF MEDICINE. 

The Council will shortly proceed to the appointment of a 

SECOND SURGICAL TUTOR, at a salary of £400 a year. 
Further particulars may be obtained from the Registrar, 


The University, Leeds, 2, who will receive applications for the 
post on or before the 23rd December 


(tounty Mental Hospital, 


Near MANCHESTER. 


Prestwich, 


Locum Tenens (with a possibility of permanency) Male 
MEDICAL OFFICER, age not exceeding thirty-five, required 
at the above Hospital which is a Training School. 

Salary £7 7s. per week, with board, lodging, and laundry. 
Copy testimonials only must be sent. 

Candidates must be unmarried and registered under the 
Medical Act. Appointment terminable by one week’s notice on 
either side. 

Apply as soon as possible stating age, hospital and other 
experience, qualifications, and full particulars to the Medical 
Superintendent as above. 


(Phe Victoria Infirmary of Glasgow. 


(495 Beds.) 


APPOINTMENT OF A VISITING AN ZSTHETIST 

The Governors invite applications for the above appointment. 
The salary attached to the appointment is £400 per annum. 
Particulars of the duties may be obtained from the Medical 
Superintendent at the Infirmary. 

Fourteen copies of application and testimonials to be lodged 
with the undersigned not later than 24th December. 

JoHN W. ROBSON, Secretary and Treasurer. 
40, St. Vincent-place, Glasgow, 2nd December, 1938. 


Reya! Victoria Infirmary, 
NEWCASTLE-UPON-TYNE 
(835 Beds.) 


MEDICAL REGISTRAR—Open Appointment. 

Applications are invited for the pow of Medical Registrar 
to take up duty on Ist February, 1939 

Candidates must be registered in Me dicine and in Surgery. 

The salary is at the rate of £250 per annum (non-Resident) 

Further particulars regarding duties, times of attendance, 
&c., may be obtained from the unde rsigned, to whom applica 
tions, with copies of not more than eo testimonials, chould 
be sent not later than 31st December, 193 

S. DuNSTAN, House and Secretary. 

5th December, 1938 


City of Liverpool 


SMITHDOWN ROAD HOSPITAL 
(1220 Beds.) 


RESIDENT ASSISTANT MEDICAL OFFICER 
Applications are invited for the above appointment for a 
period of one year at a salary of £200 per annum, together with 
the usual residential allowances 
Canvassing, either directly or indirectly, will be considered 
a disqualification 
Applications to be made on forms obtainable from the Medical 
Office r of Health, Hospitals Department, Dale-street, Liver- 
pool, 2, to be endorsed * Resident Assistant Medical Officer,” 
and ceed to the undersigned so as to be received not later 
than Wednesday, 21st December, 1938. 
W. H. Batnes, Town Clerk. 
Municipal Buildings, Liverpool, 2, December, 1938 


Royal Army Medical Corps 


ASSOCIATION 85, Eccleston-square, S.W.1 (Telephone 
Victoria 2722), supplies qualified Dispensers, Book-keepers, 
Laboratory Assistants, Sanitary Assistants, Male Nurses, Menta 
and Special Treatment. Orderlies, Dental] Clerk Orderlies, Porters, 
Caretakers, &c., without charge ‘to respective employers 


58 


r 

['ypewriting — Specialists in Typing 
fedical and Scienti ae Lectures, Theses, a 

Books. Highest recommendations. Shorthand typists always 

available. Proof-reading, indexing. Translations in all] European 

languages.—Margaret Watson Ltd., 16, Palace Chambers, 

Gridge-street, S.W.1 W HItehall 3838 


sec retary requires position. Seven years 


varied medical experience. Own typewriter. Would 
consider part-time or by the hour.—Address, No. 536, THE 
LANCET Office, 7, Adam-street, Adelphi, W.C.2. 


or Sale, Medical Couch; excellent 


condition, 30s. Radiant Heat lamp, 15s.—** Ellaine,’’ 
10, Henrietta-place, Cavendish-square, W 


est End Anesthetist offers services 

for Evening Surgeries or other Part-time Assisting in 
General Practice.—Address, No. 535, THE LANCET Office, 
7, Adam-street, Adelphi, W.C.2. 


heatre-experienced Nurse, Young, 
Hospital Certificate, wishes work with Doctor. References 


(Hospital and Private). Eaare Gulliver 3904 or write: 8. 
Allen, 8, Gloucester-road, N.W 


\ anted imme ‘d iately, 

Cheshire, Lancashire, Midlands. Good panel receipts 
about £1400-€2000. Good house, garden essential, ample 
capital available strictly confidential. Apply, R. SUMNER AND 
Co., Ltp., 40, Hanover-street, Liverpool, 1 


X Ray Apparatus For Sale. 


Newton & Wright 30 m.a. mobile set with Cox 
Cavendish Potter Bucky and all necessary accessories. 
Installed under guarantee for inclusive price of £85. 

The outfit would cost about £250 new. 


Write Secretary, Cottage Hospital, South Molton, 
Devon. 


London.—Cora Hotel 


Upper Woburn-place, near B.M.A. Headquarters. 
Accommodates 235 visitors. Modern comforts. 
Excellent table. A.A. and R.A.C. recommended. 
Room, bath, and table d’héte breakfast, &s. 6d. 


Resident Patients.—Doctors desiring 
accommodation for private patients (mental, neuras- 
thenic, invalid, &c.) may have, post free, illustrated BOOKLET 
describing residences, &c., of numerous colleagues in all — 
town, country, and seaside—who receive such patients.— Appl 
Manager, Britieh Medical Bureau, er House Sou tb. 
Tavistock-square, London, W.C.1 


Practice, 


In consequence of the death of Dr. Cameron. 
Phe International Clinic, 
PARK, TUNBRIDGE WELLS. 
The equipment and apparatus of the famous Clinic, 
comprising 
CosTLY MEDICAL APPLIANCES 
including 
Diathermy machines, Ultra Violet Ray lamps, Pyretic Steam 
Bath, Electro-Cardiographic Apparatus, X Ray Therapy, X Ray 
Diagnostic Plant, New Operating Table, and the 
Apparatus ann Instruments in the Biochemical Laboratory, 
Vorkshop Machines, and Tools 
and the complete furnishings of the Clinic 
Will be pe by auction on the premises 


on 
Monday, Tuesday, and Wednesday, December 12th, 13th, and 
14th, 1938. 
Catalogues may be obtained from =~ Auctioneers 
JACKSON Stops & STA 
Stops House, Curzon-street, Mayfair, 
The property is for sale with 10 to 66 Acres. 


(Jommodious Sky-lit Surgery to Let. 
Large bed-sitting room, hall-waiting-room, and bathroom 
in West End hotel Hotel service, private "phone, etc., suitable 
for doctor, dentist, artist, photographer.—Write, Box 11, c/o 
Pool’s, Brettenham House, Lancaster-place, W.C.2. 
= 

Portland-place. -Fine Residential Flat 

and Consulting Room for Doctor or Dentist. Ground 
floor and basement Rent £350 per annum inclusive. 
Ivor Estate Co 25, Charles-street, Haymarket, 38.W.1. 


Whitehall 3920 


H igher Bebington, near Birkenhead, 

c ‘heshire —Imposing sun-trap Corner Residence in good- 

class and rapidly developing locality, eminently suitable for 
medical or other professional gentleman. Freehold. No chief. 
Possession on completion.—Full particulars = orders to view 
from WoORSLEY AND WoRSLEY, F.A.I., 176/182, Conway- 

street, Birkenhead Phones : 564/5. 
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Te Let.—Premises suitable for Surgery 

and Consulting Rooms in Hampstead. Large basement 

could be used as Laboratory or Dispensary. £130 per annum. 

ne ly. WALTER THOMAS, 245, West End-lane, N.W.6. Tel. 
2838. 


streatham, S.W.16.—Detached House 


of 4 bedrooms (on one floor), lounge hall, study, drawing- 
room, dining-room, spacious bathroom, kitchen, scullery, &c., 
terrace garden, lawns, rosery, &c., garage with chauffeur’s 
workshop. Very suitable for doctor. Freehold £2000. Key : 
— 207, Longley-road, S.W.17. Phone: STReatham 
7555. 


Hatley Street and District.—A number 


of excellent CONSULTING ROOMS are available for 
full and part-time use at moderate rents. Particulars on 
application.— ELGoop 10, Henrietta-place, Cavendish- 
square, WwW -1. Lang. 260 


For available 


CONSULTING ROOMS. PROFESSIONAL 
HOUSES AND FLATS 


n Harley Street and the medical area generally including Mayfair 


LEY CLARK and PARTNERS 
Auctioneers, Surveyors, and Valuers 
3a, WIMPOLE STREET, CAVENDISH SQUARE, W.! 
Represented in Cannes, Nice, Monte Carlo 
Telephone: LANgham 1095 (3 lines) 
Hitley- -street.— In Physician’s own 
House, Consulting-room Suite, handsomely decorated. 
Name plate and all services, £250 per annum; also part-time 
room with plate. Furnished treatment rooms and X ray avail- 


able.—Address, No. 513, THE LANCET Office, 7, Adam-street, 
Adelphi, W.C.2. 


A HANDMAID to the HOSPITALS 
Your Help is Needed by the 


ROYAL SURGICAL 
AID SOCIETY 


which Supplements the Work of the . 
Hospitals 
by Providing the Afflicted Poor with 


SURGICAL APPLIANCES 


of every description, upon the certificate of a 
Surgeon and the R dations of Subscribers. 


Over 1,530,000 Appliances already supplied. 


Annual Subscription of £1 | 0 
or Life Subscription of £10 10 0 


Entitles to Four Rec dations per Annum. 


The number of recommendations increasing in proportion to 
the amount of subscription or donation. 


Patron: HIS MAJESTY THE KING. 


Head Office: 
SALISBURY SQUARE, FLEET STREET, 


PEACOCK HADLEY, Ltd. 


MEDICAL TRANSFER AGENCY, 
67-68, Chandos Place, Bedford Street, Strand, W.C.2 


Wires: HERBARIA, LESQUARE, LONDON, 
Phone : Temple Bar (5564, 


This old-established | reliable Agency negotiates the Sale of 
PRACTICES AND PARTNERSHIPS on reasonable terms 
which can be obtained on application. LOCUM TENENS 
AND ASSISTANTS — free of charge to Principals 


LEE & MARTIN, Ltd. st. 187 


MEDICAL 
71, TEMPLE ROW, BIRMINGHAM. 

‘Grams: “‘ Locum, Birmingham.’’ ’Phone: Midland 
TRANSFER OF PRACTICES AND PARTNERSHIPS ARRANCED 
Accounts Audited and Income Tax Accounts Prepared. 
FINANCIAL ASSISTANCE AFFORDED ON REASONABLE TERMS 


Reliable and Efficient Locums eee at short notice 
_ alee Assistan 


THE OLDEST AND LEADING MEDICAL AGENCY 


PERCIVAL TURNER 


25, MAIDEN LANE, STRAND, W.C.2 
(Corner of Bedford Street) 


Telegrams : “ Epsomian, London.” Phone : 
After office hours: Walton-on-Thames 


Commission chargeable of the sale of a 
practice of thar imited ta 0 where the business 
solely in our hands, 


Several Good Secondhand Microscopes 


and Objectives, by Ross, Zeiss, Watson, &c., to be cleared 
at very low prices. Details on application —-City Sale and 
Exchange (1929), Ltd., 93-4, Fleet-street, E.C.4. 


Nightcap of comfort to a work-worn 


head— 
4 TOM LONG pipetul ere you | BO to bed! 


THE LANCET 


The subscription rates, post free, when paid strictly in advance 
are ae follows :— 


INLAND Six Months .. 1 1 0 
ABROAD Six Months .. 150 
Three Months xe 


Subscriptions not paid in advance are charged out at the 
published price of 1s. per copy, plus postage. Cheques and 
P.O.’s (crossed ‘“‘Westminster Bank, Ltd., Covent Garden 
Branch”) should be made payable to THE MANAGER, THE 
LANCET LTD., 7, Adam-street, Adelphi, W.C.2. 


SMALL ADVERTISEMENT RATES. 
Books and Publications 


Four lin 


Official and General Announcements and ow os 6s. 0d. 


Trade and Miscellaneous Advertisements ; ‘ 
Every additional line 1s. 6d. 


For complete scale of advertisement charges apply to 
THE MANAGER. 


CATALOGUE of SECONDHAND SURGICAL INSTRUMENTS, OSTEOLOGY 


MICROSCOPES POST FREE. 


Students’ Half Sets of Osteology. Articulated Skeletons and Disarticulated Skulls. 


MILLIKIN & LAWLEY, 67 & 68, CHANDOS PL., STRAND, W.C.2 


(Adjacent to Charing Cross Hospital Medical School.) 


Telephone : Temple Bar 2206. 
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BOVRIL MEDICAL AGENCY, Ltd. 


ALDINE HOUSE, 

10-13, BEDFORD STREET, STRAND, QNDON, W.C.2. 
Telegrames” BovMEDICAL, LESQUARE, LONDON. : TEMPLE Bar 1616 (3 Mnes). 
Chairman and Managing Director, Dr. J. FIELD HALL. 


The Maximum Commission payable on the sale of any Practice or Partnership in Great ———, placed 
exclusively in the hands of this Agency is £50 (fifty pounds) which sum covers goodwill, surgery, 
fittings, fixtures and furniture, instruments and book debts, but not house property. Schedule of Terms 
will be forwarded on application. 


NO OHARGE IS MADE cu PRINCIPALS FOR Rt INTRODUCTION OF 
Accountancy and Legal Services 


Psd TENENS OR ASSISTANTS. 
the Agency, where desired, at moderate inclusive charges. 


PRACTICES AND PARTNERSHIPS FOR SALE. 
1. WEST OF ENGLAND VERY ATTRACTIVE MARKET | 6, EASTERN COUNTIES.—WITHIN EASY REACH 


TOW N.—PARTNERSHIP.—A Four-tenths’ Share to POPULAR SEASIDE RESORT.—PARTNER- 
commence (after preliminary assistantship) in good 


SHIP.—One-third Share (with increase later) in steadily 
mixed-class Practice, owing to death of senior partner. increasing mixed-class Practice averaging for past 
Receipts for past 12 months £2305, including panel of 3 years £3200 p.a. Panel of 3000, Appointments 
1200 and several appointments. Good house (4 bed- worth about £325 p.a. Good house (4 bedrooms, &c.). 
rooms, &c., garden, garage). Rent on lease £77 10s 


4 Large garden. Garage. Price £1000. Premium 2 years’ 
p.a. Premium 2 years’ purchase. Ingoing partner purchase or near offer. Ingoing partner should be 28-40, 
should be keen worker and aged about 30. Scope for preferably English or Scottish. 
surgery and chance of being appointed to local hospital. 


2. WITHIN 40 MILES SOUTH OF LONDON—LARGE | WEST MIDLANDS. FAVOURITE RESIDENTIAL 


£1150-£1200 p.a. in good middle- and working-class Appointments worth about £112 oGood house with 

Practice. Fees 28. 6d. upwards. Suitable house (5 bed- ample accommodation. Garden. Garage. Price free- 

rooms, garden, garage) on rental at £120 p.a. Premium hold £1800, Premium 1} years’ purchase or near offer 

2 years’ purchase. Ingoing partner should be young, Ill health sole reason for = P . 
married, and preferably liave a London qualification. 

3. OPHTHALMIC PRACTICE.—HOME  COUNTIES.— 8. NORTH MIDLANDS.—PLEASANT MARKET TOWN.— 
FAVOURITE RESIDENTIAL DISTRICT.—Receipts Old-estab. good mixed-class PRACTICE within easy 
for past 12 months £486, but these could be largely reach of 3 large towns. Receipts for past 3 years 
increased by younger energetic man, as district is rapidly average £2873 p.a. Panel of 1200. Appointments 
developing. Choice of houses. Premium £500. Vendor worth nearly £100 p.a. Very good house (ample accom- 
retiring modation), large garden, Garage. Premium 14 years’ 

4. MIDLANDS. —ATTRACTIVE COU NERY DISTRICT.— purchase. 


Old-estab. mixed-class PRACTICE. Average’ gross 
cash receipts £2044 p.a. Panel of 1900. Several 9. SOUTH COAST.—POPULAR HOLIDAY RESORT.— 


appointments (probably transferable). Fees 38. 6d. 
to 10s. 6d. Good house (ample accommodation). 12 months 22700. Sond in 
ig j lice ve Pe j 

Bloctric, garden, Garage, postion. “Scope for sapanie mah, why must 
facilities. Vendor retiring. old higher qualification. Premium 2 years’ purchase, 


5. DEATH VACANCY.—SOMERSET.—Old-estab. good 10. LONDON 


N.—OUTLYING EASTERN AREA.—POPU- 
mixed-class PRACTICE producing about £1650 p.a. LOUS DISTRICT.—PARTNERSHIP.—One-half Share 
Panel over 1600. Appointments worth about £140 (with ultimate succession) in old-estab. middle-class 
p.a. Good house with ample accommodation. Garden. Practice. Receipts for past 3 years stated to average 
Garage. Rent £100 p.a. Premium 1% years’ purchase £1408 p.a., including panel of 2054 and various appoint- 
or near offer. Scope for increase and surgical work if 


ments. Good house overlooking public gardens. Small 
garden. Garage for 2 cars. Rent on lease £60 p.a 


INSURANCE DEPARTMENT 
A PUBLIC SCHOOL EDUCATION IS EXPENSIVE 


—TOO EXPENSIVE TO LEAVE TO CHANCE 
One of the simplest ways of providing for the heavy cost out 


of income is by means of a SCHOLARSHIP POLICY, the 
guaranteed benefits of which—free of income tax—are : 


(a) £150 a year for 5 years beginning at the end of 
a selected term of years, and in addition 


(b) £150 a year beginning immediately in the event 
of the father’s death and continuing until the 
payments under (a) commence. 


The monthly payments required are not high, and are available, 
within the usual limits, for abatement of income tax. 


Detailed figures applicable to your own case will be sent on 
receipt of a note of your date of birth and the term of years at 
the end of which you wish the education payments to commence. 
BOVRIL MEDICAL AGENCY, LTD., ALDINE HOUSE, 10-13, BEDFORD STREET, STRAND, W.C.2 


PUBLISHED by the PROPRIETORS, THE LANCET a a 7, Adam Street, Adelphi, in the County of London, 
60 and printed by HAZELL WATSON & Viney, LTD., , Long eae. W.C.2.—Saturday December 10th, 1938. 
PRINTED IN GREAT BRITAIN—Entered as y he Class at the New York. U.S.A. Office. 


wished. Locum in charge. 
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KALMOPYRIN 


SOLUBLE CALCIUM ACETYLSALICYLATE 


AN EFFECTIVE PRELIMINARY MEASURE IN 


INFLUENZA 


SAFELY ADMINISTERED TO CHILDREN 


KALMOPYRIN presents a notable advance in the production of 
Antipyretics and is effective in most stubborn cases. 


Issued in tablets each gr. 8 (and in powder) 


More than 50 Independent Reports have been published in 
various Medical Journals in support of ““KALMOPYRIN.” 


TRIAL SAMPLES GLADLY SENT ON REQUEST 


GEDEON RICHTER (Great Britain) LT 


LONDON : 
Weedington Road, N.W.5 
and BUDAPEST, X 


VACCINE LYMPH 


(REBMAN’S PURE ASEPTIC CALF LYMPH) 
for reliability and normal reaction 


Prepared under Swiss Government Control. 


As supplied to the Bacteriological Department, 
suy’s Hospital, London. 


Price: 9d. per small tube (six for 3/9) 


Sole Agent: WILLIAM HEINEMANN (MEDICAL BOOKS) LTD. 
99, GREAT RUSSELL STREET, LONDON, W.C:.1 


Telephone: MusEUM 3946 Telegrams: SUNLOCKS, LONDON 


| voctors PRESCRIBE 


the famous 


SALMON 
oDyY 
BALL & SOCKET TRUSS 


Most scientific and reliable yet devised. 
Perfect suppcrt, comfort, resiliency. 
Single 30/- Double 50/- 
Most of our clients are sent to us by Doctors. 
WRITE FOR BOOKLET. 
NOTE NEW ADDRESS : 
SALMON ODY LTD. 
Truss Makers for 130 years 


74, NEW OXFORD ST., London, W.C.I 


BOs sce 
EMBERS O 
MEDICAL PROFESSION 


CLOTHES OF DISTINCTION for GENTLEMEN of DISCRIMINATING 
TASTE. Specially Cut, Fitted, and Moulded to each individual figure, made 


from Finest Quality Materials and in the Best Possible Style, cost no more 
than mass production ready-made ciothes. 
The invaluable Practical Experience and Advice of our 14 Expert West 
End Cutters and Fitters is always at your disposal. 
All ** HALLZONE * 


JACKET & VEST (in biack or grey) £4 4s. 
Lined Best Quality Art Satin, Art Silk or Alpaca 
SOLID FANCY WORSTED ‘TROUSERS, £2 2s. 

THE Idea! Suit for Professional or Business wear. 
OVERCOATS ee .. tomeasurefrom £5 5e. 
LOUNGE SUITS from £6 68. 
DINNER SUITS from £8 8s. DRESS SUITS from £10 10s, 
PLUS FOUR SUITS ° 

THE IDEAL Suit for ‘Country and Sporting Wear. 
GOLD MEDAL RIDING BRE 
RIDING HABITS from £10 10s. RIDING BOOTS 
COSTUMES & LONG COATS te 
UNSOLICITED APPRECIATION. 
onnttal tates all medical men who wish to have satisfaction to 

as all the clothes I have had from them during 35 years have 

perfect a Fil Cut, and Finish.” (Signed) S.J.A., M.A.,M.B., F.R.C.P.S. 
PATTERNS POST FREE. 
Perfect Fit Guaranteed from Simple Self-Measurement Form or Pattern 
Garments. 
Visitors to London can order and fit same day. Special Patterns 
would then be cut and Perfect Fitting Clothes supplied after witheat 
on. 


“Harry Hau 


** THE" Coat, Breeches, Habit, & Costume Specialists, 
181, OXFORD STREET, W.1 149, CHEAPSIDE, E.C.2 


Telephones : 
4905, 4906, & 


GERrard 
Makers of Finest Quilty Bespoke, Ci Clothes 
for Ladies 


Highest Awards. 12 Gold Medals. Est. over 40 years 


| 
HAND-FINISHED IN EVERY ESSENTIAL DETAIL 
> 
| 
ili 
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BELLERGAL 


INHIBITS AUTONOMIC HYPEREXCITABILITY 


Experimental and clinical investigations by Jores and Goyert (1936).—Fortschr. Ther. 12, 159. 


OCULOCARDIAC REFLEX, DERMOGRAPHISM, RESPIRATORY ARRHYTHMIA BEFORE 


AND AFTER BELLERGAL TREATMENT ‘ 
Before Bellergal Treatment After Bellergal Treatment 
Oculocardiac Dermo- Respiratory Oculocardiac Dermo- Respiratory * , 

Reflex graphism Arrhythmia Reflex graphism Arrhythmia 

— 6 ri5 —2 —17 ri19 —19 

+13 w 4 +17 + 3 wil + 1 
++ 1 r+w ++ ++ 0 r+w 0 ++ 0 


Under oculocardiac reflex, + + signifies not only slowing but also weakening of the pulse. Under dermographism, r= red, 
w = white, r + w = white dermographism with red margin. 


“It is seen that the oculocardiac reflex was negative in only 6 cases before treatment with 
Bellergal but in 17 cases after treatment ; white dermographism was observed in 4 cases before but 


only in one case after treatment; respiratory arrhythmia, present in 18 cases, disappeared except 
in one case.” 


RESPONSE OF THE BLOOD PRESSURE TO AUTONOMIC STIMULANTS BEFORE AND 
AFTER BELLERGAL TREATMENT 


Action of Adrenaline Action of Pilocarpine 
—— Before Bellergal treatment 
---- After Bellergal treatment 


Systolic pressure 


112) Systolic pressure 
111 


--? 
—— — aoe 


Diastolic pressure Diastolic pressure 


— 


2” 4 10’ 20’ min. 


In subjects with a labile autonomic nervous system, Bellergal diminishes the exaggerated reaction: 
especially of the diastolic pressure, to stimulants of the autonomic nervous system such as adrenalin: : 
and pilocarpine. It also inhibits the action of adrenaline and pilocarpine on the pulse, temperature 
oculocardiac reflex, dermographism and respiratory arrhythmia. 


“* Clinically, 40 cases exhibiting marked irritability of the autonomic nervous system were treated 
with Bellergal. They included a series of neurogenic disorders of various forms, nervous heart 
troubles without organic basis, stomach troubles of the ulcer type without an ulcer being demon- 
strable, ulcer and spastic constipation. By treatment commencing with 2 tablets of Bellergai three 
times daily, gradually decreasing to small doses, we obtained in all cases a marked improvement and 
even complete disappearance of the symptoms in the majority of cases. Secondary effects were 
never observed. The preparation may truly be described as a very effective remedy for the sedation 
of numerous conditions of hyperexcitability of the autonomic nervous system.” 


Full particulars from 
J. FLINT, SANDOZ PRODUCTS, 134, WIGMORE STREET, LONDON, W.1 
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1938 Yearbook of 
PHYSICAL THERAPY 


Edited by Dr. R. Kovacs 


Electrotherapy Artificial 

Therapy — Hydrotherapy — Balneo 

and Climatotherapy —- Applied 
Physical Therapy, etc. 


10s. 6d. met, postage 6d. 


Fever 


List of the Complete Series 
(12 Volumes) on application 


NOW READY 


1938 Yearbook of 
RADIOLOGY 
Edited by 
Drs. C. A. Waters & I. I. Kaplan 


Diagnosis—Therapeutics. 
19s. net, postage inland 6d., abroad Is. 


“The publishers are doing an actual 
service to medicine in distributing these 
volumes at such a low price."’ 


Telephone : EUSton 4282 


—Archives of Dermatology and Syphilology. 


H. K. LEWIS & Co. Ltd. 
136, GOWER STREET, LONDON, W.C.1 


1938 Yearbook of 
GENERAL MEDICINE 


Edited by various authors 


Infectious Diseases Diseases of 
Chest Diseases of Blood and 
KidneyHeart and Blood Vessels 
Digestive System. 
With 3 coloured plates and special 
insert. 
12s. 6d. net, postage inland 6d., abroad 9d. 


Publicavit, 


Telegrams : Westcent, London 


An Ideal Gift Book 
FROM 
A SURGEON’S 


JOURNAL 


1915 - 1918 
by 
Harvey Cushing 


534 pages 18 /- net 


CONSTABLE - 10 ORANGE ST. - LONDON 


THE 
THINKING BODY 
by 


Mabel E. Todd 


With a Foreword by E. G. Brackett, M.D. 


314 pages 


Illustrated 


22/6 net 


Demy 8vo 


. a refreshing addition to the accounts 
of the structure and posture of the body.”’ 


—Lancet 


CONSTABLE - 10 ORANGE ST. - LONDON 


Sample 
on 


application 


A copy of 
this new 
booklet will 
be sent free 


on request 


The 
MARMITE FOOD 
EXTRACT CO. LTD. 


35 Seething Lane 
LONDON - E.C3 
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WRIGHT’S PUBLICATIONS 
EMERGENCY SURGERY. By Hamiron Baney, | SYNOPSIS OF MEDICINE. By H. Lernesy Tiny, MA., 


F.R.C.S, 3rd Edn., Fully Revised. 864 pp. 816 Illustrations, M.D., B.Ch., F.R.C.P. Just Published. 7th Edn., Fully Revised 

a large number of which are in colour. 50s. net; postage 8d. and Enlarged. Crown 8vo. 1170 pp. 2Is. net; postage 6d. 
“ Forms a reliable guide, and the author merits praise for the high Interleaved for notes, 33s. net; postage 9d. 

standard which is istentl, intained.”"—Tue Lancet. 


DEMONSTRATIONS OF PHYSICAL SIGNS SYMPTOMS & SIGNS IN CLINICAL MEDICINE. 


An Introduction to Medical Diagnosis. By E. Noss 

IN CLINICAL SURGERY. Barney, M.D., M.Sc, FRCP. With chapter on the 

F.R.C.S. 6th Edn., Fully Revised. 296 pp. 358 Illustrations, Examination of Sick Children by Norman B. Capon, 

some of which are in colour. 21s. net; postage 6d. M.D., F.R.C.P. 2nd Edn., Fully Revised. Large 8vo. 

* It fully maintains the very high standard of its predecessors.” — 448 pp., with 318 Illustrations, 19 in colour. 25s. net; 
Bartisn Journat or Surcery. postage 6d. 

Bristol: JOHN WRIGHT & SONS LTD. London: SIMPKIN MARSHALL LTD. 


ANATOMICAL STUDIES 
for the 


Practitioner 


A Set of 52 Anatomical Studies 
(printed on art paper and suitably bound) 
furnished to physicians on request— 
upon receipt of 6d. to cover postage. 


Published by 
the manufacturers of 


Physiological and Surgical Supports. 


S. H. CAMP & COMPANY L". 
19, Hanover Square, London, W.1. 


— Telephone: MAYfair 8575. — 
NEW YORK. WINDSOR, ONT. CHICAGO. 


Always Ready ... FOR IMMEDIATE USE 


Gowlland Electric Diagnostic Instruments, made by one of England’s leading 
Manufacturers, offer the practitioner the finest value and the most modern design 
in Diagnostic Sets. All components are interchangeable and the bright parts 
finished with an untarnishable hard-wearing chrome plate. 


Ask to see full range 
ow 
Set No. 3004. May Ophthalmo- an 

angeable pecula, uplay | t d ts 
Nasal S 
e ec ric lagnostic instrumen 
Mirrors, Tongue Depressor, 


Large Battery Handle, Spare Can be obtained from all Surgical Supply Houses.’ 
Lamps, in case. 


Made by British firm with 40 years’ reputation of Surgical 
Instrument Manufacture. 
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MADE AT 


WATSON'S 


WEMBLEY 
FACTORY 


Unquestionably — 


ith the most advanced motor- 


BRITISH 
BRITISH driven couch available 


To those who saw it demonstrated 
at the recent Radiological Exhibi- 
tion, the ‘‘ Autonome II”’ afforded 
striking proof of the ability of a 
British manufacturer to produce 
equipment manifestly superior 
in design and construction. 


Watson’s ‘‘ Autonome II”’ is an 
all-purpose combined couch and 


screening stand intended for use 
with modern tubes. In detail as 
in general design, it anticipates 
every need of the busy radiologist. 


Full particulars of this or of 
other British-made Watson 
equipment will gladly be for- 
warded to interested enquirers 
upon request. 


WATSON & SONS 


(ELECTRO-MEDICAL) LIMITED 


SUNIC HOUSE, PARKER STREET, KINGSWAY, LONDON, W.C.2 
*Phone : HOLBORN 3881 


Branches at Bristol, Birmingham, 


Manchester, Edinburgh and Glasgow 
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For the protection and rapid metabolic 
biogenesis of cutaneous and sub-cutaneous 
post-operative scar tissues the CURTIS 
Appendix Truss is indicated. The spring 
passes around the body on the side 
opposite to the supported area. The 
anterior plate is attached to the spring 
by a ball and socket joint ensuring even 
pressure over the scar and surrounding 
tissue whatever position the patient assumes. 
Model 73 here illustrated is widely used 
and recommended. 


GRADE 1. Covered in calf and 


kid leathers’ - - £2176 
GRADE 2. Covered in basil and 
chamois leathers - £1 13 6 


There are Curtis Post-Operative Supports 
for any area in the lower abdomen. 
Please write for catalogue. . Dept. A. 


H. E. CURTIS & SON 


LTD. 


Makers of all types of Belts, Trusses and 
bdominal Supports. 


7, Mandeville Place, Wigmore Street, 


LONDON, W.|I. 


APPENDIX PROTECTION: 


Telephone: WELbeck 2921 


» TERRY CEILING MODEL 


As good as a 
second right 
hand in the 
Surgery 


Yet another tremendous advance 
in examination lamps—the Ceiling 
Model Terry Anglepoise. Out of 
the way, yet instantly to hand at 
a touch, pouring its strong, pene- 
trating, concentrated beam right on 
the spot, without any distracting 
glare in user’s eyes, “Will reach to 
any part of average surgery, thus 
avoiding awkward light-shifting 
when patient must not be moved. 
Leaves both hands free. A perfect 
examining and dressing lamp. For 
sheer efficiency and convenience 
nothing can approach the ANGLE- 
POISE—adjustable to 1001 posi- 
tions at a finger touch. Simply 
marvellous for all ‘“ close’’ work 
as it throws the clear light neces- 
sary for extreme accuracy. Can be 
brought as close as required. Saves 
light bills—a 25 watt bulb works 
like a 60. 

Scientifically built— every part 
superlatively made. In _ several 
models. Models for wall or table, 
and on smooth-running castors. 
“A Triumph for Terry Springs.” 
Patented at Home and Abroad. 
Send for Booklet L. 


Herbert TERRY & SONS LTD., 
REDDITCH. 
London Office and Showrooms ; 
27, HOLBORN VIADUCT, E.C.I. 
Manchester : 279 Deansgate. 
Birmingham : 210 Corporation St. 
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The convenience of 


as an alcoholic restorative 


When an alcoholic restorative is indicated, it is convenient to be 
able to tell the patient of a wine such as Hall’s Wine, which is always 
uniform in quality and in palatability, and which is obtainable 
everywhere. The proprietors of Hall’s Wine are proud to think 
that for fifty years they have enjoyed the approval of the medical 
profession, who can always rely upon the soundness of this 


old-established tonic wine. 


L N E Physicians wishing to test Hall's Wine are 
A cordially invited to write for a free pint 
bottle to Stephen Smith €* Company L.td., 

Bow, London, E.3. 


for all stages of convalescence 


x 
cess eet? 
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GLANOI 
PROETHRON FORTE 1: 100 


AN EXTREMELY CONCENTRATED LIVER LIQUID OF HIGH PURITY 
FOR PARENTERAL ADMINISTRATION. 


THE HIGH CLINICAL POTENCY OF THIS SOLUTION ENABLES LARGE 
DOSES OF ANTI-ANAMIC FACTOR TO BE GIVEN IN A MUCH REDUCED 
VOLUME AT LESS FREQUENT INTERVALS. 

EACH C.C. OF PROETHRON FORTE CONTAINS THE ERYTHROPOIETIC 
PRINCIPLE DERIVED FROM 100 GRAMS OF FRESH LIVER. 


SUPPLIED IN 5 c.c. RUBBER CAPPED VIALS 


Write for Literature to:— THF 


(ARMOUR AND COMPANY LTD) _ Telegrams: 


Telephone : == “ ARMOSATA-CENT” 
NATIONAL 2424 LONDON 


"inhalation Therapy with the Weil” As 
arrests Asthma attacks. Obviates inje 
& Dr.O.WEIL,CHEMICALWORKS 
- SOLE DISTRIBUTING AGENT IN GREAT 


UT Has, Regent St, Ldn, wt 
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Preparations introduced in 


‘CYCLITON’ 


The British made Respiratory and Circulatory 
Stimulant for Oral and Parenteral use. 


HEPARIN ‘ROCHE’ 


The biologically standardised solution of the physio- 
logical anticoagulant. Exceptiona ly pure. 


NESTROVITE ’ 


The palatable concentrate containing the four vitamins 


A, B,, Cand D in definitely stated quantities. Pleasant 
and convenient to take. Tablets and Emulsion. 


For further information please apply to: 


ROCHE PRODUCTS LTD., WELWYN GARDEN CITY, HERTS. 


8.4% ROCHE 


In order to obtain uniformity of calibre 

and complete roundness of strand along its 

entire length, A. & H. Catgut is polished by 
automatic machinery. 


Hand polishing of individual strands fails to 
obtain this desirable precision and uniformity 
in the production of surgical catgut strands. 


One of the modern advantages incorporated in 
the production of A. & H. Catgut. 


The entire product manufactured in England. 
Precision Automatic Polishing, in one operation, 


of twelve catgut strands, each 10 feet in length. A descriptive booklet will be sent on application. 
AZOULE BRAND Ministry ot Health Manufacturing Licence 6 B 
Manufacturers of Surgical Instruments and Appliances, Sterilized 
Allen & Hanburys Ltd., London, E.2 Surgical Sutures, Hospital Furniture and Electro-Medical Apparatus 
Showrooms : 48 WIGMORE STREET, LONDON, W.1 9 
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CREODY NE MIST. VALERIAN 
SEDAT. 


(DUNCAN) 


(DUNCAN) 


A palatable preparation of “ 
Lacto - Creosote, Codeina, 3 A well-blended preparation 
Aconite, &c., specially - — of Scotch-grown Valerian in 
‘ ‘ combination with Bromide, 
suited for affections of the 3 
: Hyoscyamus, &c, Indicated 
respiratory organs— Chronic in the treatment of Hysteria 
Bronchitis, Coughs, Catarrh, or whenever a nerve sedative 
&e., is required. 


In bottles of 4, 8, and 16 fluid ounces. 


Samples on application. 


DUNCAN, FLOCKHART & Co. 


EDINBURGH AND LONDON 
104/8, Holyrood Road, 8. 155/7, Farringdon Road, E.C.1. 


WHEREVER and WHENEVER 
MINERAL METABOLISM 


is important, the hydrogen-ion 
balancing qualities of 


Compound Syrup of Hypophosphites 


have a distinct and important place. 


All that’s necessary is: 


Samples on request 


Fellows Medical Mfg. Co., Ltd. 
286 St. Paul Street West 
Montreal, Canada 
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ACETYLCHOLINE B.D.H. 


Substitution therapy by the administra- Acetylcholine is also administered with 
tion of substances chemically identical success in such conditions as Raynaud’s 
with the active secretions of the body disease, embolism of the retinal artery, 
is a rational form of treatment in amblyopias and post-operative 
many disorders. For example, the abdominal distension, 

administration of acetylcholine, the 

substance contained in the walls of the Acetylcholine B.D.H. is a_ stable 
intestines which is necessary for the preparation of acetylcholine bromide 
maintenance of intestinal peristalsis, issued in sterile solution containing 
is of immense value in overcoming 0.1 grm. in each I c.c. in ampoules 
certain forms of intestinal paralysis. of 4 c.c., 1 c.c. and 2 c.c, 


SN 


— OSS 


( Sample on request 

ii THE BRITISH DRUG HOUSES LTD. LONDON N.1 
( Telephone : Clerkenwell 3000 Telegrams: Tetradome Telex London 

Acet/S/11 


is indicated in digestive disorders of MLENBURYs © 


i d YHE use of Allenburys Dextrin-Maltose 
infants, children and adults. 


This mixture of carbohydrates is easily di- 
gested, resists fermentation, and counteracts 
tendencies to diarrhea. It makes milk more 
digestible. 


In six forms: 
No. | contains 2% of sodium chloride. 
No. 2 is free from addition of sodium chloride. 
No. 3 contains 3% of potassium bicarbonate. 
No. 4 contains 150 units of Vitamin D per oz. 
No. 5 contains iron and sodium chloride. 


No. 6 contains a prophylactic proportion of 
the anti-scorbutic Vitamin C equivalent 
to 5 mg. of ascorbic acid per oz. 


No.1 
Sodium Chior’, 


ast 


“Pty 
nom 


Descriptive literature and clinical trial 
ALLEN & HANBURYS LTD. sample will be sent post free on request 


LONDON. E.2 to members of the medical profession. 
. 


Telephone : Telegrams : 
Bishopsgate 3201 (12 lines) “Greenburys Beth London 
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The Treatment of Pyelitis 


Remarkable success follows the administration 
of Mandecal in the treatment of pyelitis, 
whether acute or chronic; these cases yield to 
treatment with astonishing rapidity. It is 
reported that acute cases are free from 
infection after only two weeks’ treatment, 
whilst chronic infections which have extended 
over a long period of years, in spite of 
treatment with many other medicaments, 
have cleared up entirely after only a short 
course with Mandecal. 


MANDECAL 


(Compound Calcium Mandelate B.D.H.) 


SS 


) 


SS 


— 


= 


Sample and literature on request 


SoS 


THE BRITISH DRUG HOUSES LTD. 
LONDON N.1 
Telephone: Clerkenwell 3000 
Telegrams: Tetradome Telex London 


\ 


CYSTAZOL 


ANTISEPTIC of for 


depends on the liberation of formaldehyde 
from the decomposition of the hexamine 
that takes place in the urine which 
has been rendered acid by the sodium 
benzoate moiety. 


*Cystazol’ is employed with advantage 
in cystitis, bacilluria of all types, pell- 
agra, gonorrhoea and septic conditions 
of the urinary tract generally. 


COMPRESSED TABLETS 
of ‘Cystazol’ 

Supplied in bottles of 20, 40, 80, 
160 and 500 (10 grain) tablets, at 
1/6, 2/6, 4/6, 8/6 and 20/- 
EFFERVESCENT GRANULES 
of ‘Cystazol’ 


Supplied in bottles at 
2/6 and 4/6. 


Descriptive literature and clinical 
trial sample will be sent post free 
on application. 


Allen & Hanburys Ltd., London, E.2 


Telephone Telegrams : 
Bishopseate 3201 (12 lines) “Greenburys Beth London* 
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Safety and Effectiveness 


During oral therapy of genito-urinary infections 
paramount considerations confronting the 
physician are safety and effectiveness. Pyridium 
is established as a safe and effective remedy in 
the treatment of these conditions. 


Advantages of Pyridium therapy include : 


Prompt relief of distressing symptoms 


Effectiveness in either acid or alkaline urine 


Convenience of administration in tablet form The value of Pyridium (phenyl- 
azo-alpha-alpha-diamino-pyridine 


cystitis, pyelitis, urethritis, pros- 

tatitis, vaginitis, and in pre-opera- 
Elimination by the urinary tract without tive 
irritation or toxicity in therapeutic dosage 
Samples on request 


Gratifying clinical results as evidenced in the MENLEY & JAMES LTD. 


| 
| 
No special diet required hydrochloride) is established in | 
| 
literature. 64 HATTON GARDEN, LONDON, E.C.1 | 


THE ‘PLUS' PROPERTIES OF T.C.P. 


destroy bacteria 


T.C.P. has an R.W. coefficient of 10 (dry salt). Its 
efficient bactericidal properties are due to its unique 
organic combination of chlorine and iodine. Its antiseptic 
action is not impaired by contact with body fluids. 


a elieve dysphagia r T.C.P. is a safe antiseptic for 

‘ use as a routine gargle or spray, in 

The salicyl radicle in the T.CP. molecule exerts a inflammatory and infective throat 
marked analgesic effect and this, coupled with its excellent 


conditions. It does not irritate or 
penetrative power, ensures quick relief of inflammatory injure the most sensitive tissues. 
oedema and the resulting dysphagia. 


A clinical sample of T.C.P. 


may be obtained by any TH IMS. 
physician from :— British 
Alkaloids Ltd., Dashwood 
House, London, E.C.2 
Q ANTISEPTIC 
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PHOTOGRAPHS 


MORE POWERFUL fm 


THAN WORDS 


In illustrating this case of Psoriasis, 
which responded to BELZEMA BRAND 
OINTMENT and BELZEMA Soap in a 
manner typical of many hundreds of 
cases upon our files, we take the 
opportunity of reminding you that 
BELZEMA publicity does not encourage 
self-diagnosis and is confined strictly 
to the Medical Profession. Fullest 
information and trial samples will 
be gladly sent to any Practitioner 


BELZEMA 


SOAP 


cleanses and prepares the skin for the absorp- 
tion of Belzema Ointment. It is absolutely 
pure—contains no synthetic perfume—no 
artificial colouring—no free alkali—recom- 
mended for personal hygiene. 


INDICATIONS: 


PSORIASIS DURATION 15 YEARS 


COMPLETE ELIMINATION 8 WEEKS 


EVERY PHYSICIAN SHOULD TEST 


EMA 


OINTMENT 


BRAND 


Send for samples for clinical trial to : 
BROOKS & WARBURTON LTD., 232/240, Vauxhall Bridge Road, 
London, S.W.1!. Sole Distributors for the Belmont Laboratories, Inc. 


Eczema, Psoriasis, Alopecia, Ringworm, Dandruff, Acne, and other skin 
disorders Belzema Ointment has the widest sphere of application in the treatment of diseases 
of the skin and is free from undesirable side action. 


ADVANTAGES : 


anti-parasitic—no bandaging required. 


Readily absorbent—non-staining—non-greasy—anti-pruritic—antiseptic— 


| THOS. CHRISTY & €O., Ltd., 4-12 OLD SWAN LANE, LONDON, E. C. 4, ENGLAND 


Agents for Great Britain and Ireland 


t 
— 
on request 
‘ 
) 
A enstrual pegulater 
When the periods are jrregulat: due con- as 2 good uterine tonic and Valu- 
tivation?! causes, (smith) is able obstetrics after deliverY of the child 
reliable prescription: Containing apiol and for the menstrual of the Men?” 
special) together with ergot» ajoin and of 4 3 0 aeil 
efrectively stimulates uterine tone and controls Li erature 
menstrual and postpartum pleeding- 
In cases ot Amenormhes pysmenorhe’ As gateeuard against jmposition the jetters, MHS are 
embossed on the inner gurface of each capsule. visible only 
and prgoapiol serves when the capsule js cut in half at seam ‘as 
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“ENTORAL’ 


TRADE MARK BRAND 


ORAL COLD VACCINE 


FOR PROPHYLACTIC IMMUNISATION TO RESPIRATORY 
INFECTIONS AND PARTICULARLY TO THE COMMON COLD 


‘ENTORAL”’ IS AN  IMMUNISING ANTIGEN 

WHICH, WHEN GIVEN ORALLY, WILL PRODUCE 

HETEROPHILE ANTIBODY IN SUFFICIENT AMOUNTS 

TO INCREASE MATERIALLY THE RESISTANCE 

OF INDIVIDUALS TO RESPIRATORY INFECTIONS. 

ISSUED IN PACKAGES OF 20 AND 60 ‘PULVULES’ 
BRAND FILLED CAPSULES 


ELI LILLY AND COMPANY LIMITED 


2, 3 and 4, DEAN STREET, LONDON, W.1. 
Telephone: GERrard 2144. 


Distributing Agent in Britain for 


ELI LILLY AND COMPANY, INDIANAPOLIS, INDIANA, U.S.A. 


... @ truly marvellous result’ - - —M.B. Ch.B. 


Thus does a physician sum up his 
experience in a case of pernicious anemia 

treated with Anahemin B.D.H. In the 

specific case reported upon, during a 

period from 12.10.38 to 10.11.38, the red 

cells rose from 1,350,000 to 4,200,000, 

the white cells from 2,400 to 4,200, ‘ 
hemoglobin from 34% to 86%,and the 
colour index fell from 1.2 to 1.0. These | 
results were achieved by the following © . 
dosage; an initial dose of 4.c.,followed | 

four days later by 1 c.c. and, subse- 
quently, for three weeks by weekly | 
injections of I c.c., making in allatotal | 

of 8 c.c. 


ANAHAMIN B.D.H. 


Sample on request 
THE BRITISH DRUG HOUSES LTD. 
LONDON N.1 


Telephone: Clerkenwell 3000 
Telegrams: Tetradome Telex London 


An/S/s3 
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approve these purées 


A range of Strained Foods giving 


maximum nutritive values 


Tt nutritional value of vegetable purées for infants and soft 
diet cases is receiving the endorsement of the medical pro- 
fession to a very marked degree. 


Hitherto the difficulties and deficiencies of home preparation— 
inefficient sieving and destructive oxidation—not to mention the 
tedium and labour involved—have hindered practical application, 
but the introduction of a complete range of strained foods by 


H. J. Heinz Co. Ltd. has been universally accepted as the solution 
of this problem. 


H. J. Heinz Co. Ltd., with their exceptional experience in food 
preparation, have recognised the legitimate possibilities of supply- 
ing strained foods of that maximum nutritive value, uniformity 
and convenience which only good factory practice can achieve. 


The vegetable and fruit purées of H. J. Heinz Co. Ltd. are 
prepared under conditions of the most scrupulous care with special 
reference to minimising mechanical loss of mineral salts and other 
soluble nutriments. The edible portions are washed and trimmed 
and then cooked under light steam pressure until in perfect dis- 
position for comminution by extrusion and cutting. All mineral 
salts, vitamins and other soluble nutriments are retained, while 
harsher fibres, if any, are so reduced as to be‘non-irritant. The 
raw materials are purchased when and where seasonal and regional 
conditions of growth are most favourable, and only fresh gathered 
vegetables of the highest quality are used. 


After the straining process the purée is adjusted to a proper solid 
content convenient for marketing. Absorbed air is removed and 
sealing in vacuo follows in specially prepared enamel-lined con- 
tainers. The process concludes with high-temperature sterilisation. 


HEINZ 
STRAINED FOODS 


* Fully explanatory literature and samples gladly sent on request. 


PROTEIN 48 
CARBOHYDRATES| 

CALCIUM 0012 
PHOSPHORUS | 0083 

IRON 00016 

VITAMIN A. GOOD 

VITAMIN B. _[V.GO0D 

VITAMIN C. _|V.G00D 

PEAS | VITAMIN G._| FAIR 
CALORIES rex 1700 


A typical example of the high 

nutritive values retained in Heinz 

Strained Foods. (Figures show per- 
centages on the wet basis) 


NOTE: Glass containers 
are not used owing to the 
deteriorating effect of light 
on vitamin content and on 
the palatability of the 
products. 


SPINACH 

TOMATOES 

CARROTS 

VEGETABLE SOUP 

PEAS 

GREEN BEANS 

MIXED GREENS 

BEETS 

PRUNES 

CEREAL 

APRICOTS AND 
APPLE SAUCE 

BEEF & LIVER SOUP 


H. J. HEINZ COMPANY LIMITED, HARLESDEN, LONDON, N.W.10 
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HOW WHOLE 
WHEAT CRISPBREAD 
BENEFITS HEALTH 


HEAT has always been Man’s first choice among the cereals, whenever 

climatic conditions did not prevent his getting it. That remains true of all 
bread, either white or wholemeal, either soft or biscuit-crisp. And Vita-Weat, 
the wheaten crispbread with the WHOLE of the wheat left in it, has advantages 
which entitle it to a very high place among the staple foods of the world. 


Its Calorific Value 

Bread is the ‘energy component’ and 
Vita-Weat, since it contains only 3 per 
cent. of water, has a fuel-value nearly 
twice that of ordinary bread— according 
to The Practitioner its calorie value is 
2,132 per Ib. 

Each section of such a crispbread—each 
‘slice,’ so to speak — has a calorie value 
of 37. That is to say that in meeting what 
is probably the greatest requirement ofa 
national staple food Vita-Weat is almost 
twice as effective as the softer kinds of 
wheaten bread. 


Starch and Digestion 
A crispbread, obviously, calls for a more 
thorough chewing than a soft ‘crumb’ 
bread and salivation is therefore more 
healthily promoted. The starches and 
cellulose in Vita-Weat are also ‘con- 
verted’ into a more digestible form by 
the special processes which go to make 
a good crispbread— just as toast and 
crust have become greatly more digestible 
than bread in its quite ‘unconverted’ 
starchy form. While a/l the wheat-berry 


is used the bran and fibre are thoroughly 
disintegrated. 

The result is, therefore, that the weight 
which quantities of ‘unconverted’ starch 
place on the digestion is almost entirely 
eliminated where Vita-Weat has been 
prescribed. 

VITA-WEAT AND ITS ADVANTAGES 
In addition to these great advantages of 
superior fuel-value and digestibility Vita- 
Weat retains the ‘protective’ tlements of 
the wheat-berry which are frequently 
rejected in the ‘refining’ of white flours. 
Proteins, vitamins and minerals in which 
bread is normally deficient are present 
and the ‘balance’ of this crispbread as a 
food is therefore increased. 

The use of Vita-Weat can be shown to 
be especially desirable in cases of mild 
anaemia, liability to infection, lack of 
appetite, poor digestion, diabetes, obesity 
and as a food of ‘protective’ value to 
the teeth. 


A little booklet has been prepared for the medical 
profession brigfly summarising the medical case for a 
whole wheat crispbread and it will gladly be sent post- 
free to any doctor on application to Peek Frean & Co. 
Lid., Keetons Road, London, S.E.16. 


Vita-Weat 


THE BRITISH WHOLE WHEAT CRISPBREAD 


| 

| 
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The 


An antacid powder com. B ‘BiSeDoL” reduced to fine 4 
pounded by ordinary subdivision by special pro- 
methods. cesses in compounding. 


The above comparison (magnification I10x) reveals the 
remarkable contrast between ‘BiSoDoL’ and an antacid 
powder compounded by ordinary methods. ‘BiSoDoL’ is 
reduced to a most minute state of subdivision by special 
processes in compounding, thus increasing the therapeutic 
value of the preparation. 


Composed of magnesium carbonate, bismuth subnitrate, 
papain, diastase, sodium bicarbonate and oil of peppermint, 
‘BiSoDoL’ offers an elegant and palatable antacid for use in 
the routine treatment of gastric hyperacidity. 


Samples on request. 


BISODOL Lro.12 CHENIES STREET 
LONDON W.CLI. Tel: MUSEUM 9024 
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COD LIVER OIL 


DOSAGE AND VITAMIN 


—THE OFFICIAL RULING 


Many practitioners have found that their patients still believe it necessary 
to take large doses of cod liver oil, and in consequence resort to other liver 
oils of uncertain origin and widely varying vitamin content. Reference, 
however, to the latest Addendum (1936) of the British Pharmacopceia shows 
that the standard dosage fer cod liver oil is very much smaller than 
conventionally supposed and, moreover, that a definite vitamin content 


and origin are specified. 


The ruling on vitamin content is that 
each gramme of cod liver oil shall contain 
not less than 600 International Units of 
Vitamin A and not less than 85 Inter- 
national Units of Vitamin D. Given 
this content, the minimum dose of cod 
liver oil is fixed at 15 minims (a quarter 
teaspoonful) three times a day. 


The advantages of being able to prescribe 
a cod liver oil which is guaranteed to 
conform to this ruling of the British 
Pharmacopeeia are obvious. The smaller 
dose is readily acceptable by the patient, 
which fact makes it unnecessary to resort 
to other liver oils whose vitamin contents 
are uncertain both as to origin and 
efficiency and which have none of the 
proved food values of Cod Liver Oil. 


* SevenSeaS ’ Cod Liver Oil is guaranteed 
to conform to the British Pharmacopeeia 
requirements, and it has the additional 
advantage of being made from absolutely 
fresh livers. The small dose of Cod Liver 
Oil now needed and the pleasant taste of 
* SevenSeaS ’ Cod Liver Oil arise from 


BRITISH COD LIVER OIL PRODUCERS (HULL) LTD. 


the fact that ‘SevenSeaS’ trawlers are 
equipped to render the oil on board, 
immediately the fish are caught. This is 
possible only with cods’ livers, owing 
to their high percentage of oil. It cannot 
be done with the livers of other fish. 


In the case of ‘ SevenSeaS ’ High Potency 
Oil, the dosage is reduced to a matter 
of drops only, for this oil has a guaran- 
teed vitamin content of four times 
British Pharmacopoeia standard. It is 
not concentrated or fortified in any way, 
but is obtained simply by selection from 
fresh cod livers with a naturally high 
vitamin content. This High Potency 
Oil should be of particular interest to 
practitioners wishing to prescribe for 
patients who cannot assimilate fat or 
have a tendency towards acidosis. 


All ‘ SevenSeaS ’ oil is thoroughly tested 
before being issued to the public. It is 
prepared and packed in strict conformity 
with British Pharmacopeeia requirements. 
Samples of the High Potency Oil, the 
Standard Oil, and the High Potency Oil 
in capsules will be sent on request. 


ST. ANDREW’S DOCK HULL 


CONTENT 


ENGLAND 
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ALOCOL 
Colloidal Hudnocide of 
~ For Gastric or Duodenal Ulcer 


N view of the increasing adoption of intensive alkaline medica- 
tion for gastric and duodenal ulceration, the selection of a 
suitable antacid agent is a matter of considerable importance to 

the general practitioner. 


‘“Alocol”’ allows of antacid therapy in a particularly effective, 
safe and reliable form, and replaces with advantage mixtures com- 
posed of sodium bicarbonate, magnesia, bismuth, etc. It does not 
determine any unpleasant secondary reactions, even when taken 
in strong doses and over a long period of time. 


0 
0 
OW 


OF 
Indian. 


The White Tara 
(Goddess of Mercy) 


The powerful antacid effect of ‘‘ Alocol”’ is more mechanical than 
chemical in nature. It acts by adsorbing excess of hydrochloric 
acid, thus facilitating its elimination. It promptly relieves pain, 
and being non-absorbable is free from toxic sequele. 


Compleie chemical history of “‘ Alocol,” with convincing clinical reports and supply for trial 
sent free to physicians on request. 


A. WANDER, LTD., Manufacturing Chemists, 
184, Queen’s Gate, London, S.W.7. 
Works: KING'S LANGLEY, HERTFORDSHIRE. 


0 \ ag 
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Safe Salicylate Therapy 


HE popularity of acetyl-salicylic acid is undoubtedly due to 
the fact that it is one of the safest and most effective non- 
narcotic analgesics available. Too often, however, its use has 


An been discarded by the physician on account of its tendency to irritate 
the stomach and because entirely pure preparations are not always 


available. 

“ Alasil” provides the beneficial therapeutic effects of pure acetyl- 

salicylic acid in such a form that it is acceptable even by disordered 
digestions. This tolerability is due to the fact that it combines calcium 
acetyl-salicylate—the least irritating salicylate compound—with 
“ Alocol,”” a potent gastric sedative and antacid. 


wz a) Since “ Alasil” is better tolerated than acetyl-salicylic acid its use ~~ 
NS can be pushed or prolonged to a much greater extent than the latter. Se ee. 
>a 


“Alasil”’ is, therefore, an analgesic, antipyretic, and anti-rheumatic, 5% 
which can be employed with complete confidence in all the many oy, 
conditions in which such an agent is indicated. 


A supply for clinical trial with full descriptive literature sent free on request : 


A. WANDER, Ltd., Manufacturing Chemists, 
184, QUEEN’s GATE, Lonpon, S.W.7. 
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CONSTIPATED CHILD 


Agarol simplifies the treatment of constipation 
by making it pleasant; children not only 
take Agarol with the greatest of ease but 
actually enjoy it. 


This palatable emulsion of mineral oil and 
agar-agar with phenolphthalein is the ideal 
treatment for constipation in children. It is 
gentle in action and furnishes the natural 
stimulus to a comfortable normal peri- 
stalsis, Its capacity for lubricating the bowel, pt 
softening the faecal mass and easing its 

passage to the rectum and final expulsion, 

is unsurpassed. 


Further advantages of Agarol are that it is 
not habit-forming and, by mixing freely 
with the intestinal contents, it makes the 
occurrence of seepage extremely improbable. 


AGAROL 


BRAND COMPOUND 
Agarol is not advertised to the public. | Supplied in 4} oz., 7} oz. and 17 oz. bottles. 


Trial supplies to members of the Medical Profession on request. 


WILLIAM R. WARNER & CO. LTD., POWER ROAD, CHISWICK, LONDON, W.4. 
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Headache may be as disabling as a grave illness. In 
migraine particularly, the headache is of all degrees of 
intensity, at times so severe as completely to incapacitate 
the sufferer. It is noteworthy how quickly the patient can 
obtain relief with Veganin. Composed of minimum 
doses of acetylsalicylic acid, phenacetin and codeine, 
Veganin affords striking proof of the superior analgesic 
potency of this synergistic alliance over that of its 
components administered separately. Recurrent painful 
conditions, such as migraine and dysmenorrhea, yield 
with impressive promptness to the efficacy of Veganin. 


HEADACHE IS DISABLING 


Veganin Brand Tablets are supplied in tubes of 10 and 20; quantities of 100, 500 and j 


1000 are available for dispensing. (Veganin is not advertised to the public 
A supply for clinical trial sent on request to Members of the Medical Profession. 


TABLETS 


WILLIAM R. WARNER & CO. LTD., POWER ROAD, CHISWICK, LONDON, W.4. 


BRAND. 


Made in England 


=== 
—— 
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The Prophylaxis of Diphtheria 


The following prophylactics are made and 


| standardised at 
THE EVANS BIOLOGICAL INSTITUTE 


A Pp T Evans A ‘“‘two-dose’”’ prophylactic prepared by precipi- 
e 


tating the antigenic fraction of formol toxoid of 

(Alum Precipitated Toxoid) high value with alum. The first injection should 
be 0.1 to 0.2 cc. and the final injection 0.5 cc. 
after two weeks. For children of eight years 
and under. 


T.A.F Evans T.A.F. should be used when the subject is 


more than eight years of age. T.A.F. has a 
(Toxoid Antitoxin Floccules) high immunising efficiency whilst reaction is rare. 


Produces immunity more slowly and is generally 
T.A.M. Evans recognised to be less efficient than A.P.T. and 
(Toxoid Antitoxin Mixture) T.A.F. 


‘An efficient prophylactic. It may cause dis- 
F.T. Evans turbance in some older children and in adults. It 
(Formol Toxoid) is recommended that its use be restricted to 

children between 1 and 8 years of age. 


Dosage of F.T., T.A.M., and T.A.F. 


These ‘‘three-dose’’ prophylactics are administered subcutaneously. 
With the F.T. and T.A.M. the doses are 05 cc., 1 cc. and 1 cc., but with 
T.A.F. each 1 cc. A course of 0.5 cc., 1 cc. and 1.5 cc. has also been 
suggested. It is recommended that the intervals between the injections 
should be one or preferably two weeks. 


In the very few instances where a positive Schick reaction is obtained after 
such a course of treatment further injections are necessary to establish 
immunity. It is recommended that the Schick Test be made not earlier 
than eight weeks after the third injection. s 


(Spectal prices and detailed literature will be forwarded 
to Public Health Authorities) 


Evans Sons Lescher & Webb Ltd. 
LIVERPOOL and LONDON 
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Balanced 
nutrition = 
patient 


Farex is a blend of 


3 cereals—wheat, 0 ize 
heat, oatmeal and maize. ohoractees 


In addition to providing an adequate (A. By and D) 


proportion of carbohydrate, it con- 


Farex is invaluable 
is rich in minerals (including iron, for WEANING, and it 
calcium and phosphorus)... it has a helps to make good 
naturally high content of vitamins A. the diet deficiencies 
and D. Thus Farex provides nourish- that occur in CHILD- 
ment and protective elements in an REN, ADOLESCENTS, ~THE REINFORCED CEREAL FOOD 
easily digestible form for infants, ADULTS and INVALIDS PRODUCT OF THE 
children, adolescents and _ adults, GLAXO LABORATORIES 
whether ill or well. IN CARTONS, 1/- and 1/9 (double size) 


GLAXO LABORATORIES LIMITED, GREENFORD, MIDDLESEX BYRon 3434 


GLAXO LABORATORIES 


WAIVERS FOR CALCIUM 


is also a call for vitamin D 


In winter the strain imposed by seasonal conditions may 
call for extra-dietetic administration of calcium. Oral calcium 
medication can have little or no specific effect, however, in 
the absence of vitamin D. 

For this reason the majority of doctors prefer a preparation 
such as Ostocalcium Tablets (calcium sodium lactate, 7} grs. ; 
calcium phosphate, 2} grs.; vitamin D, 500 international 
units). The tablets are successfully used in routine prophy- 
laxis or prolonged treatment of capillary vasomotor 
disorders, e.g., chilblains, urticaria and similar disorders. 
Also, prophylactically during pregnancy and _ lactation. 
Ostocalcium Tablets are palatable and convenient to take. 
Cleavage lines facilitate halving or quartering, or they may 
be crushed and taken in water. 


tains a special amount of protein. It 


Prices (not applicable in Eire): Tins of 
50, 2/3; 100, 4/-; 500, 10/-. Subject to 4, 
usual professional discount. 


“ AMD BUILDING 
Proteins Vs 
> Carbohydrates » 
\ 
UL. 
7 
ont 
: GLAXO LABORATORIES LTD., GREENFORD, MIDDX. BYRon 3434 Sablets 
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Halycitrol is issued for the benefit of those difficult patients—children 
and fastidious invalids—whose condition calls for the administration of 
the Vitamins A and D, but who are unable to take halibut oil unless 
thoroughly disguised. But Halycitrol is more than just an elegant 
and delightfully flavoured product. In the finest medicinal glucose it 
contains a standardised and guaranteed quantity of Vitamins A and D 


RETAIL PRICES in the form of Crookes’ pure halibut oil, and Vitamin C, orange juice. 
40z. bottle - -- 2/- Each teaspoonful contains 2,600 International Units of Vitamin A, 
8oz. bottle - - 36 220 International Units of Vitamin D3 (natural Vitamin D), and 2 
Also larger packings for International Units of Vitamin C. 
dispensing purposes and 

family use 


HALYCITROL 


@ STANDARDISED AND GUARANTEED BY ACTUAL CERTIFICATE 


THE CROOKES LABORATORIES (British Colloids Ltd.) PARK ROYAL, LONDON, N.W.10 
Telephone: Willesden 6313 (3 lines) Telegrams: Collosols, Harles, London 


T.GS. 
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RAND REG 
AMPHOTERIC GEL 


‘ALUDROX’ is the new therapy for the treatment 
of peptic ulcer and hyperacidity. It is an amphoteric 
substance which effectively neutralizes gastric hydrochloric 
acid without producing an alkaline reaction in the 
stomach. Even prolonged use cannot produce alkalosis 
or secondary acid rise. ‘ALUDROX,’ palatable 
colloidal suspension of aluminium hydroxide, mixes 
readily with water or milk, or may be administered 
undiluted if desired. May we send samples and literature ? 


JOHN WYETH € BROTHER L™ 25 OLDHILL PLACE, LONDON,N.I6 
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(SODIUM DIPHENYLHYDANTOINATE) 


A New and Effective Anti-Convulsant 
for the treatment of Epilepsy 


T the annual meeting of the American Medical 
Ee Association at Los Angeles in June, 1938, Merritt and 

Putnam reported extensive experimental and clinical 
investigations into the use of a new compound for the 
treatment of epilepsy, carried out under the auspices of 
the Harvard Epilepsy Commission. 


Of the many drugs tested, diphenylhydantoin was especially 
effective for protecting animals against experimentally 
produced convulsions. This compound was selected for 
further study because of its relative freedom from sedative 
and soporific action, and was found to be sufficiently well 
tolerated in massive single doses, and in small doses 
repeated over a long period of time, to warrant a trial of 
its effectiveness in controlling epilepsy. 


In the Journal of the American Medical Association, 
September 17, 1938, these authors report their experience 
with the use of this compound in the form of its sodium 
salt in the treatment of 200 patients for periods ranging 
from 3 weeks to 11 months. The results indicate that 
sodium diphenylhydantoinate was effective in controlling 
convulsive seizures in the majority of a selected group of 
patients who had not previously been helped by other 
methods of treatment. It may be assumed that even more 
satisfactory results could be obtained, in patients with a 
less severe tendency to convulsions. 


Sodium diphenylhydantoinate is supplied in bottles of 100 
capsules each containing 0.1 gramme, under the name 
‘Epanutin’. Further details will be sent on request. 


PARKE, DAVIS & CO... 50. BEAK STREET. 
LONDON. W.I. 


Laboratories: Hounslow, Middlesex. Inc. U.S.A., Liability Ltd. 
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Tannic Acid a 
a recognised treatment | >) 
for burns, scalds and VA 
abrasions 


Coagulum 


/ 2 
/ formed 
3. Coagulum re- 
4 moved leaving 


healthy new skin 


TANNIC ACID JELLY 


(Tannic Acid, with 0-5 per cent. Phenol, in a water-soluble base) 


Ready for immediate use, a point of 


extreme importance when time is a vital 


factor. 


Keeps fresh and uncontaminated in the 


tube. 


Freedom from oil enables its removal to 


be effected without the pain and 
ubes of 2 gm. (x 4 oz. approx. ), 
8d. each ° 
discomfort usuaily associated with the 
ubes of oz. 3 gm. approx.), 
2 1 eat h 


removal of greasy preparations. 


London Prices to the Medical Pr 


Literature, post free to Medical Men, on request 


Re BURROUGHS WELLCOME & CO., LONDON 


Address for communications; SNOW _ HILL BUILDINGS, 


Lxhibition Galleries: 10, HENRIETTA PLACE, CAVENDISH SQUARE, W.1 
Associated Houses: 
NEW YORK MONTREAL SYDNEY CAPE TOWN MILAN BOMBAY SHANGHAI BUENOS AIRES 


H 3676 COPYRIGHT 
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Assoc 


NEW YORK 
H 5695 
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Ma Huang 


ADVANTAGES 
ASSOCIATED 
WITH NATURAL 
EPHEDRINE 


from the 


Preparations originating 
natural herb are known to exercise the 
action. 


& Co. 


fullest physiological 


BurrRouGHS WELLCOME 
Ephedrine Products are prepared only 


from the genuine Ephedra. Their 


therapeutic activity is uniform and 


dependable, dosage is precise. 


Address for communications: 


Exhibition Galleries, 


ated Houses: 


MONTREAL SYDNEY CAPE TOWN 


Ephedrine Sprey) 
| Compound 


1 


BURROUGHS WELLCOME & CoO., 


HEDRINE 


The Natural Alkaloid 


1/2, bottl 25 at 1/3 ttle at 3/9 
gr. 1/4, 25... 10d. 10 26 
- 13 loo ,, 3/9 
~HYPOLOID" - EPHEDRINE 
3 gm. (# 2 ax.) 
mtaining 10 am fl c.c. at 3/2 


EPHEDRINE 


SPRAY COMPOUND 
Bottles containing \ 16 A. os. at 27/- 


-“ELIXOID'- EPHEDRINE 
COM POUND 
Bottles of 4 fl. oz. at 2/3 and 16 ff. oz. at 7/6 


LONDON 


SNOW HILL BUILDINGS, 


10, HENRIETTA PLACE, CAVENDISH SQUARE, W.1 


MILAN BOMBAY SHANGHAI BUENOS AIRES 


OPYRIGHT 
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‘Elastoplast’ and Post-Operative 
Dressings (Abdominal) 


(excerpts from the film “ The Use of ‘ Elastoplast” in Modern Surgery”) 


B.30. 


* 


Method of fixing a dressing which requires frequent changing ; strips of ‘ Elastoplast’ folded round glass rods 
SURGEONS and General Practitioners 
who may be interested to see this 
sectionalised film are invited to com- 
municate with T. ‘f. Smith & Nephew, 
Ltd., Dept. L. 13, Hull, for details 
regarding its exhibition. 
B.M.A. BRANCH Secretaries are in- 


vited to write for available dates for 


projections. 


The dressing completed and secured by rubber bands 


Ela stopla Sl THE MODERN SURGICAL DRESSING 
ELASTIC ADHESIVE BANDAGES, PLASTERS, DRESSINGS 
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Composition 


Reconstituted 
Powder Food (! in 8) 


Proteins ... ... 2650 33 

Milk Salts, including 

calcium and phosphorus 5°85 0-7 

Iron Salts... ... 0:90 

Moisture... ... 220 878 
100:0 


It is now fully recognised that diet in Cleric ger en. 146 103 


International Vitamin D Units per pint 250 


pregnancy plays an important part in the 
maintenance of the health of the mother. 
More particularly, attention has been drawn 
to the essential inclusion of calcium and 
phosphorus salts, iron salts and vitamins in 


this diet. 

Prenatalac is a milk food prepared from full 

cream milk powder and contains added A MILK DIET FOR ANTE AND 
mineral salts and vitamins in optimum con- POST NATAL PURPOSES 


centrations. It has been used successfully for 
the past year in the nutritional treatment of 
pregnant women and whilst being well toler- 
ated does not have any constipating effects. 


Clinical samples will gladly be sent on to any 
member of the Medical and Nursing Professions. 


A COW & GATE PRODUCT 


Please send me, Post Free, Literature and Clinical Samples 
of Prenatalac Milk Food for Ante and Post Natal Purposes. 


MILK FOOD FOR 
ANTENATAL 
CASES 


OF 
BLOCK LETTERS, PLEASE... L 17/12/38 


| 
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is a new expectorant and sedative preparation, particularly suited 
to dry coughs, such as that of chronic bronchitis. Its carefully 
planned composition includes the juice of ripe black currants, an 
agent which is well known for its soothing effect on the pharynx, 
and which gives a distinctive, delicious flavour to the mixture, 

In bottles at ] '6 and 2 9 Descriptive literature and clinical trial sample 


will be sent on application. 


GLYCURRANT 


and H A N B U RY 


LONDON. £2 


Ltd 


Telephone : Telegrams : 
Bishopsgate 3201 (12 lines) “Greenburys Beth London” ——— 


32 [See also pp. 9, 11, & 12.) 
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principle. 


Physicians may obtain 
full particulars of Benger’s 
preparations post free on 
request. 


TRADE Mark 


New York 8.4.): 41 Maiden Lane SYDNEY (N.8.W.): 350 George Bt. 
CAPEK TOWN (8.4): PLO. Box 732. 


BENGER’S FOOD, LTD., Holmes Chapel, CHESHIRE. 
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OSPURUM 


Vide Surg. Gyn. Obst., January, 1938 


SOLE AGENTS: 


DOWN BROS, L™. 


Surgical Instrument Makers 


LONDON : 
21 and 23 ST. THOMAS’S STREET, 
S.E.1 


22a CAVENDISH SQUARE, 


CALCUTTA : 
16 OLD COURT HOUSE STREET 


TORONTO: 
143 COLLEGE STREET 


OUR SERVICE TO DOCTORS: 
AND THEIR DEAF PATIENTS! 


— NUMBER TWO — 


= prescribing ‘‘Ardente ’’ for your deaf patients when 
an aid becomes necessary, you are safe because they 
can obtain service in most important towns throughout 
Great Britain—to meet any change in their aural 
condition. As an additional sai ety factor, each 
“* Ardente ”’ is covered by its maker’s guarantee. 


There are a full range of ‘‘Ardente ”’ types—electrical 
and non-electrical, bone-conduction, granule, valve, 


Particulars gladly sent and Tests are and phantom—which are individually suited, after testing 
Hospitals, nara ata: by Aurameter, to the needs of each case—no expense 
Medical Press Reports are interesting. being incurred until hearing satisfactorily. 


10 MEDALS, § DIPLOMAS, 


L._TD.— 309 OXFORD ST., LONDON, WA. 


(Between Oxford Circus and Bond Street) "Phones : Mayfair 1380/1718/0947 
one BRISTOL EDI NBURGH GLASG LEICESTER LIVERPOOL 
EXETER LEE NEWCASTLE SOUTHAMPTON 
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GIVE CAPSTAN 


FOR_CHRISTMAS ! 


A 
ff ( 


Anyone who smokes is sure 
to like Capstan. The follow- 
ing sizes are supplied in these 
attractive Christmas cartons: 
Flat 50 box (as shown), at 2/5 
— Flat 50 tin, at 2/6 — Box of 
100, at 4/8—Tin of 100, at 
4/10—and Box of 25, at 1 3. 


W.D.¢F€E.O. Wills. 


O. (OF GREAT BRITAIN & IRELAND), LTD. C.C.638L 


Pension policy for men 


At age 60 
£200 a year for life 
or £2,150 down 


At death before 60 
£1,000 down 


Otard’s is 
THE ONLY 


BRANDY 


BOTTLED ACTUALLY 
at the 


CHATEAU 
DE COGNAC 


” Ask for full particulars 


The Equitable Life 


Assurance Society 


(Founded 1762) 


19, Coleman Street, London, E.C.2. 
No shareholders No commission 
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BRAND ETHOCAIN HYDROCHLORIDE 


The Original Preparation 
Englist. Trade Mark No. 276477 (1905) 


The Safest and most Reliable 
Local Anesthetic for all 
Surgical Cases 


GOLD MEDAL 
THE SACCHARIN CORPORATION 
72, OXFORD sTREET, LONOON, 


Does not contain Cocaine, and does not come under 
the Dangerous Drugs Act. 


Literature on Request. 


Sold under Agreement 


THE SACCHARIN 
72, Oxford Street, London, W.1. 


Telegrams: SACARINO, RATH, LONDON, 
Telephone: Museum 8096, 
Australian Agents: 


J.L. Brown & Co,, 271, Moreland Road, Moreland, N.13, 
Melbourne. 


CORPORATION LTD. 
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The Therapeutic value of 


BRANDY— 


its lifting and sustaining powers—as 
compared with other spirits depends 
on the presence or absence of the 


higher Alcohols or Ethers. 


These in turn depend on Grape, Soil, 
Stills employed, Climate, Storage, 
Selection and Experience. 


Take no risks; 
ensure the results you expect 


Prescribe Brandy distilled in Pot Stills 
from Wines grown in the best Cognac 
districts ; matured in warehouses which 
have been filled with Cognac Brandy for 
centuries; made by men with the in- 
herited experience of seven generations. 


In short—Prescribe 


MARTELL 


Battley’s Solutions 


(as originally manufactured by Richard Battley) 


Liq. Opii Sedativus (Battley) 


The oldest and still the best hypnotic and sedative. Does 

not produce the unpleasant after-effects which often follow 

the et nm of other opium preparations. It contains 
orphine. Usual dose—5 to 10 minims. 


Lig. Cordifoliz (Battley) 
Contains all the alkaloids of Yellow Cinchona Bark. A 


reliable pre which does not deteriorate on keeping. 
Dose—2 to 15 minims. 


New manufactured and supplied by 


Allen & Hanburys Ltd., 


37 Lombard Street, LONDON, E.C.3 


specially for prescription in 
Allergic Cases 


irritants (B.M.J., Medical World, etc.). 
alternative to suspected cosmetics. 


150, Southampton Row, London, W.C.|. 


non-irritant Toilet Preparations 


A complete range of toilet preparations entirely 
free from Orris in any of its forms or other 
A safe 
Through 
any Chemist or direct from BOUTALLS LTD., 


: 
TOV OCATHi 
 OATION FNG 
; 
| 


— 
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For use in the treatment of the Mace exactly according to the 


direction of its inventor, the 


Chest and Lungs late Sampson Gamgee, F.R.S.E., 


Consulting Surgeon the 


Composed of high grade cotton 


REGD. TRADE MARK 


SOLE PROPRIETORS & MANUFACTURERS: ROBINSON & SONS LTD. OF CHESTERFIELD & 168 OLD ST., LONDON, E.C.1 


“A’’ TABLETS in Diarrhoea, Flatulence and Colitis. 


“B’’ TABLETS in Gastric and Nervous Dyspepsia. 


SYRUP in Intestinal Infections of Childhood. 


REGD. TRADE MARK 


WB SNUFF in Influenza and Common Cold. 
Samples and literature sent on request :— 


Dimol Laboratories, Ltd., 34/40, Ludgate Hill, London, E.CA. 


PARATHYROID AND GALCIUM THERAPY 


Elixir Parathyroid and Elixir Parathyroid with Calcium 
(SQUIRE) (SQUIRE) 


The internal secretions of the Parathyroid Gland have been found to play an important part in the assimilation 
of Calcium in the tissues, and in consequence to exert a considerable influence on the nervous system, 

Recent experiments have shown that Parathyroid insufficiency may be compensated by the oral administration 
of the Parathyroid substance, 

The above Elixirs present in an agreeable and useful form the hormones of the Parathyroid Gland alone and in 
combination with a freshly prepared Calcium Lactate, These preparations are specially indicated in ECLAMPSIA, 
TETANY, SPRUE, and in conditions of chronic SEPSIS, such as varicose and duodenal ulcers, 


In 4 0z., 8 oz., and 16 oz. Bottles Descriptive Leaflet Gratis on request 
SQUIRE & SONS, Ltd. ‘King Georgev)» 413, Oxford Street, London, W.| 
Telephone: MAYFAIR 2307 (2 lines) Telegrams: SQUIRE, WESDO, LONDON, W.1 


CATALOGUE of SECONDHAND SURGICAL INSTRUMENTS, OSTEOLOGY 
MICROSCOPES POST FREE. 


Students’ Half Sets of Osteology. Articulated Skeletons and Disarticulated Skulls. 


MILLIKIN & LAWLEY, 67 & 68, CHANDOS PL., STRAND, W.C.2 


(Adjacent to Charing Cross Hospital Medical School.) Telephone : Temple Bar 2206, 


JENNER INSTITUTE VACCINE LYMPH 


PREPARED IN ACCORDANCE WITH THE THERAPEUTIC SUBSTANCES REGULATIONS (BRITISH PRODUCT) 
Telephone: SINGLE VACCINATION TUBES 8d. each; 7s. dozen. Postage lid.extra. 


Ba 1347. LARGE TUBES (EXPORT Only) sufficient for 5 vaccinations, 1s. 3d. each; 12s. dozen. 
SOLE AGENTS FOR SCLAVO'S ANTI-ANTHRAX SERUM. LONDON ” (2 words). 


JENNER INSTITUTE FOR CALF LYMPH LTD., 73, Church Road, Battersea, $.W.11. 
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Vib THE IDEAL FORM OF CINCHONA. 


A Recent Medical Opinion. 
“I have recommended VIBRONA to my patients and used it in my 


household for a quarter of a century and consider it a valuable tonic and 
restorative in convalescence after any debilitating disease. In such cases I 


have seldom failed to witness its good effects even when taken for short 
periods.’’—71136c. M.D. 


SOLE PROPRIETORS: FLETCHER, FLETCHER & Co., LTD., LONDON @ SYDNEY. 


| tr emote sad | QUALITY TEAS 


DOCTORS PRESCRIBE IMPORTANT ANNOUNCEMENT 
the famous 
SALMON 
ODY ‘SUMMIT’ Hypodermic Needle 
BALL & SOCKET TRUSS now ALL-BRITISH 
Most scientific and reliable yet devised. The sole manufacturing rights of the ‘SUMMIT’ hypo- 
Perfect support, comfort, resiliency. dermic needle having recently been taken over by 
Single 30 Double 50/- S. and R. J. Everett & Company Limited, it is now 
Most of our clients are sent to us by Doctors. y r 
WRITE FOR BOOKLET. 
NOTE NEW ADDRESS: EXCLUSIVE FEATURES OF ‘SUMMIT’ 
Ss A L M Oo N oO D Y L T D e Cleaning wire can be conveniently inserted through the 
Truss Makers for 130 years mount due to a flared cone running down the needle 
74, NEW OXFORD ST., London, W.C.I 
by a seating to a specially 
re’ or moun at. 
3 EASY TO ATTACH 
PATIENTS FOOT TROUBLES The shape of the ‘Summit’ mount enables it to be 


firmly gripped between the thumb and forefinger. 


n be red to 4 ~=LEGIBLE NUMBERING 
t. Owing to the shape and construction of the mount the 
Th od hod a ; needle size is cast on it in very legible characters. 

effi P fe T The special metal with which the mount is made retains 
iditio perfect appearance throughout the life of the needle. 
conditions. 

HALLUX VALGUS. Painls Wriee ee 


From ail Surgical Instrument Suppliers 


Manufacturers and Wholesale Suppliers 


$. & R. J. EVERETT & CO. LTD., THORNTON HEATH, SURREY 
Telephone: Thornton Heath 3252-3 Telegrams: Hypodermic Croydon 


details. 
relieved and gradual straighten- 


ing is effected by the Scholl THE SCHOLL MFG. CO. Ltd. 

Toe-Flex, made of pure surgical 1862-194, St. John Street, 

rubber. Prevention. Correction. London, E.C.1 


SCHOLL’S Foot Comfort Service 


; 
| 
| 
= 
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BROOKS 


RUPTURE APPLIANCES 

| 


por sterling guality 
— Soottish Widows 


of course. 


dividual 

asure for every in 
poo type hernia 
Th roo! 

e is the 

jection treatment of hernia 


BROOKS APPLIANCE CO., LTD., 


(527G) 80, Chancery Lane, London, W.C.2 
(527G) Hilton Chambers, Hilton Street, 
Stevenson Square, Manchester | 


THE HALL MARK OF 


UNIVERSITY EXAMINATION 


MUTUAL LIFE ASSURANCE 


POSTAL INSTITUTION 
| | SOME SUCCESSES FUND 


M,D.(Lond.), 1901-37 (11 Gold Medallists1913-37)413 

M.S.(Lond.), 1901 -aa (including 4 Gold Medallists) 24 London Offices : 28, Cornhill, E.C.3, 17, Waterloo 
M.B., B.S.( Lond. ), Finai,1918-37 (completed exam 255 Place, S.W.1, 107, Fleet Street, E.C.4. 
F.R.C.S.(Eng.)1919-37 Primary 199}; Final192 
D.P.H. (various), 1906-37 (completed exam) 348 
F.R.C.S.(Edin.), 1918-37 ............... 65 


M.R.C.P,(Lond.), 1919-37 ............286 STAMMERING, SPEECH DEFECTS. 
- BEHNKE METHOD. Estab. 1880. CASES, -resident, 
T M.R.C.S.L.R.C.P. Final 1919-37 (completed exam.) 606 treated at 39, Earl’s Goutt-squnne, S.W.5, and, in Goudenes. ta 
M D (various) by Thesis Many Successes the Summer Holidays at Miss Behnke’s house on the Chilterns. 
che ? . a ‘Pre-eminent success in the education and treatment of 
D.O.M.S., D.L.O., D.P.M., &e. Many Successes. stammering and other speech defects.’-—The Times. 
le “*Thoroughly physiological principles.”"—The Lancet. 
MEDICAL PROSPECTUS (47 pages), * The method is scientifically correct and poemeetiy effective.”’ 
. —Guy’s Hospital Gazette. 
sent gratis, along with List of Tutors, &c., on application to th oe 
Principal, 17, Red Lion-equare, London, "W.C.1 (Tele STAMMERING, CLEFT PALATE, SPEECH LISPING.” 3s. 9d. 
Holborn 6313.) of Miss BEHNKE, 39, Earl’s Court-square, S.W.5. 
O- 
by 


y THE LONDON SCHOOL OF DERMATOLOGY 
ST. JOHN’S HOSPITAL FOR DISEASES of the SKIN, 


The CHESTERFIELD LECTURES, constituting a systematic Course in Dermatology, will be 
given at S p.M., from January 3rd to February 28th, 1939. 
SYLLABUS—WINTER SESSION—January 3rd to February 28th, 1939 


1939. Subject. Lecturer. 1939. Subject. Lecturer. 
Jan. 3, Tues. Syphilis .. Dr. A.C. Roxsurcn, Feb. 2, Thurs. Electro-therapeutics . .. Dr. R.T. Brat. 
” 5, Thurs. Ringworm Infect tions .. Dr. J. M.H. MacLeop. 7, Tues. Common Skin Diseases in 
» 10, Tues. Sclerodermia .. Dr.G. B. Dowttnc. Childhood be Dr. H. T. Barron. 
» 12, Thurs. Pigmentary Disorders .. .. Dr. W.N. Gotpsmita. id 9 Thurs. Bullous Eruptions . 7 Dr. J. L. FRANKLIN. 
17, Tues. Eczema .. Dr. W. Grirrita. » 14, .. Dr. H. Corsi. 
» 15, Wed. istopathology of some Com- 
ofthe Skin .. % Dr. I. Muenve. _ mon Skin Diseases .. Dr. 1. 
F : » 21, Tues. The Treatment of Acne .. Dr. Gorpoy, 
24, Tues. Sycosis .. ae es .. Dr. L. Forman. Bs : 
in , 23, Thurs. Malignant Conditions of the 
» 28, Tues. Treatment in Dise ases of the 
» 31, Tues. Tuberculosis Cutis Dr. J. E: M. Wictiey. Skin .. Dr. J. A. DRAKE. 


An Examination will be held at the end of the Course in March, and the CHESTERFIELD — will be awarded to the best candidate, 
provided the required ms is reached. An intensive Course will also be held during the month of 


INICS.—Instruction will be given daily in the Out-Patient Department, as anil — 


Monday, 4 .. «+ Dr. Grirritu Wednesday, P.M. Dr. WIGLEY Friday, 2p.m. .. .. Dr. DucKkwortx 
Dr. MuENDE (Pathologist) 6 P.M. Dr. DowLinc 6p.m. .. .. Dr. BRAIN 

Tuesday, 2 .. «+ THE MEDICAL REGISTRAR Thursday, 2 Comet Saturday, 9.30 a.m. .. Dr. PorTER 

.. Dr. FormMan . Dr. GoipsmitH 
LABORATORY. — Arrangements can be made for Classes, individual Secauetiin or for research work. For Particulars and Fees apply to the Dean. 
J FEES.—For Hospital Practice, including Lectures, One Guinea per month. Registered Medical Students may attend the Lectures free on signing 
. their names and giv ing the name of their Hospital. 
Medical Practitioners will bi ional visitors on presentation of their cards. For further particulars BY to x) or Snes. 
LEONARD G. R. TURPIN, Seeninny. J. E. M. WIGLEY, M F.R.C.P 


"39 


THE LANCET, ] 


THE LANCET GENERAL ADVERTISER (Dec. 17, 1938 


POST-GRADUATE COURSES 


Open only to Members. Annual ‘subscription, 21 Is. 


NEUROLOGICAL SURGERY, suitable F.R.C.S. Final (West End Hospital for Nervous Diseases, Lecture- 
demonstrations on Mondays and Fridays, January 2nd to 20th, 8 p.m.); DERMATOLOGY (St. John’s 
Hospital, January 3rd to 3lst, afternoons); CARDIOLOGY (National Heart Hospital, January 9th to 20th, 
all day); UROLOGY (St, Peter’s Hospital, January 16th to 28th, all day, Men only); CHEST DISEASES 
(Brompton Hospital, January 23rd to 28th, all day). 


Apply FELLOWSHIP OF MEDICINE, 1, Wimpole-street, London, W.1. 


Langham 4266. 


BRITISH POSTGRADUATE MEDICAL SCHOOL 


(UNIVERSITY OF LONDON) 


Department of Surgery Department of Pathology 


A COURSE OF SIX LECTURES on A COURSE OF FOUR LECTURES on 


Fracture Dislocations and 
Other Injuries of the Joints 


WILL BE GIVEN BY 


Mr. R. WATSON JONES, M.Ch., F.R.C.S. 
on JANUARY 6th, 13th, 20th, 27th, 


FEBRUARY 3th, 10th, 1939, at 2.30 p.m. | 


Nephritis, and Renal 
Changes in Hypertension 


WILL BE GIVEN BY 


Professor J. SHAW DUNN, M.A., M.D. 
on JANUARY Il1th, 18th, 25th, 
FEBRUARY Ist, 1939, at 4.30 p.m. 


Department of Medicine 


A COURSE OF SIX LECTURES on 
NEPHRITIS 


WILL BE GIVEN BY 
Dr. T. IZOD BENNETT, M.D.,F.R.C.P.,0n JANUARY 10th, 16th, 17th, 24th, 31st, 1939 
AND BY 


Professor J. H. DIBLE, M.B., Ch.B., F.R.C.P., on JANUARY 23rd, 1939, at 4.30 p.m. 


These lectures are for regular students of the School, but a limited number of tickets are available, without fee, 


for medical practitioners. 


Applications for tickets should be addressed to the DEAN, BRITISH PosTGRADUATE MEDICAL 


ScHOOL, DUCANE-ROAD, SHEPHERD’s BusHu, Lonpon, W. 12. 


QUEEN CHARLOTTE’S 
MATERNITY HOSPITAL 


MARYLEBONE ROAD, N.W.1 


Medica! Students and qualified Practitioners admitted to the 
Practice of this Hospital. Unusual opportunities are afforded 
of seeing Obstetrical Complications and Operative Midwifery 
about one half of the total admissions being primiparous cases). 

ver 2700 patients are admitted to the Wards annually, and in 
the Ante-Natal Department there are over 20,000 attendances 
per annum. 

Clinical Demonstrations are 

For rules, fees, 
Superintendent. 


St- Mary’s Hospital Medical School, 
W.2. 


ven by the staff daily. 
&c., apply H. B. Stokes, Secretary- 


(UNIVERSITY OF LONDON) 


PRIMARY F.R.C.S. COURSE 

A course of Instruction for the June EXAMINATION will 
bee on Wednesday, February Ist, 1939, in the following 
subjects 

ANATOMY AND EMBRYOLOGY. 

PHYSIOLOGY AND HISTOLOGY (with Practical Classes). 

Fee for the Course £16 16s., or £9 9s. for either section 
separately. 

For further particulars apply to the School Secretary. 
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LONDON COUNTY COUNCIL 
A Course of Lectures and Practical Instruction 


for the 
DIPLOMA IN PSYCHOLOGICAL MEDICINE 
will be held at 
THE MAUDSLEY HOSPITAL, Denmark Hill, S.E.5. 
(University of London.) 
The Course will begin on 2nd January, 1939. 
Applications should be made to Prof. F. GoLua, Director of 


the Central Pathological Laboratory, The Maudsley Hospital. 
(Tel. Rodney 2411.) 


THE COPPICE, NOTTINGHAM. 
HOSPITAL FOR MENTAL DISEASES. 
President: The Right Hon. LornD BELPER. 


This Institution is exclusively for the reception of a limited 
number of PRIVATE PATIENTS of both sexes, of the UPPER 
and MIDDLE CLASSES, at moderate rates of payment. It is 
beautifully situated in its own grounds, on an eminence a short 
distance from Nottingham, and commands an extensive view of 
the surrounding country ; and from its singularly healthy posi- 
tion and comfortable arrangements affords every facility for the 
relief and cure of those mentally afflicted. Voluntary and 
Temporary Patients received. Occupational Therapy. For 
terms, &c., apply to the Medical Superintendent. 

Telephone: 64117 Nottingham. 
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8, HINDE STREET, MANCHESTER SQ., 
LONDON, W.1 


All Nurses fully insured against Accident. 


General 6 Mental Nurses Association, Ltd. 
(MALE & FEMALE) 


_ SUPPLY STATE REGISTERED NURSES FOR ALL MENTAL AND NERVE CASES, AT A MOMENT’S 


Telegrams: ‘‘ Isolation, London.” 
Telephone: Welbeck 9842. 


Terms from €3 13 6. Apply MATRON. 


MALE NURSE 


8, HINDE ST., MANCHESTER SQ., W.1. 


MANCHESTER—2387, BRUNSWICK STREET (Facing Owen 

EDINBURGH—7, TORPHICHEN STREET College) 
Terms £4 4 0 per week 

ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT 


TEMPERANCE CO-OPERATION, LTD. 


TRAINED MALE NURSES AND VALET ATTENDANTS for MENTAL, 


MEDICAL, TRAVELLING AND ALL CASES 


Telephones : Telegrams: 
London: 3297 WELBECK, ASSUAGED, LONDON, 
Manchester: 3619 ARDWICK. ASSUAGED, MANCHESTER, 
Edinburgh : 2715 CENTRAL, ASSUAGED, EDINBURG. 


Please address all communications W.WALSHE,Secretary. 


NURSE 


TERMS frem £3 3s, 


MALE & FEMALE ASSOCIATION, LIMITED. 


All Members of our Staff are Total ul Abstainers 


50, NOTTINGHAM PLACE, LONDON, W.1. 


CERTIFICATED HOSPITAL NURSES (Male and Female) AVAILABLE BAY AND NIGHT FOR MEDICAL, SURGICAL, MENTAL AND ALL CASES 
ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT. 


“*Gentlest, London.” Welbeck 5969 5969 


Apply, LADY SUPERINTENDENT. 


g Telephone: Welbeck 2728. 
Telegrams: “ASSISTIAMO, LONDON,” 


For MEDICAL, SURGICAL, and 


MENTAL NURSES 


Male or Female. 


Our nurses are chosen carefully for their personal 
character and their suitability for private work. 
They reside on the premises, and are available 
for urgent cases Day or Night. 
Mrs. MILLICENT HICKS, Superintendent. 
W. J. HICKS, Secretary. 


THe NURSES’ ASSOCIATION 


In conjunction with the MALE NURSES’ ASSN. 


, 29, YORK ST., BAKER ST., LONDON, W.1. 7 


CLARENCE LODGE 
CLAPHAM PARK, LONDON 


Situated in 34 acres of secluded gardens 
HOME FOR TWELVE MENTAL PATIENTS (LADIES). 

Well-appointed 
private house, 
Home comforts 
and Trained Nurs- 
ing Staff. Eminent 
Mental Specialist 
Visiting Physician 


Station: Clapham 


Common Tube. 
Phone: Tulse Hill 4913 


Apply 
Miss THWAITES. 


MALLING PLACE, KENT 
For LADIES and GENTLEMEN’ of Unsound Mind. 


Terms moderate. Apply to Resident Medical Superintendent. 
Telegrams: ADAM WEST MALLING. Telephone No. 2: MALLING. 


HEIGHAM HALL, NORWICH 


A PRIVATE MENTAL HOME ettwated in 14 acres of well- 
wooded grounds. For Ladies and Gentlemen suffering from 
Nervous or Mental Illness. Voluntary Patients, Temporary 
Patients, and Patients under Certiticates are admitted for 
Treatment. Fees: from 4 guineas @ week upwards, ac ss 
to requirements. A few vacancies exist for Ladies an 
Gentlemen at reduced fees on the recommendation of the 
Patient’s own Physician. 

Apply to Dr. J. A. Sm 

Telephone: 80 


“Telegrams : Small, 80 Norwich, 


RUSSELLS 


Heme! Hempstead Road, 
WATFORD 
Telephone: WATFORD 5917 


A convalescent home for the care and treatment of mild and 
recoverable nervous conditions in both sexes. The house ie 
situated high up in 40 acres of grounds, 17 miles from London, at 
the termination of the Watford by-pass. One medical officer is 
in residence, and two others are in daily attendance. Fees from 
ten guineas a week, inclusive. 

Apply: 


PORTSMOUTH CITY MENTAL HOSPITAL 


Accommodation is provided for the reception of PRIVATE 
PATIENTS of both sexes in three detached Villas, which are 
healthily and pleasantly situated in extensive grounds with sea 
views 

Charges from weekly, including all necessaries excep’ 
clothing.—Appl¥ to the Medical ag oe and Resident 
Physician, THOMAS BEATON, O.B.E., M.D.. 


Littleton Hall, Brentwood, Essex. 


(18 miles from London.) 400 feet above sea. 


RESIDENT MEDICAL OFFICER. 


A PRIVATE HOME for LADIES situated in large grounds. 
Voluntary, temporary, or certified cases received. 
Apply to Dr. HAYNEs. Tel.: Brentwood 45. 


House, All Stretton, 
STRETTON, SHROPSHIRE. 


A PRIVATE HOME for the care and treatment of a limited 
number of Ladies Mentally Afflicted. 


] te healthy and bracing 
Sone to Dr. MoCLINTOCK. Proprietor and Resident Medical 


Superintendent. 


Church 
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CRICHTON ROYAL, DUMFRIES 


For NERVOUS AND MENTAL DISORDERS 


This hospital has every facility for complete investigation of the above conditions, and provides all forms of modern 
treatment, including psychotherapy, physiotherapy, occupational and recreational therapy. Cases of alcoholism and drug 
addiction are admitted. The Physiotherapy Department has separate units fully equipped for X-ray work, heliotherapy, 
short-wave therapy, electro-therapy, and hydrotherapy (swimming bath, prolonged baths, Scotch and Vichy douches, 
Plombiéres treatment, electric and Turkish bath cabinets, etc.). There is a fully equipped gymnasium under qualified 
instructors. Facilities are ~se under special recreational therapists for all indoor and outdoor games, including 
golf course, cricket, football and hockey grounds, lawn tennis and squash courts, croquet and bowling greens. 

The Hospital has its own Church, Library, Cinema and Hairdressing Saloon. Terms include regular motor drives. 
Private rooms, suites, or villas are available, and special nurses can be provided. The hospital grounds extending to 
nearly 1000 acres are situated in delightful country and include an extensive farm (T.T. herd), gardens and orchards. 
As the hospital is well endowed terms are exceptionally moderate, e.g., First Department 3 to 30 guineas per week, Second 


Department 2 and 24 guineas per week. Voluntary and certified patients are received. Medical Certificates given anywhere 
in the British Isles are valid for admission of patients. 


For prospectus, necessary forms, and further information apply to :— 
Physician Superintendent, P. K. McCowan, J.P., M.D., F.R.C.P., D.P.M., Barrister-at-Law. Tel. Dumfries 1119. 


HOLLOWAY SANATORIUM, Virginia Water 


A Registered Hospital for the Treatment of 
Mental Disorders of the EDUCATED CLASSES 


(Founded and Endowed by Thomas Holloway in 1885) 


This Institution is situated in a beautiful and healthy locality within easy 
reach of London. It is fitted with every comfort. Patients can have 
Private Bedrooms and Special Nurses, as well as the use of General Sitting 
Rooms, at moderate rates of payment. Voluntary Patients can be admitted. 


There is a Branch Establishment at CANFORD CLIFFS, BOURNEMOUTH, 
where Patients can be sent for a change and be provided with all the comforts 
of a well-appointed home, 


For Terms, apply to the 
RESIDENT MEDICAL SUPERINTENDENT, St. Ann’s Heath, Virginia Water, Surrey 


TOR-NA-DEE SANATORIUM 
MURTLE, DEESIDE, ABERDEENSHIRE 


FOR THE DIAGNOSIS AND TREATMENT OF ALL FORMS OF TUBERCULOSIS 


Managing Director: DAVID LAWSON, M.D., F.R.S.E. 


Southern aspect. Low rainfall. Pure bracing air. Sheltered grounds. Beautiful surroundings. All modern equipment 
for diagnosis and treatment, including operating theatre. No extra charge for X Rays, Artificial Pneumothorax, Ultra- 
Violet Light, or other special treatment. 


Day and night Nursing Staff. All bedrooms have central heating, electric light, hot and cold running water, and wireless (head- 
phones). Comfortable and airy public rooms. 


Medical Superintendent : J. M. JOHNSTON, M.B., M.R.C.S., D.P.H. For terms and prospectus apply to the Secretary. 
Telephone: Cults 107. 


NEW LODGE CLINIC, 
WINDSOR FOREST. 


New Lodge Clinic was founded in 1921 in order to provide for the scientific 
investigation and treatment of disease by a ‘‘ team ’”’ of physicians and specialists. 

All forms of non-infectious medical cases are admitted, special attention being 
paid to disorders of digestion and metabolism, arthritis, anemias, asthma, heart and 
kidney disease, tropical diseases, and functional and organic nervous disorders. 


Particulars can be obtained on application to 
The Secretary, New Lodge Clinic, Windsor Forest, Berks. Telephone: 181 & 182, Winkfield Row, 
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ST. ANDREW’S HOSPITAL 


FOR MENTAL DISORDERS, 


NORTHAMPTON 


FOR THE UPPER AND MIDDLE CLASSES ONLY. 
PRESIDENT: THE Most Hon. THE MARQUESS OF EXETER, O.M.G., A.D.O. 


MEDICAL SUPERINTENDENT: THOMAS TENNENT, M.D., M.R.C.P., D.P.H., D.P.M. 


This Registered Hospital is situated in 120 acres of park and pleasure grounds. Voluntary patients, who are suffering from 
incipient mental disorders or who wish to prevent recurrent attacks of mental trouble, tempo patients, and certified patients 
of both sexes, are received for treatment. Careful clinical, bio-chemical, bacteriological, and pathological examinations. Private 
rooms with special nurses, male or female, in the Hospital or in one of the numerous villas in the grounds of the various branches 


can be provided. 
WANTAGE HOUSE 


This is a Reception Hospital, in detached grounds with a separate entrance, to which patients can be admitted. It is 
equipped with all the apparatus for the most modern treatment of Mental and Nervous Disorders. It contains special depart- 
ments for hydrotherapy by various methods, including Turkish and Russian Baths, the prolonged immersion bath, Vichy 
Douche, Scotch Douche, Electrical Baths, Plombiéres treatment, &c. There is an operating Theatre, a Dental Surgery, and 
X-ray Room, an Ultra-violet Apparatus, and a Department for Diathermy and High Frequency treatment. It also contains 
Laboratories for bio-chemical, bacteriological, and pathological research. 


MOULTON PARK 


Two miles from the Main Hospital there are several branch establishments and villas situated in a park and farm of 650 acres. 
Milk, meat, fruit, and vegetables are supplied to the Hospital from the farm, gardens, and orchards of Moulton Park. Occupation 
therapy is a feature of this branch, and patients are given every facility for occupying themselves in farming, gardening, and 


fruit growing. 
BRYN-Y-NEUADD HALL 


The Seaside house of St. Andrew’s Hospital is beautifully situated in a Park of 330 acres, at Llanfairfechan, amidst the finest 
scenery in North Wales. On the North West side of the Estate a mile of sea coast forms the boundary. Patients may visit this 
branch for a short seaside change or for longer periods. The Hospital has its own private bathing house on the seashore. There 
is trout fishing in the park. 


At all Branches of the Hospital there are cricket grounds, football and hockey grounds, lawn tennis courts (grass and hard 
court), croquet grounds, golf course, and bowling greens. Ladies and gentlemen bave their own gardens and facilities are provided 
for bandicrafts such as carpentry, &c. 

For terms and further particulars apply to the Medical Superintendent (TELEPHONE: No, 2356 and 2357 Northampton), 
who can be seen in London by appointment. 


CAMBERWELL HOUSE 


Telegrams: © PsYcHoLia, LONDON.” 33, PECKHAM RD., LONDON, S.E.5. Telephone: Rodney 4242 (2 lines). 
For the treatment of MENTAL DISORDERS. 


Also completely detached Villas for Mild Cases, with private suites if desired. Voluntary Patients ive: acres 
of Grounds, Hard and Grass Tennis Courts, Putting Greens. Bowls, Croquet, Seuss Rackets, Reneution “tnt with 
ses. -ray aD ctino-therapy, Prolonged Immersion Baths, Operating Theat: » i Li € 
or ysician : rt. HUBERT JAMES NORMAN, assisted by three Medical Officers, also resident and visiti Co 

An illustrated Prospectus, giving fees which are strictly moderate, may be obtained upon application to the 
The Convalescent Branch is Hove Villa, Brighton, and is 200 feet above sea level. 


FAIRFORD RETREAT, Gloucestershire 


(Within two hours of London.) ESTABLISHED 1822. 
Home life for Ladies and Gentlemen MENTALLY AFFLICTED. Voluntary Patients received without Certificates. 


Retreat is pleasantly situated in extensive grounds on the banks of the River Colne, a part of which celebrated trout 
stream flows through the Estate. There is every facility for sport and Occupational Therapy. The neighbourhood abounds 


in pleasant walks, and Fairford, being in the Cotswolds on a dry oolitic soil, is remarkably healthy. 


Ow! 
dairy produce, 1 farm and 


For terms, which are very) moderate, apply to the proprietor, Dr. A. C. King-Turner, The Retreat, Fairford, Glos. Telephone 9 


THE COTSWOLD SANATORIUM 


First opened in 1898 and rebuilt in 1925 on the Cotswold Hills seven miles from Cheltenham, for the treatment o ary 

other forms of Tuberculosis. As ect 8.S.W., sheltered from North and East, elevation 800 feet. Pure air 
MENT by artificial PREUMOTHORAX (X-ray controlled). TUBERCULINS, and ULTRA-VIOLET RAYS is available when 
necessary without extra charge. X-RAY plant, Fully Equipped Dental Department, Electric Light Radiators, hot and cold basins 
and Wireless in all rooms. Up-to-date drainage, Full day & night Nursing Staff. Terms 5 to 74 Guineas a week inclusive. 

Med. Supt.: GEOFFREY A. HOFFMAN, B.A.,M.B.,T.C. Dub. Asst. Phys.: MARGARET A. HARRISON, M 

Cons. ologist : G. N. BARKER, F.R‘C.S. Edin., D.L.0. Cons. Dent. Surgeon: GEORGE V. SAUNDERS, LDS. Bs. emg 
Phone: 81 & 82 Witcombe. Apply: The Secretary, The Cotswold Sanatorium, Cranham, Gloucester. Telegrams : “‘ Hoffman, Birdlip.” i 


PRIOR PLACE SANATORIUM 


HEATHERSIDE, CAMBERLEY, SURREY. 
FOR THE TREATMENT OF PULMONARY TUBERCULOSIS 


Well situated on high ground and surrounded by pines and heather. 
All rooms are fitted with electric light, wash basins with hot and cold water, and radiators. 
ray plant. Day and night nursing staff. 


RESIDENT MEDICAL SUPERINTENDENT: Dr. H. O. BLANFORD, to whom application for admission can be made. 
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PECKHAM HOUSE, 112, Peckham Road, London, S$.E.15 


Telegrams: “ Alleviated, London.” Telephones: Redney 2641 and 2642. 


The above House is for the care and treatment of persons suffering from mental diseases and nervous disorders. Certified 
voluntary and temporary patients are received. Separate houses for treatment and accommodation of special cases adjoin the 
Institution. Occupational therapy, physical drill, and other forms of modern treatment. There is a seaside branch, Kearsne 
Court, near Dover, to which patients may be sent for treatment or on holiday. Motor drives are arranged when required. Te 
courts. Entertainments, dances, and indoor amusements held throughout the year. Terms from £3 38. per week. Illustrated 
prospectus and further particulars can be obtained from the MEDICAL SUPERINTENDENT. 


THE OLD MANOR A Private Hospital for the Care and 


Treatment of those of both sexes suffer- 
SALISBURY ing from MENTAL DISORDERS. 


Extensive grounds. Detached Villas. Chapel. Garden and Dairy Produce from own farm. Terms very moderate 
CONVALESCENT HOME Detached Villas standing in 12 acres of ornamental grounds, with tennis courts, etc., which 
AT BOURNEMOUTH Voluntary, Temporary or Certified Patients may visit by arrangement for long or short period. 
Illustrated Brochure on application to the Medical Superintendent. | The Old Manor, Salisbury. Telephone: Salisbury 3216 and 3217. 


COURT HALL, KENTON, near EXETER 


FOR THE TREATMENT OF EIGHT LADIES, VOLUNTARY, TEMPORARY AND CERTIFIED PATIENTS 


CLIFFDEN, TEIGNMOUTH 


FOR EARLY AND CONVALESCENT CASES Recreational Therapies are held daily by skilled Leaders 
The house stands high with spacious balconies and extensive views of the South Devon Coast. Beautiful garden. Own Dairy in 25 acres. Private road to beach, 
There is also a charming house, EBWORTHY, MANATON, DARTMOOR, situated in 20 acres, 1100 ft. up for bracing moorland air, 


Resident Physicians—BERTHA M. MULES, M.D., B.S. ANNE S. MULES, M.R.C.S., L.R.C.P. 
Telephones—STARCROSS 59 and TEIGNMOUTH 289 


CHEADLE ROYAL HOSPITAL, Cheadle, Cheshire. 


This REGISTERED HOSPITAL, with a SEASIDE BRANCH at Colwyn Bay, N oy is for the treatment and care of 
those of the Upper and Middle Classes suffering from MENTAL AND NERVOUS DISEASES 
The Hospital is governed by a COMMITTEE, ees by the TRUSTEES of the Manchester Royal Infirmary. 
In addition to the Main Buildings there are separate villas. Extensive grounds. Hard and grass tennis courts, cricket and 
mm nal. Thera fl @ court for badminton. There are also wireless installations. Golf may be had within easy distance, 
ccupationa 
VOLUNT rARY, AND CERTIFIED PATIENTS 


The Hospital is nine miles from Manche ster, 50 minutes by rail from Liverpool, and 34 hours from London. 
For terms and further particulars apply to the Medical Superintendent, who may be seen in Manchester BY 
APPOINTMENT. Telephone: Gatley 2231 (3 lines). 


Residential treatment of 


CALDECOTE HALL Functional Nervous Disorders 


NUNEATON including Alcoholism and other Addictions 
(Certifiable cases are not received) 
WARWICKSHIRE This beautiful mansion situated in the heart of the country (less than two hours 


from London by L.M.S.R.) and surrounded by charming pleasure grounds in which 
games and outdoor occupational therapy are available is devoted to the treatment 
of Functional Nervous Disorders by psychotherapeutic and ancillary methods. 


Illustrated Brochure and particulars obtainable from A- E. CARVER, M.D., D.P.M., Resident Medical Superintendent. 


PENDYFFRYN HALL SANATORIUM 


All Modern Methods of Treatment Available. 
Ideally situated for the treatment of Tuberculosis. Sheltered from E,. & N.E. winds. Climate mild and bracing. 
Low rainfall, high average of sunshine. The Sanatorium is situated in its own park. There are miles of graduated 
walks through pine, gorse and heather, rising to 800 ft., and commanding extensive sea and mountain views. Central 
heating, electric light, X-ray installation. Wireless in all rooms. Full day and night nursing staff. Special milk supply from 
a tuberculin tested herd. Easily accessible from Lonpon (4} hours), MANCHESTER, LIVERPOOL, BIRMINGHAM and the North. 

Rooms now available from 5 guineas weekly. 

Resident Physicians: Dennison Pickering, M.D.; S. A. Yaffe, M.D. 

For particulars apply to the Secretary, Pendyffryn Hall, near Penmaenmawr, North Wales. *Phone 20. 


HAYDOCK LODGE, 


NEWTON-LE-WILLOWS, LANCASHIRE. 


For the reception and treatment of PRIVATE PATIENTS of both sexes of the UPPER AND MIDDLE 


(‘Phone : Nuneaton 241) 


CLASSES suffering from Mental and Nervous Diseases, either voluntarily, temporarily, or under certificate. 
Patients are classified in separate buildings according to their mental condition. Situated in park and 
grounds of 400 acres. Self-supported by its own farmand gardensin which patientsare encouraged to occupy 


themselves. Every facility for indoor and outdoor recreation. For terms, prospectus, etc., apply MEDICAL 
SUPERINTENDENT. ’Phone: Ashton-in-Makerfield 7311. T'ele. Address: Street, Ashton-in-Makerfield. 
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SHAFTESBURY 


FORMBY-BY-THE-SEA, 
Nr. LIVERPOOL 


HOUS 


Specially built and licensed for the care and treatment of a limited number of Ladies and Gentlemen suffering from 
NERVOUS and MENTAL breakdown. Voluntary and certified patients received. Ladies also admitted as Temporary 
Patients without certification, Terms moderate. Apply, RESIDENT PHYSICIAN, who may be seen at 31, Rodney Street, 


Liverpool, by appointment. Tel. No. 8 Formby. 


NORTHUMBERLAND HOUSE 


GREEN LANES, 
FINSBURY PARK, N.4 


A PRIVATE HOSPITAL for the treatment of mental and 
nervous illnesses. Conveniently situated and easy of access 
from all parts. Occupational Therapy, Psychotherapy, and 
other modern forms of treatment. 

Telephone: Stamford Hill 2688. 


For further particulars apply to the MEDICAL SUPERINTENDENT. 


THE ARCHER NERVE TRAINING COLONY 
LANGLEY RISE, KING'S LANGLEY, HERTS. 


Started 34 years ago by the late Mrs. William Archer for the special 
treatment of FUNCTIONAL NERVOUS DISORDERS by a system 
of Relaxation correlated with training in Nerve Control. Home life in 
separate houses in charming grounds ; 20 miles from London ; Chalets for 
resting. Eurhythmics, Voice Production, Occupational Therapy, etc. 
Telephone : King’s Langley 7519. Lessons and Treatments in the art of 
Relaxation can also be obtained at the “‘ FRANCES ARCHER” Centre. 
30, Dorset $4. N.W.1 (near Baker St. Stn.), Weds. and Sats. 10-1 p.m., 
2-5.30 p.m. Tel. : Ambassador 2864. All applications to the Secietary, 


King’s Langley. 
FOR EPILEPTICS 


HOME 
MAGHULL (near LIVERPOOL) 
FARMING and OPEN AIR OCCUPATION for PATIENTS 
A few vacancies in Ist and 2nd Class Houses. 
FEES: Ist Class (men only) from €3 p.w. upwards. 
2nd Class (men and women) 32/- p.w. 


For further particulars apply : 
Cc. EDGAR GRISEWOOD, A.C.A., Secretary, 
20 Exchange Street East, Liverpool, 2 


SPRINGFIELD HOUSE 


"Phone: BEDFORD 3417. Near BEDFORD 

For Mental Cases with or without Certificates. 

Ordinary Terms: Five Guineas per week (including Separate 
Bedrooms for all suitable cases without extra charge). 


For forms of admission &c., apply to the Resident Physician, 
CEepRIC W. BOWER. 


INTERVIEWS Ix LowDOM BY APPOINTMENT. 


Telegraphic Address : Telephone: 
** Relief, Old Catton.” 290 Norwich. 


NERVOUS & MENTAL AFFECTIONS 
Ladies only received 


‘ 
‘[{he Grove, Old Catton, Norwich. 
A High-class Home for the Curative Treatment of 
Nervous Affections. Voluntary Boarders are also received 


without certificates. 
For full particulars apply to the Misses McLINTOCK or to 
Dr. 8S. BARTON, 34, Surrey-street, Norwich, Visiting Physician. 


ALCOHOLISM 


Drug Habits, and Nervous Disorders 


25 minutes from London, situated in charming grounds and 
country is a ‘*home from home’”’ for those seeking rest 
and treatment under medical supervision. Fees from 
6 guineas. Illustra ed brochure on application to the 
Matron or the RESIDE NT MEDICAL SUPERINTEN- 
DENT, E. G. MORRIS, L.R.c.P.1. Consultant : 
L. C. F. CHEVENS, ™.R.C.S., L.R.C.P., D.P.M. 


’Phone: CHISLEHURST 451 


LD HILL HOUSE 


CHISLEHURST, KENT. 


EPILEPSY 


Owing to extensions there are at present a few 
Vacancies at the 


DAVID LEWIS COLONY 


For Ladies and Gentlemen who have Epilepsy but 
are of good intelligence and sound mind. 


Colony life gives to most people who have epilepsy 
the best chance of happiness and contentment. 


Apply to the Director, THE Davip 
CoLony, WARFORD, ALDERLEY EDGE, 


HILL END HOSPITAL 
AND CLINIC 


FOR THE PREVENTION AND TREATMENT OF MENTAL 
AND NERVOUS DISORDERS 


(20 miles from London) 


Ladies suffering from all forms of MENTAL ILLNESS are 
received for treatment, on modern lines, as Voluntary, Temporary 
or Certified Private Patients at the Hill End Hospital. 
Convalescent or mild cases can be treated in a delightful 
country mansion, with extensive grounds, known as 


HIGHFIELD HALL, 
situate about a mile away from the Hospital. 
FEES TWO TO FOUR GUINEAS PER WEEK. 


For further particulars apply to the Medical Director, 
. J.T. KOMBER, L.R.C.P., D.P.M. 


ST. ALBANS, HERTS 
BARNWOOD HOUSE, GLOUCESTER. 


A REGISTERED HOSPITAL ror THE CARE anp TREAT- 
MENT or LADIES anp GENTLEMEN 8UFFERING FROM 
NERVOUS MENTAL DISORDERS 


Within two miles of the G.W. and L.M. & S. Railway Stations 
at Gloucester, the Hospital is easily accessible by rail from 
London and all other parts of the United Kingdom. It is 
beautifully situated at the foot of the Cotswold Hills, and 
stands in its own grounds of over 300 acres. Voluntary Patients 
of both sexes also are received for treatment. Special accom- 
modation is also provided at five villa residences, all of which 


LEwIs 


Ww 


stand in their own grounds and are entirely separate from the 
main Hospital 

For particulars as to terms, &c., apply to G.W.T. H. FLEMING, 
M.R.C.S., L.R.C.P., D.P.M., 


Physician Superintendent. 


Telephone : No. 6207 Gloucester. 


FENSTANTON 


Christchurch Road, Streatham Hill, $.W.2 


A Private Home for the Treatment of LADIES 
with Mental and Nervous Disorders. Psycho- 
Therapy, Physio-Therapy, &c. 12 acres of grounds 


Apply: Dr. MADELINE R. LOCKWOOD, 
phone : TULSE HILL 7181 Resident Physician Superintendent. 


BROOKE HOUSE, CLAPTON 


A PRIVATE HOME for the treatment of Nervous and 
Mental Disorders in both sexes. Situated in nine acres of 
Pleasure Grounds. 


Voluntary, Temporary, and Certified Patients received. 
For further particulars apply— 


Dr. ERNEST ROLLINS, Resident Physiclam, 
Vel.: Amherst 1642 
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STRETTON HOUSE, NG HOUSE 

gen benno Stretton, Shropshire. LITTLE BERKHAMSTED, Nr. HERTFORD, HERTS. 

AP ATE HOME for the treatment of gentlemen suffering 
from Mental and Nervous illness, including the allied Disorders of 
svervous Cases > received without Certificates as Vo tary . ‘oan illi 3 
Patients under the provisions of the Mental Treatment Act, 1 930. = 
Bracing hill country. See ‘* Medical Directory,’’ p. 2368.—Apply 
to the Medical Superintendent. "Phone 10 P.O., Church Stretton. Treatment for Ladies and Gentlemen suffering from Insomnia, 


Functional Nervous Disorders, Alcoho!] and Drug Habits, Chronic 
Heart and Kidney Diseases, also Convalescing Cases. : 


THE wen EFORD, OXFORD. Telephone : Essenden 12. Apply, J. C. BaKER, M.B. 
SPITAL FOR MENTAL DISORDERS. Ww 
President: The Right Hon. the LoRD SAYE AND SELE. CHIS ICK HOUSE, 


This Registered Hospital for the Treatment and Care, at PINNER, MIDDLESEX. 
moderate charges, of Mental Patients belonging to the educated Telephone: PINNER 234. 
classes, stands in a healthy and pleasant situation on Headington 
Hill, near Oxford. Voluntary and Temporary Patients are also A Private Hospital for the Treatment and Care of Menta! and 
teceived for treatment. The adjacent estate of HIGHFIELD Nervous Illnesses in both Sexes. 
as recently been acquired and the house, which has A modern country house, 12 miles from Marble Arch, in 


been modernised and equipped witb every comfort, is now i i 
attractive and sluded su di guine 
for and convalescent patients. Private suites Week inclusive, Cases under 
r ranged. Temporary Patients received for treatment. 
or further particulars apply to the Physician-Superintendent. DOUGLAS MACAULAY, M.D., D.P.M. 


RHEUMA SPA, KINMEL HALL, CITY OF LONDON MENTAL HOSPITAL 
ABERGELE, NORTH WALES Near DARTFORD, KENT. 


Ladies and Gentlemen received for treatment 


Modern Spa Treatments, including Conti 
Pistany Mud and Scotch Douche, for Rheumatic under certificates, and without certificates as either 
ont VOLUNTARY or TEMPORARY PATIENTS, 
IDEAL WINTER QUARTERS—REDUCED RATES at a weekly fee of {2 gs., and upwards. 


A NURSING HOME FOR SURGICAL, MEDICAL 
THE CLINIC AND MATERNITY CASES 


20 Devonshire Place 157 Narees. 


8 Operating Theatres. (for emergencies). fips 
London, W.!1 Patients only received under the supervision of their own Seren i 
Medical Practitioner. 


Unrivalled suites of Baths—Turkish and Russian Baths, Aix and Vichy Douches, Massage ; 

lombiéres Treatment. Studa Chair. Electric Installation for Baths and other Medical 
Purposes, Dowsing Radiant Heat, Infra-red Light, Artificial Sunlight, D’Arsonval High 
Frequency, Diathermy, Nauheim Baths, Soapless Foam Baths, etc. “Certified” Milk 

om own farm. Large Winter Garden. at beng Special provision for Invalids. 
Night attendance. Over 60 trained Male and Female Nurses, Masseurs, Attendants, etc. 
Resident Physicians: G.C.R. Harsinson, M.B., B.Ch., B.A.O. (R.U.1,), H. Ruys Daviss, 
B.A., M.B., B.Ch., B.A.O. TERMS, 13s. to 18s. per day, include Turkish and 
other Baths. Illustrated Brochure C.J. on request. 
"Phone: Matlock 17 lines). “Grams: Smedleys, Matlock. 


Newly fitted Balneological, Electro-Medical, and Small 


THE MARINE SPA Turkish and Russian Bath sections for recognised forms of 
Spa, etc., treatment, under mild winter climatic conditions. 
(under the direction of the Corporation) Large Cooling Lounge, and “ Vita’’ Glass Sun Lounge. 


Warm Sea-W ater Swimming Bath with modern filtration plant. 
: Assistants with C.S.M.M.G., and Bio-Physical qualifications. 
[ () R «) A Illustrated Spa and Health Resort Brochures post free on application. 
H. Berkeley Hollyer, General Manager. 
(late Manager, Brine Baths, Droitwich Spa) 


OSPEDALETTI 
SAN REMO  BORDIGHERA 


The three pearls of the Italian Reviera. 
Mild climate, brilliant sky and pure air—during Winter daily 9-12 hours’ sunshine—quiet and favoured resort 
for convalescents and people in need of quietude. 


SAN REMO—HOTEL REALE | SAN REMO—EXCELSIOR 
For every comfort and attraction. On the promenade. First class, quiet, protected South position in the East Bay. 
Overlooking the sea. Diet cures. Sun verandas. Sea—and medical bathing. Tennis. 


M. Bertolini, Prop. Open the whole year round. 


Ss 
Great Britains Greatest 
Matloc 
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ROYAL 


NAVAL MEDICAL 


SERVICE 


Vacancies exist for MEDICAL OFFICERS in the Royal Navy, and applications are 


invited for entry in March, 1939. 


Candidates below the age of 28 years are preferred, and they must be registered under 
the Medical Acts. No examination in professional subjects will be held but candidates will 
be required to attend for interview by a Selection Board. 

Selected candidates will be entered for Service for a period of three years, which if desired 
is usually extended to five years at the discretion of the Admiralty. 


Officers who leave the Service at the end of the initial period of three years will be eligible 
for a gratuity of £400, and those who leave at the end of five years for a gratuity of £1,000. 
At the end of five years’ Short Service permanent commissions will be given to selected 


officers who wish to make the Naval Medical Service their permanent career. Officers 
transferred to the permanent list will receive a gratuity of £1,000 (less Income Tax). 


Full opportunities exist for transfer to the permanent list. 


Marriage Allowance is paid 


under the same conditions as for other Naval Officers. 


Opportunities are available for officers on the permanent list for post-graduate study, 
to specialise, to take higher examinations and to obtain further qualifications. 

Copies of the regulations for entry and conditions of Service, including rates of pay, 
allowances and retired pay, may be obtained from the Medical Director-General of the Navy, 
Admiralty, S.W.1, and from the Deans of all Medical Schools. 


Applications for entry from intending candidates must be received not later than 


28th February, 1939. 


[he Royal Cancer Hospital (Free) 


(Incorporated under Royal Charter), 
Fulham-road, London, 8.W.3. 


Applic ations are invited for the post of ASSISTANT 
SURGEON to the Hospital. Candidates must be Fellows of 
the Royal College of Surgeons of England, or Masters of Surgery 
of a recognised British University. 

The appointment is made subject to Rules and Conditions 
laid down by the Charter of Incorporation, details of which 
can be obtained from the Secretary. 

Applications (eighteen copies), with copies of not more than 
three recent testimonials, should be sent to the undersigned 
by not later than the first post on Monday, 19th December, 
1938. 


CLEMENT COBBOLD, Secretary. 


BOARD OF CONTROL, 
ENGLAND AND WALES 


The Board of Control (Lunacy and Mental Deficiency) invite 
applications from registered Medical Practitioners (Men and 
Women) for a vacant appointment as COMMISSIONER on 
the Board’s staff. 

Candidates should be experienced in the care and treatment 
of persons suffering from mental disorder or mental defect. 

he salary commences at £850 per annum and rises by 11 
annual increments of £30 to £1180 and then to £1200 per annum. 
In the case of a candidate with special experience of the admini- 
stration of mental institutions, the commencing salary may be 
advanced to a point, not exceeding £75, above the minimum of 
the scale. 

The appointment will be subject to the usual Civil Service 
conditions as to pension, holidays, &c., and also, in the case of 
women, marriage. Subject to certain conditions, previous 
established service in a Mental Hospital or Mental Deficiency 
Institution can be aggregated with Civil Service for super- 
annuation purposes. 

Commissioners are required to devote their whole time to the 
Publie Service. 

Canvassing through members of Parliament or in other ways 
will render a candidate liable to disqualification. 

Forms of application with further particulars of the appoint- 
ment may be obtained from the Secretary, Board of Control, 
Hobart House, Grosvenor-place, London, S.W.1. 

No application can be considered unless rec “ies on the 
prescribed form not later than 7th January, 1939 


(jharing Cross Hospital. 

Appieetions are invited for the post of HONORARY 
CLINICAL ASSISTANT in the X Ray and Electro-therapeutic 
Department. Honorarium £50 per annum. 
: copmieetes should have by preference the qualification of 
).M.R.E 

Applications, together with copies of three recent testimonials, 
should be sent to the undersigned not later than January 2nd, 
1939. 

GEORGE J. JONES, Secretary. 
Charing Cross Hospital, W.C.2 


Hospital Dental School. 


Applications are invited for the whole-time post of DENTAL 
RESEARCH FELLOW, the appointment to begin as soon 
after Ist January, 1939, as possible. Preference will be given 
to a biochemist who is prepared to undertake work on dental 
diseases. The appointment will be for two years in the first 
instance with the possibility of reappointment. The stipend 
will be at the rate of £400 per annum. 

Applications, accompanied by the names of three persons 
to whom reference may be made, should be submitted not 
later than 3lst December, 1938, to the Dean, Guy’s Hospital 
Medical School, 8.E.1, from whom further particulars regarding 
the appointme nt may be obtained 


Hospital of St. John and St. Elizabeth, 
60, Grove End-road, N.W.8 


Applications are invited for the post of RESIDENT HOUSE 
PHYSICIAN (Male). The post is recognised for the degree of 
M.D. London University. The appointment will be for six 
months from February Ist, 1939. Salary at the rate of £100 
per annum with full board. 
Applications, together with copies of three testimonials, 
should reach the undersigned by December 31st 
Applicants will be required to attend a meeting of the Medical 
Committee at 8.30 P.M. on January 3rd, 1939, at the Hospital. 
F. DUDLEY Hopps, B.A., Secretary 


(Jentral London Ophthalmic Hospital, 
Judd-street, London, W.C.1 
Locum is required for the SENIOR HOUSE SURGEON 


for two months from February Ist. Further particulars may 
be obtained from the Secretary at the Hospital. 
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H espital for Consumption and Diseases 


OF THE CHEST, Brompton, 8.W.3 
The Committee of Management invite applications for the 
post of ASSISTANT PHYSICIAN for which there are two 


vacancies 

Applications, with copies of testimonials, must reach the 
undersigned not later than Monday, 9th January, 1939. 
Candidates must be Members (or have passed the qualifying 
examination for the Membership) of the Royal College of 
Physicians, London 

Applications should not be addressed to individual members 
of the Committee of Management 


G. RouvRay, 
Brompton, 8.W.3, December, 1938 


Poplar Hospital, East India Dock-road, 


Poplar, E.14. 


Secretary. 


The Committee invites onpue ations for the appointment of 
SECOND RESIDENT OFFICER (Male) 
at a salary at the rate of £175 per annum, all found. 
Candidates must have held appointments as House Surgeon 
at a Hospital 
Applications must be accompanied by a statement of the 


(part-time) 
Salary £175 per 
tenable in the first instance for 


candidate’s qualifications and forwarded to the Secretary, with 
1938 

The appointment is for a period of six Months 

There is a vacancy for the post of FIRST ASSISTANT 
to the OPHTHALMIC DEPARTMENT. Candidates must be fully 

Applications should be made to the Secretary, from whom 
further particulars may be obtained, and should arrive not 

H. L. MILsom, Secretary. 

Hospital for Sick Children, 

An OUT-PATIENT MEDICAL REGISTRAR (part-time and 
£150 per annum. The duties will include those of the former 
Out-patient Medical Registrar 

REGISTRAR 

is required as early as possible 
annum 
one year, but may be held for a period of two years, subject 
to re-election 
and have held a responsible resident appointment at a General 
Hospital 
2nd January, 1939, and candidates must be prepared to attend 
forinterview by the Joint Committee at 4.45 P.M. on Wednesday, 

Full instructions and forms of application are obtainable 
from the undersigned. 


three recent testimonials, not later than Friday, December 23rd, 
I ondon Hospital E.1 

4 
qualitied medically 
later than Saturday, January lith, 1939. 

Great Ormond-street, London, W.C.1. 

non-resident) is required as early as possible in January. Salary 

An OUT-PATIENT AURAL 

in January. 

These appointments are 

Candidates must possess a legal qualification to practise, 

Applications must be received by NOON on Monday, the 
the 4th January, 1939 

HERBERT F 


RUTHERFORD, Secretary. 


Chest Hospital 


Victoria Park, E 
(Bus, Tram and Rly. Cambridge vicat h, 


December, 1938 


L, ondon 


L.N.E. Rly.) 


REGISTRAR—Ear, Nose, and Throat Dept. 
Part-Time). 

Applications are invited for the above post. 

The appointment will be for a period of one year. 

Honorarium £50 per annum. 

Applications, with copies of three testimonials, should be sent 
to the undersigned on or before 3rd January, 1939 


THOMAS BROWN, Secretary. 
I ondon 


Chest Hospital 
(Bus, 


(Male) 


Victoria Park, E.2 


Tram and Rly. Cambridge Heath, L. & N_E. Rly.) 


SURGICAL REGISTRAR (Male) (Part-time) 
Applications are invited for the above post 
Four sessions a week, Tuesday and Friday mornings essential. 
Appointment is for one year. Honorarium £100 per annum 
Applications, with copies of three testimonials, should be sent 
to the undersigned on or before 3rd January, 1939 
THOMAS BROWN, Secretary. 


Phe Weir Hospital, Weir- road, 
Balham, 3.W.12. 
(30 Beds.) 
JUNIOR RESIDENT MEDICAL OFFICER required at 


the end of December (Male, 
fully qualified and duly 
with board, residence, 

Applications, 
Secretary, 


48 


unmarried) 
registered. 
and laundry. 
with copies of testimonials, to be sent to the 
from whom further information may be obtained. 


Candidates must be 
Salary £150 per annum, 


° 
U niversity College Hospital. 

Applic vations are invited for the whole-time 
ASSISTANT to the Department of Radiotherapy 

The salary will be at the rate of £500 per annum. 

Applications accompanied by such evidence of fitness for 
the post as the candidates may desire to furnish should reach 
the Secretary, University College Hospital, Gower-street, 
W.C.1, not later than Monday, 2nd January, 1939 
niversity College Hospital. 

BILTON POLLARD FELLOWSHIP. 

Applications are invited for the above Fellowship of an annual 
value of £650 commencing Ist February, 1939, the tenure of 
railed h is limited to the men students of U niversity College 
Hospital who have held a resident appointment or its equivalent 
at the Hospital 

Candidates must hold the qualification of M.R.C.P. (Lond.) 
or F.R.C.S. (Eng.) and must declare their intention of engaging 
in the practice of medicine or surgery. 

Forms of application can be obtained from the Secretary of 


post of 


University College Hospital, Gower-street, W.C.1, and must 
be returned not later than Monday, January 2nd, 1939. 
South London Hospital for Women. 


Clapham-common, S.W.4. 


Applications are invited from Medical Women for the under 
mentioned appointment 
SURGICAL REGISTRAR. 
Full-time duty for a period of one year with eligibility for 
reappointment to a maximum of three years. 
Honorarium of £200 per annum. 
Candidates are requested to call on members of the Hon. 
Medical Staff by Friday, December 30th, by which date applica- 
tions and copies of testimonials should reach the Secretary 
at the Hospital 


Torman Gamble Research Fund. of 
THE ROYAL SOCIETY OF MEDICINE. 


Sais from individuals (British subjects) for GRANTS 
in aid of Research in Otology should be made to the Secretary 
of the Royal Society of Medicine, 1, Wimpole-street, 
W.1, not later than February 28th, 1939. 

Applicants should give full particulars of the work proposed. 


Samaritan Free Hospital for 
WOMEN, Marylebone-road, N.W.1. 

Applications are invited for the post of HOUSE SURGEON 

for a period of six months, commencing January 15th next 


Salary at the rate of £100 per annum, with board, lodging, and 
laundry Previous experience as House Surgeon essential. {9 


London, 


Applications, stating age, accompanied by copies only of 
testimonials, should be sent to the Secretary at the Hospital 
on or before Friday NooN, January 6th, 1939. 


G. H. HAWKINS, Secretary. 


etropolitan Hospital 


Kingsland-road, London, E.8 


APPOINTMENT OF SECOND 
Applications are invited for the above post Candidates 
must be Fellows of the Royal College of Surgeons, England 
Applications (24 copies) with recent testimonials, must be 
received by the 10th January, 1939, addressed to the under- 
signed, = whom further particulars may be obtained. 
FRANK JENNINGS, House Governor and Secretary. 


London County Couneil. 


Applications invited from Medical Practitioners of at least 
one year’s standing to undermentioned positions. Candidates 


AURAL SURGEON, 


must have held resident appointment in a general hospital 
for at lez st six months. Married quarte rs not available 
ASS "ANT MEDICAL OFFICERS (Class I).—Salary 


£350—-£25-£425, with nar lodging, and washing 


(a) Sv. GILES’ HospiraL, St. Giles’-road, Camberwell, 
S.E.5. Surgical experience desirable 
(b) Sv JAMES’ HOSPITAL, Ouse ‘ley-road, Balham, 8.W.12. 


(Two positions.) (i) Surgical duties 
and gynecological duties 
Application forms obtainable (stamped, addressed foolscap 
envelope necessary) from Medical Officer of Health, Staff 
Division, 2, County Hall, Westminster-bridge, 3.E.1, returnable 
by 2nd January 
Canvassing disqualifies 


[,ondon County 


(ii) Obstetric 


Couneil. 


Applications invited from registered Medical Practitioners 
of at least one year’s standing, resident in the neighbourhood, 
forappointment as Temporary VISITING MEDICAL OFFICER 
(Part-time) at EARLSFIELD HOUSE, Children’s Receiving 
Home, 1, Swatfield-road, Wandsworth, 3.W.18. Salary £150. 

Application forms obtainable (stamped addressed foolscap 
envelope necessary) from Medical Officer of Health, Staff 
Division 2, County Hall, Westminster Bridge, S.E.1, returnable 
by 30th December. Canvassing disqualifies. 
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Phe Klizabeth Garrett Anderson N ortolk and Norwich — Hospital. 
N.W.1. 


HOSPITAL, Euston-road, 


Applications are 
the following posts : 

HOUSE PHYSICIAN, Ist, 
OBSTETRIC ASSISTANT. 

The posts are for six months, commencing Ist February, 
1939. Remuneration at the rate of £50 per annum, with board, 
residence, and laundry. 

Further particulars of the posts may be obtained from the 
undersigned, to whom applications should be sent with copies 
ot _ testimonials, not later than Friday, 30th December, 
1938. 


invited from qualified Medical Women for 


2nd, and3rd HOUSE SURGEONS, 


JEAN R. MURRAY, Secretary. 


Hospital, E.17. 


(118 Beds, with 4 Resident Medical Officers.) 


SENIOR RESIDENT SURGICAL OFFICER (Male) 
required. Salary £200 per annum, with residence, board, and 
laundry. Appointment for six months from 9th January, 
1939. Candidates must have their Primary Fellowship or be 
a Fellow of one of the Royal Colleges 

Applications, stating age, nationality, qualifications, and 
experience, accompanied by copies of not more than three 
recent testimonials, should be received on or before 31st 


December, 1938. 
R. HALTON HARRISON, 
Beoreugh of Leyton. 


DEPUTY MEDICAL OFFICER OF HE pee Ae DEPUTY 
SCHOOL MEDICAL OFE 

Applications are invited from registered he rs al Practitioners 
possessing a registered Diploma in Public Health or State 
Medicine for the appointment of Deputy Medical Officer of 
Health and Deputy School Medical Officer 

Age not to exceed forty-five years 

The salary attaching to the post will be £660 per annum, 
rising by four annual increments of £20 and one of £10, to a 
maximum of £750 per annum 

Preference will be given to candidates possessing previous 
experience in School Medical Inspection, Maternal and Child 
Welfare and in the Diagnosis and Treatment of Infectious 
Diseases 

The appointment will be subject to the provisions of the Local 
Government and Other Officers’ Superannuation Act, 1922, 
or in the event of the person appointed taking up his duties 
after the 31st March, 1939, to the provisions of the Local 
Government Superannuation Act, 1937 ; and to the conditions 
set out on the form of application 

Applications must be made on the prescribed forms which 
can be obtained by sending stamped, addressed foolscap envelope 
to the undersigned 

Applications, endorsed ‘‘Deputy Medical Officer of Health,’’ 
must reach the undersigned as soon as possible, and not later 
than the first post on the 2nd January, 1939 Canvassing, 
directly or indirectly, will be a disqualitic ‘ation. 

NO. AT gy Town Cle rk. 

Leyton, E.10, 9th December, 193 


Infants Wospital, 


Vincent-square, Westminster. 


Yonnaught 


Secretary. 


Town Hall, 
T he 


The Committee of Management invite 
post of RESIDENT MEDICAL OFFICE! 

Candidates must have held previous resident Hospital 
appointments for not less than six months, and must have had 
Prediatric experience. The appointment is for one year from 
March Ist with eligibility for reappointment Salary £300 
per annum, with board, lodging, and laundry 

Candidates are expected to call upon, and send a copy of 
application and testimonials to, each member of the Honorary 
Medical and Surgical Staff. 

Applications, with copies of testmonials, should be sent not 
later than January 30th to the undersigned, from whom copies 
of the rules may be obtained. 


applications for the 


ARNOLD TUNSTALL. 


W atford and District Peace Memorial 
HOSPITAL. 
(154 Beds.) 


Applications are invited for the following pe for a period 
of six months commencing Ist February, 1939 : 
HOUSE PHYSICIAN (Female) 
Salary at the rate of £150 per annum, with board and laundry. 
Applications, stating age, nationality, and qualifications, 


together with three testimonials, to be forwarded to the under- 
signed not later than $list December, 1938 
T. H. FLETCHER, Secretary 
e 
Eye Hospital, Southampton. 


Applications are invited for the post of ORTHOPTIC 
TEACHER as from Ist January, 1939. Whole-time appoint- 
Ment ; commencing salary £180 "Must be unmarried. Facilities 
given for taking private patients on terms to be arranged. 

Applications, giving experience and qualifications, to be 
Sent to the undersigned. 

E. T. Kemp, Secretary. 


NORWICH. 
(440 Beds.) 


Applications are invited for the post of CASUALTY 
OFFICER 
Salary £120 per annum, with board, 
Candidates (Male) must be 
registered qualifications 
Applications, stating age, 
copies of testimonials, 
as possible 


, and laundry 
and must possess 


residence 
unmarried 


together with 
undersigned as soon 


nationality, &e., 
should reach the 


FRANK INC H, 


16th December, 193 
Roya! Kast Sussex Hospital, Hastings. 


post of JUNIOR HOUSE 
January, 1939. The appoint- 


House Governor and Secretary 


Applications are invited for the 
SURGEON (Female) vacant Ist 
ment is for a period of six months 

Salary at the rate of £150 per annum with board-residence 

Candidates must be duly registered Medical Practitioners 

Applications, with copies of recent testimonials, to be addressed 
to the Secretary, by December 23rd. 

KEMSLEY 


‘Phe Royal Hospital, Wolverhampton. 
RESIDENT ANESTHETIST. 


(Incorporated under Charter.) 

Applications are invited for the post of Resident Anesthetist 
The appointment will be for six months, renewable, and the 
salary £200 per annum, with board and residence. Duties 
to commence 23rd January next 

The Hospital contains 300 Beds, at 
to 400 Beds, and is approved by the 
for part of the requisite attendance 
Practice. 

Applicants should 
modern anesthetic 
the undersigned, 
about the 


WILFRID G. 


present being enlarged 
General Medical Council 
on Medical and Surgical 


provide 
methods ; 
from whom 
post may be obtained 
W. H. HARPER, 
Wolverhampton, 12th December, 1938 


2st Suffolk and = Ipswich 


(350 Beds. 8& Residents.) 


evidence of their experience in 
applications should be sent to 
further information required 


House Governor 


Hospital. 


Wanted, Ist February, 1939, HOUSE SURGEON (Male— 
British) to a General Surgeon and Assistant General Surgeon 
The Hospital is recognised by the Royal College of Surgeons 
in respect of this post. Salary at the rate of £144 per annum, 
with board, apartments, and laundry 

Applications, stating age, qualifications, and experience, to 
be sent to the undersigned, together with copies of three recent 
testimonials. 

ARTHUR GRIFFITHS, 

The Hospital, Ipswich, 17th December, 1938. 


tty of Birmingham. 


DUDLEY-ROAD HOSPITAL 


secretary. 


(926 Beds.) 


Applications are invited from fully qualified Medical Practi- 
tioners for whole-time appointment as JUNIOR MEDICAL 
OFFICER (Male) at the Dudley-road Hospital, Birmingham. 
The appointment will be for a period of six months, but may be 
extended for a further period of not exceeding six months. 


Salary at the rate of £200 per annum and full residential 
emoluments. ‘ 
Further particulars may be obtained from the Medical 


Superintendent at Dudley-road Hospital, to whom applications, 
stating age, — rience, and qualifications with copies of recent 
testimonials 10uld be forwarded not later than Thursday, 


December 29th, 1938 

A neoats Hospital, Manchester, 4. 

ASSISTANT PATHOLOGIST, Lady or Gentleman, whole- 
time appointmgnt—no private work allowed. Salary £400 
per annum; live out. Luncheon and tea provided. The 
appointment is for twelve months and is renewable 

Applications for the above post, stating age and particulars 
of qualifications and experience, to be forwarded to the under- 
signed on, or before 4th January, 1939, together with copies of 
three recent testimonials 

By Order of the Board, 

General Superintendent and Secretary. 


HERBERT J. DAFFORNE, 
and Warwickshire Hospital. 
COVENTRY 


(Soventry 
Main Hospital, 307 


Convalescent Hospital, 


Beds. 
40 Beds. 


Applications are invited for the posts of OPHTHALMIC 
REGISTRAR and OPHTHALMIC CLINICAL ASSISTANT 
Candidates must have had previous Ophthalmic experience 
Applications to be made to the undersigned to be received 
not later than the first post on Saturday, December 31st, 1938 
S CECIL HILL, House Governor and Secretary 
December 12th, 1938 


| 
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arrogate Royal Bath Hospital. (Sounty Borough of Blackburn. 
(A National Hospital for Rheumatic and Allied Diseases.) — 


(150 Beds.) 


Applications are _ invited 
MEDICAL OFFICER 
of February, 1939. 

Salary £200 per annum, 

Exceptional facilities for 

Applications, stating 
of recent testimonials, 


for the post of 
(Male) to commence 


RESIDENT 
duties beginning 


with board, residence and laundry. 
research or preparation of thesis. 
qualifications, age, &c., with copies 
to be forwarded to the undersigned. 

E. P. L. Drxon, M.A., Secretary. 


R oyal United Hospital, Bath. 


HOUSE PHYSICIAN ahead for Ist January, 1939. Resi- 
dent Staff of two House Physicians and three House Surgeons. 

Duties include some Casualty. Salary £150 per annum, board, 
residence and laundry. 

The appointment is for six months, and candidates must be 
Male, unmarried, and of British nationality. 

Applications, with copies of three testimonials, to be addressed 
to the undersigned by December 27th 

J. LAWRENCE MEARS, Secretary-Superintendent. 

13th December, 1938 


Nhristie Hospital and Holt Radium 
INSTITUTE, WITHINGTON, MANCHESTER, 20. 


Applications are invited 
SURGICAL OFFICER at 
duties early in January 

The appointment is for a period of six months, but will be 
rene ywabin Previous resident appointments essential 

Salary at the rate of £150 per annum, plus residence, board 
and laundry 

Applications, with full details of previous experience, together 
with copies of testimonials, should be sent to the undersigned 
immediately 

Percy N. Gass, Superintendent and Secretary. 


(Jounty Borough of Middlesbrough. 


ST. LUKE’S MENTAL “HOSP ITAL, GROVE HILL, 
MIDDLESBROUGH. 


The Committee of Visitors invite — ations foe the appoint- 
ment of ASSISTANT MEDICAL OFFICER AND DEPUTY 
MEDICAL SUPERINTENDENT (Male) the above- 
mentioned Hospital 

Candidates must be fully qualified and duly registered, and 
preference will be given to one who has held a resident appoint- 
ment in a General Hospital 

The age of applicants unless with previous Mental Hospital 
service should not exceed thirty-five years. 

Salary £500 per annum (no emoluments) rising by four annual 
increments of £25 to a maximum of £600, plus an extra payment 
of £50 per annum to holders of, or who may later obtain, the 
D.P.M. Unfurnished house on the Estate provided for which 
a sum of £50 per annum will be deducted from the salary to 
cover rent, rates, and water. 

The appointme nt is whole time and subject to the provisions 
of the Asylums Officers’ Superannuation Act, 1909. The 
appointment will be terminable by two months’ notice on 
eitherside. The successful candidate will be required to undergo 
a medical examination 

Canvassing will disqualify. 

Applications, accompanied by copies of three recent testi- 
monials, should be sent to the undersigned not later than the 
ith January, 1939, endorsed “ Assistant Medical Officer and 
Deputy Medical Superintendent.”’ 

PRESTON KITCHEN, 
Town Clerk and Clerk to the Committee of Visitors. 

Town Clerk’s Office, Middlesbrough, 7th December, 1938. 


City of Liverpool 


SENIOR RESIDENT ASSISTANT MEDICAL OFFICER. 

Applications are invited for the above appointment at the 
ALDER HEY CHILDREN’S HOSPITAL, West Derby, 
Liverpool] (940 Beds), for a period of twelve months in the first 
instance 

Candidates must be single, fully qualified and registered, 
and should, preferably, have had considerable experience in 
diseases of children and possess one of the higher qualifications 
in medicine 

Salary at the rate of £350 per annum, rising by annual incre- 
ments of £25 to £450 per annum, together with the usua ) 
residential allowances. All fees received in connexion with 
the appointment to be handed over to the City Council. 

The position offers exceptional opportunity for anyone wishing 
to specialise in diseases of children. 

The person appointed will be required to work under the 
direction of the Medical Superintendent. 

The appointment will be made in accordance with the Stand- 
ing Orders of the City Council and will be determinable by three 
months’ notice on either side. 

Canvassing, either 
disqualification. 

Applications upon forms obtainable from the Medical Officer 
of Health, Hospitals Department, Liverpool, 2,to be endorsed 
“Senior R.A.M.O.”’ and returned to the undersigned so as to 
be received not later than Friday, 30th December, 1938 

W. . BAINES, Clerk. 
Liverpool, 2, December, 193 


for the 
the above 


post of RESIDENT 
Hospital to commence 


directly or indirectly, will be deemed a 


Municipal Buildings, 
50 


ASSISTANT SCHOOL MEDICAL OFFICER AND 

ASSISTANT MEDICAL OFFICER OF HEALTH (Male). 

Applications are invited from registered Medical Practitioners 
for the post of Assistant School Medical Officer and Assistant 
Medical Officer of Health (Male) to act under the supervision 
oe Medical Officer of Health, who is also the Schoo] Medical 
Jiticer. 

The person appointed must devote the 
the service of the Corporation 

The duties of the office are general, although they will consist 
largely of work in the School Medical De partment. Preference 
will be given to candidates holding a Diploma in Public Health, 
who have held resident appointments in General and Infectious 
Diseases Hospitals 

The salary will be at the rate of £600 per annum, increasing 
by annual increments of £25 to a maximum of £700 per annum 


whole of his time to 


The appointment is subject to the provisions of the Local 
Government and Other Officers’ Superannuation Act, 1922. 
Forms of application and further particulars of the duties 


and conditions of the appointment may be obtained from the 
Medical Officer of Health, Victoria-street, Blackburn 


Completed forms, together with copies of three recent 
testimonials, must reach me by Friday, the 6th January, 1939, 
and should be endorsed on the envelope Assistant School 

” 


Medical Officer 
Canvassing, either directly or indirectly will be a disqualifi- 
cation. 
CHAS. S. ROBINSON, Town Clerk. 
Town Hall, Blackburn. 


West Riding of Yorkshire Mental 


HOSPITALS BOARD. 


WADSLEY MENTAL HOSPITAL. 


APPOINTMENT OF AN ASSISTANT MEDICAL OFFICER. 

Applications are invited for the appointment of an Assistant 
Medical Officer in the Board’s service at the above Mental 
Hospital, at a commencing salary of £350 per annum, rising 
by annual increments of £25 to a maximum of £450, together 
with emoluments (board, apartments and laundry), valued 
at £120 perannum. The Board will allow an extra £50 per annum 
to the successful candidate who (whilst on this scale) holds or 
obtains the Diploma in Psychological Medicine, for which this 
Hospital affords special study facilities. 

It will be an advantage if candidates have had at least one 
year’s experience in General Medicine after qualification. 

The appointment is subject to the provisions of the Asylums 
Officers’ Superannuation Act, 1909, Class 1. 

Applications, with copies of not more than two recent testi- 
monials, stating age and full particulars, to reach the under- 
signed not later than the 9th January, 1939. 

There is no printed form of application. 

G. L. BANNER, Clerk of the Board. 
Victoria Chambers, Wood-street, Wakefield. 


of 


NEWCASTLE-UPON-TYNE. 


Board Offices, 
P.O. Box 28. 


U niversity 


ASSISTANT BACTERIOLOGIST IN 
LABORATORY. 
Applications are invited from qualified medical 
Women for the above post. Post-graduate experience in the 
routine methods of a bacteriological laboratory is desirable. 
The appointment is a temporary one in the first place, but a 
permanent appointment will shortly be made. The person 
will be required to take up duty at the earliest possible date. 
Salary at the rate of £400 per annum. 
Applications should be lodged as soon as possible with the 


undersigned. 
W. G. B. OLIVER, Registrar. 


HERS. o f Leeds. 


Durham. 


KING’S COLLEGE, 
PUBLIC HEALTH 


Men or 


PUBLIC HEALTH DEPARTMENT. 
ST. MARY’S INFIRMARY, 
ARMLEY, LEEDS, 12. 


RESIDENT MEDICAL OFFICER. 

A Resident Medical Officer is required for St. Mary’s Infirmary, 
Leeds (250 Beds). The hospital is a general hospital for chronic 
and semi-chronic cases wit th a section of 25 beds devoted to 
Maternity. 

The appointment is for twelve months and the salary is 
£250 per annum inclusive, together with full residential emolu- 
ments. Any fees received must be paid into the city funds. 

Candidates must have had experience in midwifery sub- 
sequent to qualifying. The duties of the officer include lecturing 
to the Nursing Staff and instruction of Pupil Midwives. 

Applications, stating age, qualifications, &c., together with 
copies of three recent te stimonials, to be forwarded to the under- 
signed not later than 10 a.M., on Saturday, 24th December, 1938. 

Canvassing in any form, either directly or indirectly, will be 
a disqualification. 

J. JOHNSTONE JERVIS, Medical Officer of Health. 

Public Health Department, 12, Market-buildings, 

icar-lane, Leeds, 1. 
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(County Mental Hospital, Prestwich, 
Nr. MANCHESTER. 


Applications are invited for the whole-time appointment of 
SENIOR ASSISTANT MEDICAL OFFICER at the above 
Mental Hospital. The salary is £700 perannum. An additional 
£50 per annum will be paid for the possession of a diploma in 
Psychological Medicine. 

The selected candidate must be single, and will be required 
to livein the Hospital and will be provided with board, lodgings, 
&c., for which a charge of £150 per annum is made. 

The appointment will be subject to the provisions of the 
Asylums Officers’ Superannuation Act, and the successful 
canflidate will be required to pass a medical examination. 

Applications, giving full particulars, with copies of testi- 
monials, should be forwarded so as to reach the Medical 
Panama on or before the 4th January, 1939, address as 
above. 


((ounty Mental Hospital, Prestwich, 


Near MANCHESTER. 


Locum Tenens (with a possibility of permanency) Male 
MEDICAL OFFICER, age not exceeding ehivty-tve, required 
at the above Hospital which is a Training School. 

Salary £7 7s. per week, with board, lodging, and laundry. 
Copy testimonials only must be sent. 

Sandidates must be unmarried and registered under the 
Medical Act. Appointment terminable by one week’s notice on 
either side. 

Apply as soon as possible stating age, hospital and other 
experience, qualifications, and full particulars to the Medical 
Superintendent as above. 


Leicester Royal Infirmary. 


PART-TIME VENEREAL DISEASES OFFICER 
(Female). 


Applications are invited for the position of Senior Medical 
Officer (Woman) in charge of Women’s V.D. Clinics under 
general administrative control of the Director of Venereal 
Diseases Service. Salary £350 per annum. 

The appointment is for a part-time Medical Officer, who will 
be allowed to engage in private, but not panel, practice. It 
is understood that an additional part-time appointment valued 
at £150 per annum will be offered to the successful candidate. 

Applicants must be qualified in accordance with the new 
regulations of the Ministry of Health. 

Full details on application to the House Governor and 
Secretary. 

30th November, 1938. 


Rhondda Urban District 


WOMAN ASSISTANT MEDICAL OFFICER. 

Applications are invited from unmarried or widowed women 
Medical Practitioners, not exceeding forty-five years of age, for 
appointment as Assistant Medical Officer under the direction 
and supervision of the Council’s Medical Officer of Health and 
School Medical Officer, at a salary of £500, rising by annual 
increments of £25 to £700 a year, the first annual increment 
being payable on April Ist following the completion of six 
calendar months’ service under the Council; travelling expenses 
necessarily incurred in the performance of the duties will also 
beallowed. Candidates must have had not less than three years’ 
professional experience subsequent to registration, and must be 
experienced in the diseases of children and in maternity work ; 
special experience in orthopedic work and the passession of a 
Diplomain Public Health will be considered desirable additional 
qualifications. 

The appointment, which is designated under the Local 
Government and Other Officers’ Superannuation Act, 1922, will 
be subject to the passing of a medical examination and will 
be terminable by two calendar months’ notice on either side. 
The Officer appointed will be required to reside within the 
Rhondda Urban District and will not be allowed to engage in 
private practice. 

Applications are to be made on forms obtainable from the 
Medical Officer of Health, Tydfil House, Llewelyn-street, 
Pentre, Rhondda, by whom they must be received, endorsed 
“ Assistant Medical Officer,’’ and accompanied by copies of 
three recent testimonials, not later than the first post on Friday, 
the 23rd December, 1938. 

D. J. Jones, Clerk of the Council. 
The Council Offices, Pentre, Rhondda, 5th December, 1938. 


A ddenbrooke’s Hospital, Cambridge. 


Applications are invited for the following posts :— 

(a) HOUSE SURGEON, vacant on February Ist, 1939. 

(b) HOUSE PHYSICIAN, vacant on February Ist, 1939. 

Each mg ey is tenable for a period of six months, but 
is terminable at an earlier date by one month’s written notice 
on either side. 

The salary of each officer will be at the rate of £130 per annum, 
with board, residence, and laundry. 

Candidates (Male), who must be unmarried and duly registered, 
are requested to forward their applications, stating age, qualifica- 
tions, &c., together with copies of not more than four testi- 
monials, to the undersigned on or before Wednesday, December 
21st, 1938. 


Council. 


J. A. BEARDSALL, Secretary-Superintendent. 


(Jounty Borough of Oldham. 


MUNICIPAL HOSPITAL. 


RESIDENT ASSISTANT MEDICAL OFFICER. 

Applications are invited from registered Medical Practitioners 
for the post of Resident Assistant Medical Officer. Applicants 
must not be over forty-five years of age. 

Salary £200 per annum, with board, residence, and laundry. 

Candidates should be unmarried 

The appointment will, in the first instance, be for a period 
of six months. The successful applicant, however, will be 
eligible for reappointment for a further period of six months 

The appointment is subject to the provisions of the Local 
Government and Other Officers’ Superannuation Act, 1922, 
and the person appointed will be required to pass a medical 
examination. 

The hospital comprises 375 beds, with facilities for gaining 
experience in medicine, surgery, midwifery, and diseases of 
children. 

Application forms may be obtained from the Medical Officer 
of Health, Town Hall, Oldham, and should be returned, endorsed 
** Resident Assistant Medical Officer,’’ as soon as possible, but 
not later than 9 A.M. on Wednesday, 28th December, 1938 

THOMAS ALKER, Town Clerk. 

Town Hall, Oldham, 5th December, 1938. 


Royal Berkshire Hospital, Reading. 


(338 Beds.) 


Applications are invited for the following resident appoint- 
ments which fall vacant on February Ist, 1939 :— 
One HOUSE SURGEON to the SPECIAL DEPARTMENTS 
(Eve, Ear, Nose, and Throat) (Male) 
One CASUALTY OFFICER (Male). 
Appointments are for six months and candidates must be 
fully qualified and registered. 
Remuneration at the rate of £150 per annum, with board, 
residence, and laundry. 
Applications, stating age and experience, with copies of testi- 
—. to be sent to the undersigned on or before January 7th, 
939. 
H. E. RYAN, Secretary and House Governor. 


Borough of Hove. 


ASSISTANT MEDICAL OFFICER OF HEALTH. 


Applications are invited from registered Medical Practitioners 
under the age of 40 for the above whole-time appointment. 
The duties will be of a general nature but special experience 
is necessary in Maternity and Child Welfare and Infectious 
Diseases, and applicants should possess the Diploma of Public 
Health. 

The salary will be £500 per annum, rising by annual incre- 
ments of £25 to £700 per annum, together with a car allowance of 
£50 per annum. The successful candidate will be required to 
pass a medical examination and to contribute to the Super- 
annuation Fund. 

Applications.on the prescribed form to be obtained from the 
undersigned, together with copies of three recent testimonials, 
must be received not later than Friday, 30th December, 1938. 

W. JERMYN HARRISON, Town Clerk. 

Town Hall, Hove, December, 1938. 


Hampshire County Council. 


ASSISTANT COUNTY MEDICAL OFFICER. 


Applications are invited for the post of Assistant County 
Medical Officer. Possession of a Diploma or Degree in Public 
Health is essential, and previous experience in the various 
branches of public health, especially tuberculosis, and school 
medical] service work is desirable. 

Salary £600 a year rising, on approved service, by increments 
to £750 (subject to deductions under the Local Government 
Superannuation Act, 1937) in addition to travelling expenses. 

Applications, with copies of not more than three recent 
testimonials, upon a form which, with the conditions of appoint- 
ment, may be obtained from the County Medical Officer, The 
Castle, Winchester, should be sent to him as soon as possible 
and not later than the 30th December, 1938. Canvassing is 
prohibited. 

The successful candidate will not be expected to take up his 
duties before the Ist April, 1939. - 

*. V. BARBER, Clerk of the County Council. 

The Castle, Winchester, 5th December, 1938. 


\ est Kent General Hospital 


(Incorporated), 
MAIDSTONE. (135 Beds.) 

Applications are invited for the post of HOUSE SURGEON, 
who must be a Male of British nationality and unmarried. 

Salary at the rate of £175 per annum, with board, apartments, 
and laundry. 

Candidates must possess registered qualifications. 

Applications, stating qualifications and experience, together 
with copies of testimonials, should be sent to the undersigned 
not later than the 23rd December, 1938. The successful candidate 
will be required to take up residence on the Ist January, 1939. 

EDWARD J. GREGG, House Governor and Secretary. 
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Wurrey County Couneil. 


PUBLIC HEALTH DEPARTMENT. 
FARNHAM COUNTY HOSPITAL (197 Beds). 


ASSISTANT MEDICAL OFFICER. 

Applications are invited for the appointment of Assistant 
Medical Officer at the Farnham County Hospital, Hale-road, 
Farnham 

Candidates must have held resident hospital appointments 
and should preferably possess a higher qualification. 

The tenure of the appointment is limited to a period of 
5 years, but the appointment is subject to the provisions of the 
Local Government and Other Officers’ Superannuation Act, 
1922. The cash salary is at the rate of £350 per annum, rising 
by annual increments of £25 to a maximum of £450 per annum, 
together with full residential emoluments valued at £125 per 
annum 

Applications, stating age, qualifications, and experience, 
and enclosing copies of not more than three recent testimonials, 
should be addressed to the County Medical Officer, County 
Hall, Kingston-on-Thames, so as to be received not later than 
the 21st December, 1938 

DUDLEY AUKLAND, Clerk of the Council. 
County Hall, Kingston-upon-Thames, 9th December, 1938. 


Surrey County Council. 
PUBLIC HEALTH DEPARTMENT. 


EPSOM COUNTY HOSPITAL. (330 Beds.) 
RESIDENT ASSISTANT MEDICAL OFFICER (Male). 
Applications are invited for the appointment, which will be 

vacant on Ist February, 1939, of Resident Assistant Medical 

Officer at the Epsom County Hospital 
Applicants must have held a previous 

appointment and should preferably have 

maternity work and minor surgery 

The appointment is for a period of six months, renewable 
for a further period of six months, and the salary is at the rate 
of £250 per annum, together with full residential emoluments 
valued at £125 per annum 

Applications, stating age, qualifications, and experience, 


resident 


hospital 
had 


experience in 


and enclosing copies of not more than three recent testimonials, 
should be addressed to the Medical Superintendent, Epsom 
County Hospital, Dorking-road, Epsom, so as to be received 
not later than 3lst December, 1938 
DUDLEY AUKLAND, Clerk of the Council. 

County Hall, Kingston-upon-Thames, 16th December, 1938. 

Phe Royal Infirmary, Sheffield. 
(476 Beds.) 
RESIDENT SURGICAL OFFICER. 

Applications are invited for the above post which will become 
vacant on Ist January, 1939. Salary £200 per annum, with 
board and residence. The appointment is for a period of one 
year. 

_ The duties include that of First Assistant to one of the Surgical 
Units. Candidates should have held previous House appoint- 
ments and must be F.R.C.S. (Eng. or Edin.) 

Applications, together with copies of three recent testimonials, 
to be sent to the undersigned on or before 24th December, 1938. 
H. KINGSLEY PEARCE, Genera] Superintendent and Secretary. 

10th December, 1938. 
‘Phe Royal Infirmary, Sheffield. 


The Board of Management invite applications for the post 
of OPHTHALMIC HOUSE SURGEON. 

The salary attached to the post is £120 per annum, with 
board and residence. 

The successful applicant will be expected to take up his duties 
on Ist January, 1939. 

The Ophthalmic Department contains 69 Beds and an Out- 
Patient Department which is open daily. 

Applications with copies of testimonials to be sent forthwith 
to the General Superintendent and Secretary. 

5th December, 1938. 


[ pundee Mental Hospital, Westgreen. 


an plications are invited for the post of JUNIOR ASSISTANT 
MEDICAL OFFICER (Male) to the above Hospital. Salary 
£300 per annum, with board, lodging, and laundry, subject to 
deductions under the Asylum Officers’ Superannuation Act 

Applications, stating age and experience, with copies of 
three recent testimonials, to be forwarded to the Medical 
Superintendent 


Manchester Hospital for Consumption 
AND DISEASES OF THE THROAT AND CHEST. 
Wanted, an ASSISTANT MEDICAL OFFICER (Male) 

for the CROSSLEY SANATORIUM, DELAMERE FOREST, 


CHESHIRE (113 Beds). Salary £200 per annum, with board, 
apartments, and laundry. Candidates must be registered. 


The appointment offers an opportunity for gaining experience 
in modern methods of treating Pulmonary Tuberculosis. 

Applications, stating age, with copies of testimonials, to be 
sent not later than December 24th to W. Hunt, Secretary, 
45, Hardman-street, Manchester, 3. 
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(Sounty Borough of 


APPOINTMENT OF MEDICAL OFFICER OF HEALTH, 
An advertisement will appear in the next issue of this paper 
giving details of the appointment. 
Application forms will be available on December 28th. 
J. G. Drew, Town Clerk. 
Town Hall, Brighton, 13th December, 1935. 


(Jounty Borough of Brighton, 


SANATORIUM AND INFECTIOUS DISEASE HOSPITAL. 


Brighton. 


Applications are invited for the 
RESIDENT MEDICAL OFFICER 

Salary £250 per annum, with board and lodging. 

The appointment is for a period of six months. 

The post is designated under the local Government and 
Other Officers Superannuation Act, 1922, and the successful 
candidate will be required to pass a medical examination before 
being appointed to the position 

Particulars and form of application can 
undersigned. 

Applications must be delivered at my office before 10 A.M. 
on Pecsday, January 3rd, 1939 

DUNCAN FORBES, Medical Officer of Health. 

Royal York-buildings, Brighton, 1, 12th December, 1938. 


Radcliffe Infirmary, Oxford. 


Applications are invited for the post of ASSISTANT 
PHYSICIAN to the Department of Physical Medicine. The 
salary will be at the rate of £400 per annum, and the Assistant 
Physician will have the right of charging fees to paying patients 
in the Department, on conditions which will be arranged with 
the Committee of Management. The appointment will be for 
a period of one year in the first instance. 

Twenty copies of applications and testimonials should be 
sent to the undersigned not later than Monday, January 23rd, 
1939. 


post of Male JUNIOR 


be had from the 


A. G. E. SANCTUARY, Administrator. 


December, 1938. 


Preston Royal Infirmary. 


The Board of Management invite applications from unmarried 
gentlemen, doubly qualified and registered, for the post of 
HOUSE SURGEON vacant on the Ist February, 1939. Duties 
under Consulting Surgeon; six months’ appointment. Salary 
at the rate of £150 per annum, with board, residence, and 
laundry. 

Applications, stating age, qualifications, and experience, 
together with copy testimonials, to be forwarded to Mr. JOHN 
GIBSON, Superintendent, Royal Infirmary, Preston. 

N.B.—This appointment is recognised as approved experience 
in connexion with the F.R.C.S. (Eng.) examination. 


City of Plymouth. 
CITY GENERAL HOSPITAL. (570 Beds.) 


Applications are invited from duly qualified and registered 

Medical Practitioners for the post of 
JUNIOR ASSISTANT MEDICAL OFFICER. 

Salary at the rate of £250 per annum, with full residential. 
All fees received by the officer must be refunded to the Council. 

The appointment will be for the period of six months in the 
first instance, and renewable for a further period of six months, 
and will be terminable by one month’s notice on either side. 

The duties of the post will be largely on the surgical side 
of the Hospital. 

Further details may be obtained from the Medical Super- 
intendent. 

Forms of application may be obtained from the under- 
signed, and should be forwarded, together with copies of 
not more than three recent testimonials, not later than 
29th December. 

T. PEIRSON, 
Medical Officer of Health, Town Hall, 
Stonehouse, Plymouth. 


General and Eye Hospital. 
(336 Beds.) 


\wanse; 
Swansea 


HOUSE SURGEON wanted. Gentleman, single. 
£150 per annum, with board, residence, and laundry. Appoint- 
ment for six months Duties to commence Ist January, 1939 

Applications, stating age, nationality, qualifications, and 
experience, together with copies of three recent testimonials, 
to be forwarded to the undersigned. 

0. C. HOWELLS, Secretary-Superintendent. 


Rotherham General Hospital. 


Salary 


HONORARY OPHTHALMIC SURGEON. 
The Hospital Committee invite applications for the post of 
Honorary Ophthalmic Surgeon at the above Institution. 
Prompt replies to this advertisement are desirable and full 
particulars can be obtained from the Secretary, G. W. ROBERTS, 
8, Moorgate-street, Rotherham. 
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Chester Royal Infirmary. 


(225 Beds. ) 


Applications are invited for the of an additional 
ETIST. 


(Fourth) HONORARY AN-ESTE 

Applications, stating age and yon Sm ations, and with copies 
of not more than three recent testimonials, should be delivered, 
addressed to the Chairman, Council of Management, Royal 
Infirmary, Chester, on or before Saturday, 3lst December, 1938. 

Canvassing is prohibited. 

By Order of the Council of Management. 
J. RowWSE MITCHELL, Secretary. 
6th December, 1938. 


7 he Lawn, Lineoltn. 


ASSISTANT MEDICAL OFFICER required. 

Medical Woman, with Mental Hospital experience or working 
for D.P.M. preferred. 

Salary £300 per annum, with emoluments. Apply, Medical 
Superintendent, The Lawn, Lincoln. 


Huddersfield Royal In firmary. 
(321 Beds.) 


Male HOUSE SURGEON required to commence duty on 
5th January, 1939. 

Salary £150 per annum, with board, residence and laundry. 

Appointment for six months, subject to renewal at the 
discretion of the Board of Management. 

The Hospital is officially recognised for the Surgical practice 
required of non-members before admission to the Final Fellow- 
ship Examination of the Royal College of Surgeons of England. 

Applications, with copies of three recent testimonials, to be 
addre —_ to the undersigned immediately. 

. J. JOuNSON, General Superintendent and Secretary. 


Essex County Council. 


JUNIOR RESIDENT MEDICAL OFFICER. 

The County Council of the Administrative County of Essex 
invite applications for the appointment of a Junior Resident 
Medical Officer at the Oldchurch County Hospital, Romford. 

The appointment is for a period of one year and the salary 
will be at the rate of £250 per annum, together, with the usual 
indoor emoluments valued at £160 per annum. The successful 
candidate will be required to pass a medical examination, and 
will be subject to the Council’s sick pay rules and regulations, 
a copy of which will be forwarded on application. 

Applications on the prescribed form obtainable from the 
undersigned should be addressed to me and delivered at the 
County Hall, Chelmsford, not later than 10 A.M. on Saturday, 
31st December, 1938. 

E. S. Hote ROFT, Clerk of the County Council. 

County Hall, Chelmsford, 13th December, 1938 


W orcester Royal Infirmary. 


Applications are aesited for the post of 
OUSE PHYSICIAN 

Salary at the rate of £150 per annum, including board, 
residence, and laundry. 

Applications, stating full particulars as to age, whether 
married or single, qualifications, &c., and accompanied by 
copies of three recent testimonials, should be sent to the under- 
signed by 21st December, 1938. 

H. J. CLout, Secretary. 


'l*he Kidderminster and District General 
HOSPITAL. (145 Beds.) 


SENIOR HOUSE SURGEON (Male) required. Salary 
£150 per annum, with residence, board, and laundry. 
JUNIOR HOUSE SURGE ‘ON (Male) required. Salary 
£100 per annum, with residence, board, re laundry 
Applications, together with not more than three testimonials, 
should be forwarded immediately to the undersigned. 
F. W. BARNETT, House Governor and Secretary. 


Royal Army Medical Corps 


ASSOCIATION, 85, Eccleston-square, S.W.1 (Telephone : 
Victoria 2722), supplies qualified Dispensers, Book-keepers, 
Laboratory Assistants, Sanitary Assistants, Male Nurses, Mentaj 
and Special Treatment’ Orderlies, Dental Clerk Orderlies, Porters, 
Caretakers, &c., without charge to respective employers 


‘Typewriting.— Specialists in Typing 

edical and Scientific Papers, Lectures, Theses, and 
Books. Highest recommendations. Shorthand typists always 
available. Proof-reading, indexing. Translations in all European 
languages.—Margaret Watson Ltd., 16, Palace Chambers, 
Bridge-street. S.W.1. WHItehall 3838 


idlands.— Residential neighbourhood. 
4+ Old-established unopposed PRACTICE. £750-£800 
per annum, including appointments £100. Small panel. Good 
scope for all-round increase. Quick sale desired owing to 
death. Roomy freehold house, garage, &c. Fine situation, 
would sell or consider renting. Excellent educational and 
sporting facilities -—Address, No. 539, THE LANCET Office, 
7, Adam-street, Adelphi, W.C.2. 


Yart-Time Work wanted by Secretary 


(Woman). Six years experience with Harley-street 
Physician. Trained V.A.D. > No. 537, THE LANCET 


Office, 7, Adam-street, Adelphi, W.C 
Hotel 


London. — Cora 


Upper Woburn-place, near B.M.A. Headquarters 
Accommodates 235 visitors. Modern comforts 
Excellent table. A.A. and R.A.C. recommended. 
Room, bath, and table d’héte breakfast, Ss. 6d. 


Resident Patients.—Doctors desiring 


accommodation for private patients (mental, neuras- 
thenic, invalid, &c.) may have, post free, illustrated BOOKL ET 
desc ribing residence s, &c., of numerous colleagues in all parts— 
town, country, and seaside—who receive such patients. 3 Benth’ 
Manager, British Medical Bureau, Tavistock House Sou 
Tavistock-square, London, W.C.1 


Sunny Residential Flat, 
quarter, to let for one year. Two bedrooms, first-class 


amenities ; lifts, porters, &c. Rent £300.—Address, No. 538, 
THE LANCET Office, 7, Adam-street, Adelphi, W.C.2 


ESTABLISHED 1845. 


ELLIOTT, aN AND BOYTON 
owe, 
6, VERE STREET, CAVENDISH SQUARE, W.1, 
Estate Agents, Auctioneers, and Surveyors, 


are the BEST LOCAL AGENTS for HOUSES and CON- 

SULTING ROOMS in the Harley, Wimpole, Queen Anne, 

and other Streetsin the Cavendish-square district. Valuations 
for all purposes. 


Telephone: 3204 MAYFAIR. 
ESTABLISHED 1860. 


BEDFORD & CO. 
SURVEYORS, AUCTIONEERS AND ESTATE AGENTS 
10, Wigmore Street, Cavendish Square, W. 
SPECIALISTS IN PROFESSIONAL HOUSES AND CON- 
SULTING ROOMS in Harley-st., and leading medical position. 
Telephone: Langham 3927-3928. 


Hatley Street and District.—A number 


of excellent CONSULTING ROOMS -, available for 
full and part-time use at moderate rents. articulars on 
application ELGoop & Co., 10, Henrietta- Cavendish- 
square, W.1. Lang. 2601. 


PEACOCK & HADLEY, Ltd. =r) 


MEDICAL TRANSFER AGENCY, 
67-68, Chandos Place, Bedford Street, Strand, W.C.2 


Wires: HERBARIA, 
Phone; Temple Bar 6 


This old-established reliable Agency a the Sale of 
PRACTICES AND PARTNERSHIPS on reasonable terms 
which can be obtained on application. LOCUM TENENS 
AND ASSISTANTS supplied free of charge to Princ ipals. 


LEE & MARTIN, Ltd. (st. 187) 


MEDICAL lente 
71, TEMPLE ROW, BIRMINGHAM. 

‘Grams: “‘ Locum, Birmingham.’’ ’Phone: Midland 
TRANSFER OF PRACTICES AND PARTNERSHIPS ARRANCED 
Accounts Audited and Income Tax Accounts Prepared. 
FINANCIAL ASSISTANCE AFFORDED ON REASONABLE TERMS 


Reliable and Efficient Locums supplied at short notice 
alse Assistants. 


THE OLDEST AND LEADING MEDICAL AGENCY 


PERCIVAL TURNER L": 


25, MAIDEN LANE, STRAND, W.C.2 
(Corner of Bedford Street) 


Telegrams : “ Epsomian, London.” Phone : Temple Bar 9011 (3 lines ) 
After office hours: Walton-on-Thames 1785. 


Commission chargeable in respect of the sale of a 
practice or share is limited to £50 where the business 
is left solely in our hands. 
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BOVRIL MEDICAL AGENCY, Ltd. 


ALDINE HOUSE, 
10-13, BEDFORD STREET, STRAND, LONDON, W.C.2. 


BOvVMEDIOAL, LESQUARE, LONDON. Telephone: TEMPLE Bar 1616 (3 Mnes). 
Chairman and Managing Director, Dr. J. FIELD HALL. 


The Maximum Commission payable on the sale of any Practice or Partnership in Great Britain, placed 
exclusively in the hands of this Agency is £50 (fifty pounds) which sum covers goodwill, dru surgery, 
fittings, fixtures and furniture, instruments and book debts, but not house property. Schedule of Terms 
will be forwarded on application. 


NO OHARGE IS MADE TO PRINCIPALS FOR THE INTRODUCTION OF LOCUM TENENS OR ASSISTANTS. 
Accountancy and Legal Services furnished by the Agency, where desired, at moderate inclusive charges. 


PRACTICES AND PARTNERSHIPS FOR SALE. 


1. SURREY.—RIVERSIDE SUBURB.—PARTNERSHIP. 7. KENT.—WITHIN 15 MILES OF CHARING CROSS.— 


—One-fourth Share im old-estab. Practice. Average Very sound old-estab. mixed-class PRACTICE in rapidly 

gross cash receipts for past 3 years £4600-£4700 p.a. growing district. Average receipts for past 3 years 

Panel of 3000. Suitable house available. Premium £847 p.a., ss of 340 and small appointments. 

2 years’ purchase. Fees from 3s. 6d 300d corner house (5 bedrooms, &e.). 
2. LONDON, S.E.—PLEASANT RESIDENTIAL SUBURB. Large garden. dor retiein = mium for quick sale 1 year’s 

PARTNERS pears S urchase endor retir 

PARTNERSHIP — One-half Share in very sound old- |. OF ENGLAND.—VERY ATTRACTIVE MARKET 

estab. mixed-class Practice. Receipts stated to average 

between £3000-—£3100 p.a. Panel of 3100. Appoint- TOWN.—I ARTNERSHIP.—A Four-tenths Share to 

ments worth about £280 p.a. Good house with large commence (after preliminary assistantship) in good 

garden (6 bedrooms, &c.). Rent £100 p.a. Premium mixed-class Practice, owing to death of senior partner. 

2 years’ purchase. Ingoing partner should be English Receipts for past 12 months £2305, including panel of 

or Scottish, 30 or over, and preferably married. Le pease at 
3. HOME COUNTIES.—ATTRACTIVE RESIDENTIAL 

DISTRICT WITHIN EASY REACH OF TOWN. we 

PARTNERSHIP.—Two-fifths Share in  well-estab. f being Figg 

d mixed-class Practice. Receipts approximately WITHI 40 MILES. SOUTE POF LONDON PARGE 

4800 p.a. Panel of 2700. Fees from 3s. 6d. to 21s. . WN.—P > b 

Suitable house available. Premium 2 years’ purchase. —A Share producing between 

Ingoing partner should be experienced, 30-40, and P oti F 6d. itabl bed- 

referably have a University degree. ractice. Fees 28. upwards. Suitable house (5 be 
st rs’ i rtner 8 e 

class PRACTICE averaging £530 p.a., including panel purchase 


married, and preferably have a London ion. 
of 122 and small appointments. Fees from 3s. 6d. 19, OPHTHALMIC PRACTICE.—HOME COUNTIES.— 
Good house (4 bedrooms, &c.). Large garden. Moderate FAVOURITE RESIDENTIAL DISTRICT.—Receipts 


premium. Considerable scope, Vendor retiring. Sport for past 12 months £486, but these could be largely 
of all kinds. Good schools. ’ ~ 


- : . increased by younger energetic man, as district is rapidly 

5. ESSEX.—OUTLYING SUBURB.—Well-estab. mixed-class velo i remit q Wi 
PRACTICE averaging for past 3 years £496 p.a., includ- = ping. endor 
ing panel of 356. Excellently situated house with 4], MIDLANDS. —ATTRACTIVE COUNTRY DISTRICT.— 
ample accommodation. Small garden. Price freehold Old-estab. mixed-class PRACTICE. Average gross 
£800. Premium £800. Vendor retiring. eash receipts £2044 p.a. Panel of 1900. Several 

6 CENTRAL LONDON.—Old-estab. PRACTICE (which transferable). Fees 3s. 6d. 
could be worked as lock-up) producing for last 12 months to b od house (ample accommodation). 
over £1800 p.a., including substantial panel. Suitable Elec ine lett. Nice garden. Garage, &c. Premium 
surgery premises at moderate rental. Premium 2 years’ 2 years’ purchase. Sport of all kinds ‘and educational 
purchase. facilities. 


INSURANCE DEPARTMENT 


An investment yielding 45% p.a. compound, free 


of tax, and life assurance cover for nothing. 


HAT is what a 15 year With Profits Endowment Assurance, with a 
first class British Office, amounts to at the present time for a 
man aged 35 next birthday. A policy for £1000 shows a profit of 
over £400 on a net outlay of approximately £918 spread over 15 years. 


In the event of the death of the policyholder before the maturity 
date, the full sum assured, plus profits to the date of death, 
payable to his dependents. 


The figures quoted assume that the present rate of bonus and income 
tax will be maintained throughout the period of the contract. 


For a slight extra, premiums may be paid by monthly instalments 
by Banker’s Order. 


Suggestions applicable to your own case will be sent gladly on 
receipt of a note of your date of birth and the amount which you 
can set aside each month. 
BOVRIL MEDICAL AGENCY, LTD., ALDINE HOUSE, 10-13, BEDFORD STREET, STRAND, W.C.2. 
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Super Binocular (direct) Microscope. 


Baker. Cabinet—complete accessories. 2/1/}ins. airtight 
containers. Four observations. Thirty special plates. Cost £75. 
Accept £18 10s.—FERGUSON, “Burnside,” Cherry-bank, Perth. 


Several Good Secondhand Microscopes 
and Objectives, by Ross, Zeiss, Watson, &c., to be cleared 
at very low prices. Details on applic ation. —C Sale and 
Exchange (1929), Ltd., 93-4, Fleet-street, 


‘There are no pessimists or ‘ croakers ”’ 
Amongst ten million TOM LONG smokers. 


7 ALL Kind Thoughts and ALL Gooa Wishes for ‘Christmas, 
the NEW YEAR and ALL TIME, to ALL from HALL.” 


IMPORTANT 
O MEMBERS OF TH 
MEDICAL PROFESSION 


CLOTHES OF DISTINCTION for GENTLEMEN of DISCRIMINATING 
TASTE. Specially Cut, Fitted, and Moulded to each. individual figure, made 
from Finest Quality Materials and in the Best Possible Style, cost no more 
than mass production ready-made clothes. 
The invaluable Practical Experience and Advice of our 14 Expert West 
End Cutters and Fitters is always at your oe sll 
All ** HALLZONE * Product! 
HAND-FINISHED IN EVERY ESSENTIAL ‘DETAIL. 
SPECIAL OFFER. 
JACKET & VEST (in black or grey) £4 4s. 
Lined Best Quality Art Satin, Art Silk or Alpaca 
SOLID FANCY WORSTED TROUSERS, £2 2s. 


THE Ideal Suit for Professional or wear. 
OVERCOATS os ee oe .. tomeasurefrom £5 5a. 
LOUNGE SUITS oe from 6s. 
DINNER SUITS from 28 8s. DRESS ‘SUITS from £10 10s, 
PLUS FOUR SUITS .. -from £6 6s. 


THE IDEAL Suit for Country and Sporting Wear. 

GOLD MEDAL RIDING for Comntey £2 2s. 

RIDING HABITS from £10 10s. RIDING BOOTS —_ £3 3s. 

& LONG COATS £6 66. 
UNSOLICITED APPRECIATION. 


me Frys all medical men who wish to have satisfaction to patronise 
as all the clothes I have had from them during 35 years have 
eon Con, and Finish.” (Signed) S.J.A.,M.A., M.B,, F.R.C.P.S. 
PATTERNS POST FREE. 
Perfect Fit Guaranteed from Simple Self-Measurement Form or Pattern 
Garments. 
Visitors to London can order and fit same day. Special Patterns 
and Perfect Fitting Clothes supplied after without 
try 


. 
“ THE" Coat, Breeches, Habit, & Costume Specialists, 
181, OXFORD STREET, bg 149, CHEAPSIDE, E.C.3 
GERrard 4907. NATional 
Makers of Finest Quality” Bespoke, Civil, S and Hunting Clothes 


Gentlemen. 
Hidhest Gold Medals. Est. over 40 yeare 


THE LANCET 


The subscription rates, post free, when paid strictly in advance 
are as follows :— 


INLAND + Six Months .. oa 
Three Months oe ee oe 010 6 
One Year oe £78 
ABROAD ~ Six Months .. 15 0 
Three Months 012 6 


Subscriptions not paid in advance are charged out at the 
Published price of 1s. per copy, plus postage. Cheques and 
P.O.’s (crossed ‘‘Westminster Bank, Ltd., Covent Garden 
Branch”) should be made payable to THE MANAGER, THE 
LANCET LTD., 7, Adam-street, Adelphi, W.C.2. 


SMALL ADVERTISEMENT RATES. 


Books and Publications 
Four lines 


Official and General Announcements and under 6s. 0d. 


Trade and Miscellaneous Advertisements . 
Every additional line 1s. 6d. 


For complete scale of advertisement charges apply to 
THE MANAGER. 


The Physical Treatment Centre 
that is “ different” ! 


50 minutes from London (Victoria), 15 minutes from 
Brighton. Standing tn 7 acres of lovely grounds at the 
foot of the South Downs. 


Climate, mild {but not relaxing. No fogs, sheltered 
from cold winds. 

Comfort, Service and every facility for Physical Treat- 
ment, without irksome restrictions of nursing home or 
clinic. 

Treatments, include: Foam Baths, Ultra-Violet and 
Infra-red Ray, Diathermy, and other Electrical treatments, 
Pistany Mud Packs, etc. Massage and Remedial Exercises, 
Fully-qualified staff. Resident Physician. 
Convalescent! patients specially catered for. 

Electric Lift toalljfloors. Fully Licensed. Superb Cuisine, 
Special Dieting if required. 

@ Medical Practitioners are cordially invited to visit 
the Restorium. «Write for Brochure and Terms 
to: Physician in Charge, Sunnyside Restorium, 
Hassocks, Sussez. Telephone: Hassocks 103. 


Sunnyside 
Restorium 


Now is the time for 


Immunity 


against Colds & Influenza 


Detoxicated 
Vaccines for Safety 


Ordinary Vaccines for Economy 
Oral Vaccines. . for Convenience 


Spray Vaccines . for Local Immunity 
° the Respiratory 
Tract 


The above Vaccines which are prepared in 


THE PICKETT- THOMSON RESEARCH 
LABORATORY 


are now suppled only by 


RESEARCH PRODUCTS 


NAN CLARK’S LANE, LONDON, N.W.7 
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CANTY, painful or irregular 
menstruation usually results 
in fixed, faulty physiological 
habits. Treatment is more 
successful if instituted early. 


Take advantage of an endocrine product which 
represents the best thought of research and clin- 
ical medicine. 


G. W. CARNRICK CoO. 
20 Mt. Pleasant Ave, Newark, N. J., U. S. A. 


BOTTLES OF 100 TABLETS 


Distributors 


BROOKS & WARBURTON, 


Ltd. 
240 Vauxhall Bridge Rd., London, S. W. 1 
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OXFORD MEDICAL PUBLICATIONS 


Just Published :— 


A CEREBRAL ATLAS 


ILLUSTRATING 


THE DIFFERENCES BETWEEN THE BRAINS OF 
MENTALLY DEFECTIVE AND NORMAL INDIVIDUALS 
WITH 
A SOCIAL, MENTAL, AND NEUROLOGICAL RECORD OF 
120 DEFECTIVES DURING LIFE 


By RICHARD J. A. BERRY, M.D., F.R.S.E., F.R.C.S.E. 


Director of Medical Services to the Incorporation of National Institutions 
for Persons vequiving Care and Control, Stoke Park Colony, 
Bristol ; Chairman of the Burden Mental Research Trust ; 
formerly Professor of Anatomy in the University 
of Melbourne 


| 


Size 18" 15". 426 pages, with 404 full-size photographs of normal and 
defective brains, 27 microphotographs, and 10 text-figures 


£5.5.0 net 


MEDICAL PRACTICE IN RESIDENTIAL SCHOOLS 
By F. G. HOBSON, D.S.0., D.M., F.R.C.P. 
Pp. 300 8 Figures 3 Colour Plates 10s. 6d. net 


HEART DISEASE AND PREGNANCY 


By CRIGHTON BRAMWELL, M.D., F.R.C.P., and E. A. LONGSON, M.B.,Ch.B., D.P.H. 


Pp. 206 57 Illustrations 8s. 6d. net 
DYSMENORRHCEA 
By ALBERT A. DAVIS, M.D., Cr.M., F.R.CS. 
Pp. 266 34 Illustrations 1 Colour Plate 12s. 6d. net 


TEXT-BOOK OF NUTRITION 
By J. A. NIXON, C.M.G., M.D., F.R.C.P., and D. G. C. NIXON, M.B., BS. 
Pp. 230 9 Illustrations 7s. 6d. net 


Oxford University Press 
AMEN HOUSE WARWICK SQUARE LONDON, E.C.4 
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Principles of 
| MEDICAL STATISTICS 


BY 
| A. BRADFORD HILL, D.Sc., Ph.D. 


Reader in Epidemiology and Vital Statistics in the University of London (London School of Hygiene 
and Tyropical Medicine) ; Fellow and Member of the Council of the Royal Statistical Society 


Demy 8vo, 172 + viii. Price 6/- net. 


NY assessment of success or failure in medicine which is based on fact rather than on opinion 
must nearly always be expressed in some numerical form—e.g., when the medical observer 
reports that he has treated so many cases with a favourable result in such and such a proportion, 

or the public health worker assesses the attack-rate on a population inoculated against some 
infection. We have reason to believe that there is now a steadily increasing demand among 
both clinical and public health workers for some knowledge of the elementary statistical technique, 
which will enable them to interpret figures or to analyse and test their meaning. Dr. Hill has 
succeeded in demonstrating clearly some of the ways in which investigations can be planned 
and figures derived from them can be analysed in order to yield fruitful results, choosing examples 
from medical publications to illustrate both the types of problems with which the medical worker 
is faced and the kinds of error he is most liable to make. 


CONTENTS 
CHAP. PAGE CHAP. PAGE 
I. THE AIM OF THE STATISTICAL METHOD I X. FURTHER EXAMPLES AND DISCUSSION 
III. PRESENTATION OF STATISTICS . . 19 XI. THE COEFFICIENT OF CORRELATION . 97 
IV. THE VARIABILITY OF OBSERVATIONS . 29 XII, CALCULATION OF THE CORRELATION 
V. CALCULATION OF THE STANDARD , CORFFICIENT 
XIII. Lire TABLES AND SURVIVAL AFTER 
VI. PROBLEMS OF SAMPLING : AVERAGES 7 
— XIV. ComMMON FALLACIES AND DIFFICULTIES 125 
VII. FURTHER PROBLEMS OF SAMPLING: XV. FUuRTHER FALLACIES AND DIFFICULTIES 135 
PROPORTIONS : : : - 58 XVI. FURTHER FALLACIES AND DIFFICULTIES 144 
VIII. FURTHER PROBLEMS OF SAMPLING : XVII. GENERAL SUMMARY AND CONCLUSIONS 153 
IX. FURTHER PROBLEMS OF SAMPLING: x? 78 INDEX. ; 169 
OPINIONS 
BULLETIN OF HYGIENE.—". . . deserves a wide circulation and should do much to increase the number of 
medical men, clinicians or sanitarians able to use statistical methods intelligently.” 
Brit. MED. Jour.—".. . short, lucid, and practical. Anybody who has read it carefully . . . will certainly 


have learned how to avoid many errors and how to present the conclusions of his researches in a 
logical way.” 


Jour. OF THE Roya Stat. Soc.—" . . . medical men are indeed fortunate to have at their disposal the small 
handbook provided for their use... . In less than 200 pages the essentials of statistical method are 
presented in simple language . . . requiring no more of mathematics than the four rules of arithmetic and 
the ability to extract a square root.”’ 


Jour. or AMER. Stat. Ass.—-‘‘ The medical man is treated not to abstractions but to a discussion of the 


concrete problems which he meets in quantitative studies. ... It is a book that every medical man 
should absorb who is either a contributor to or a critical reader of the present-day medical journals.’’ 


Published by THE LANCET LTD., 7 Adam Street, Adelphi, London, W.C.2 
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‘HANGERS’ of ROEHAMPTON 


have Revolutionized Limb-Fitting Practice 


A TYPICAL CASE. 
aged 16. Double congenital deformity with double 
congenital dislocation of the hip. Feet in 
fibrous union with the condyles of the femur 
in a_ position of double inversion, pointing 
backwards with the soles upwards. 


PROSTHESES.—Light-metal artificial limbs with 
blocked leather ischial bearing thigh corsets ; 
supporting steels articulated at the knees with 
specially designed locking joints ; light-metal one 


HISTORY.—Female, 


piece seamless shins ; articulated ankles and toe 
joints. All weight is taken on the tuberosity 
of the ischium, the rudimentary feet resting on 
platform of knee. 


PROGRESS.—Walks well without a stick ; uses 
a stick outdoors only, as a safeguard against 
being jostled. Travels daily to and from her 
work, earning her living as a typist ; wears her 
appliances all day in complete comfort. Normal 
appearance, sitting or standing. 


POST FREE TO THE MEDICAL PROFESSION ; 


*SOLVITUR AMBULANDO.”’ 72 pages. 37 Coloured Plates. This book 
deals exhaustively with the whole problem of providing prostheses 
for every type of amputation. 


J.E.HANGER & CO. LT 


ROEHAMPTON, LONDON, S.W.1I5 


"Phone: Putney 4422 (5 lines) 


Branches at :—Aberdeen, Belfast, Birmingham, Bristol, Cambridge, Cardiff, 
Cosham, Dublin, Edinburgh, Exeter, Glasgow, Leeds, Li 


verpool, Manchester, 
Newcastle-on-Tyne and Nottingham. 
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K.B.B. IDEAL SHA DOWLESS LAMP, 70cm. 
diameter,ceiling pattern complete with Suspension 
ear and Counter t alance, with Special Electric 
Bulb for Voltages up to 250 
Other types and sizes on application. 


PROVIDE 


All British 


Shadowless Lamps 


for Operating Theatres 


DIFFUSED LIGH 


LOW FIRST. COST, LOW MAINTENANCE. EASY 
TO INSTAL. CAN BE_ TILTED AS REQUIRED 
BY A TOUCH. 


EMERGENCY 


LIGHTING _ AVAILABLE, 
GLASS MIRRORS. 


Most of the leading Hospitals, 

Infirmaries, and Institutions 

throughout the country, includ- 

ing those of The London 

County Council and the 

Admiralty, have _ installed 
this Lamp. 


Write for Descriptive Illustrated Leaflet 


Ketvin, Borromiey & Bairp 


Cambridge Street, Glasgow, C.2 
303 Shell-Mex House, Strand, London, W.C.2 


NO 


Vest Pocket Valve Amplifier 


SMALL AS A MICROTELEPHONE, YET WITH THE 
HIGHEST OUTPUT EVER OBTAINED FROM 
A POCKET VALVE DEAF AID. 


Since their introduction the main obstacle to the general use 
of valve amplified deaf aids has been their bulk and weight. 
Attempts have been made to produce them in a form suitable 
for wear on the person without inconvenience, but in every case 
performance has been sacrificed to size, or the instrument has 
been ungainly for pocket use. 
The BoNocHorD P3 is a 3 valve amplifier with piezo-electric 
microphone, which will fit easi/y into a waistcoat pocket, with 
separate batteries. Special valves designed for us have made this 
possible, together with the use of small components developed 
by our Research Department. In spite of its small size the aid 
has the amazingly high maximum output of 60 decibels. Let us 
send you full details of this new instrument, which we believe 
will do much to establish the general use of valve aids. 


ALLEN & HANBURYS LTD., Department: 


LIVERPOOL: MANCHESTER: 

ALEXANDER & FOWLER, J. A. PRISLEY, 
Pembroke Place. 27, Lg = Street, St. John Street, 

Tel. No.: Royal 3242. No.: 2712. 

NEWCASTLE-ON-TYNE: 

BRADY & MARTIN, LTD BROOM, REID. *TARRIB, 
29, Mosley Street 3, Queen Street. 

Tel. No.: Newcastle 20849 Tel .No.: Exeter 3218, 


6 


BONOCHORD 


225, Warwick Road, Olton. 
Tel. No. 


Tel. No, : 


BIRMINGHAM: 
L. CANNON, 


Acocks Green 1479. 


11, Randolph Place. 


Edinburgh 24546. Tel. No. : 


48 Wigmore Street, LONDON, W.1 


SOUTH COAST: 

J. CUNNINGHAM BEATTIE, 
8, The Drive, HOVE, Susser 
Tel. No. 508511, 
EDINBURGH: ABER 
J D. LUNAN, B.8Sc., M.P.8., 


DEEN: 


FRASER & McKAY, 
34, Upperkirkgate. 


Aberdeen 362 
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VOLPAR 


VOLUNTARY PARENTHOOD 


Issued in two forms: 


VOLPAR GELS VOLPAR PASTE 
In screw-capped glass tubes In collapsible tubes containing 
containing 1 dozen gels, 2s. Od. _— sufficient for 12 applications, 2s. 0d. 


A full size specimen packing of Volpar Gels and of Volpar Paste 
will be sent on request 


THE BRITISH DRUG HOUSES LTD. LONDON N.1 


~ 


= = = ZA 


| POSTERISAN 
‘“ Posterisan-ungt., and Sup- A PRODUCT OF THE DR. KADE LABORATORIES BERLIN BRAND 


positories definitely effective in HAEMORRHOIDAL SUPPOSITORIES 


' AND OINTMENT 
Pruritus Ani — severe case, A free supply for clinical trial 


where only Ungt Cocaine together with interesting litera- 


ture on Posterisan Therapy sent 


° f») to any member of the medical 
gave relief. profession on request. 
—M.B., Ch.B. CHAS. ZIMMERMANN & CO. Ltd. (Medical Dept ) 
. 9-10, St. Mary-at-Hill, LONDON, E.C3 
“Specially suitable for pros wh 
rheumatic tendency.” , OBTAINABLE 
(Fide Report: The Reyal Institute of Public Health and Hygiene.) EVERYWHERE 


ACKERMAN-LAURANCE | 8/6 


Per half-bottle . 4/6 
“ Dry-Royal a“ Per quarter-bottle 2/6 


N.B.—Write for a useful 
The exceptionally low sugar content of this attachment for U.K. Tele- 
sparkling wine makes it an excellent drink for phone (pedestal style), 
patients suffering from rheumatism and gout. holding Memo Block, sent 
post free on application. 


General Agents (Wholesale only) for U.K. and Colonies : } 
ANDERSON DOBSON & CO., LTD., 13, COOPER’S ROW, LONDON, E.C.3. Telephone : Royal 1792/3 
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EFFICIENCY ESTABLISHED BY BIOLOGICAL TESTS AND CLINICAL USE 


An Extract of Adrenal Cortex for the treatment 
of Addison’s Disease 


and other conditions 


EUCORTONE is an extract of adrenal cortex, containing the hormone, cortin. It is highly 
successful in Addison's disease. Particularly striking in its rapid restoration of appetite, weight, 
strength, and feeling of well-being. 

Successes have now been reported from the use of adrenal cortical extract in various other 
conditions, including neurasthenia, psoriasis, and hyperemesis gravidarum. 


IN ACUTE TOXAMIA OF BURNS—Lancet, 1936, June 20th, p. 1400. 


Three cases of acute toxemia from burns were treated with EUCORTONE and recovered. In two of the cases, 
death within a short time could have been predicted almost certainly. In the investigators’ experience of these 
conditions, recovery under any methods of treatment previously used had not occurred he investigators 
attributed the recovery in these cases with ewery confidence to EUCORTONE. 
EUCORTONE is biologically standardized on adrenalectomized animals. It has now been further purified and 
concentrated, It is practically free from nitrogen and adrenaline, contains no irritant or toxic substance, and is 
sterile. One c.cm. of the extract is equivalent to 75 grams of cortex or at 110 grams of 
the whole gland. 
EUCORTONE is administered intramuscularly, intravenously (in crises), and subcutaneously (in chronic cases). 


(CORTIN, A. & H.) 
In rubber capped bottles of 10 c.cm., 25}- Particulars and literature on application. 


ALLEN & HANBURYS LTD., LONDON, E.2 


Telephone—Bishopsgate 3201 (12 lines) | Telegrams—~Greenburys Beth London.” 


For Effective Control of Pain 


MONG tthe many and OND “ Alasil’’ the desirable 
diverse analgesics which wal therapeutic effects of acetyl- 
A have been evolved’ by An salicylic acid are well exhibited by 


modern chemical research, acetyl- 


its calcium acetyl-salicylate moiety, 
salicylic acid retains its reputation as one 


while the presence of ‘‘ Alocol ”’ (Colloidal 


of the safest and most effective. Its tendency 
to liberate salicylic acid—the irritant properties 
of which are well known to physicians—has, how- 
ever, caused many to hesitate to employ it as 
widely as it deserves. Exhaustive trial in hospital 
and private practice proves that ‘ Alasil’”’ definitely 
solves the problem of administering acetyl- 
salicylic acid in an effective form, being free from 
the risk of irritating the stomach or bowels or of 
causing general reactions. 


A supply for clinical trial 
with full descriptive literature 
sent free on request. 


Hydroxide of Aluminium), a_ powerful 
gastric sedative and antacid, obviates any 
tendency to gastric irritation. The superior 
absorbability of ‘‘ Alasil’’ over ordinary salicylate 
compounds and its freedom from the risk of liberating 
free salicylic acid in the stomach have been well 
proved by careful experimentation. ‘ Alasil’’ can 
be prescribed with perfect safety to patients of all 
ages and in larger doses than ordinary salicylate 
compounds. 


A. WANDER, LTD., Manufacturing Chemists, 
184, Queen’s Gate, London, S$.W.7. 
KING'S LANGLEY, HERTS, 


Laboratories and Works : 
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ll t @ Samples and literature 
on request. 


The original and standard Brand of Synthetic 
Hydrated MAGNESIUM  TRISILICATE 


The safe and effective ANTACID for the treatment {of 
CHRONIC PEPTIC ULCER, HYPERCHLORHYDRIC 
DYSPEPSIA and ACID FERMENTATION. 


@ Complete control in acidity. 


@ Neutralization sustained. 
@ Correct physico-chemical constitution. 


@ No toxic alkalosis. 


KAYLENE, LTD. sote pistributors: ADSORBENTS, LTO. WATERLOO RD., N.W.2 
ll 


RADIOSTOLEUM 


The original standardised solution of 
Vitamins A and D 


The outstanding advantages of 
Radiostoleum are: — 


High concentration 
Low dosage 
Economy in use 


Accurate standardisation 


Unvarying vitamin activity 


Freedom from nausea - producing 
properties 


Sample on request 
‘HE BRITISH DRUG HOUSES LTD. 
LONDON, N.1 
Telephone: Clerkenwell 3000 
Telegrams: Tetradome Telex London 


Rstm/S/374 
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It has been demonstrated repeatedly by 
clinical trials and in the ordinary routine 
of general practice that Contramine 
is an exceedingly useful product for 
the treatment of chronic rheumatism, 
whether it is of gonococcal origin or not. 


CONTRAMINE 


In the Treatment of Chronic Rheumatism 


A physician reporting upon his experi- 
ence in the use of Contramine in a case 
of rheumatism which he suspected was 
subsequent to gonococcal infection stated 
that he had ‘. . . marvellous results, the 
rheumatism clearing up completely ’. 


Chronic cases which have withstood 
other forms of treatment have shown 
marked improvement after a series of 
injections of Contramine. 


Contramine is supplied in ampoules of 
I c.c. and 2 c.c. containing the drug 
in sterile solution for intramuscular 
injection. 


Sample on request 


THE BRITISH DRUG HOUSES LTD. LONDON N.1 
Telephone : Clerkenwell 3000 


Telegrams : Tetradome Telex London 


Con/S/36 


> 


MIST. PEPSINA CO. 
Cc. BISMUTHO (HEWLETT’S) 


Over 60 years’ reputation as a remedy in 
DYSPEPSIA, especially when PYROSIS 
is a conspicuous symptom, and all 
DISEASES of the STOMACH. 


** Undoubtedly a valuable and convenient preparation.’ 
— THE LANCET. 
“* Obviously likely to be of much advantage in the frequent cases 


of irritative dyspepsia, with atony of gastric or intestinal muscular 
layers.’’—THE BRITISH MEDICAL JOURNAL. 


MISTPEPSINE 


DOSE: Half to one drachm diluted. 


Packed for dispensing only in 5, 10, 22, 40 and 90 oz. 
bottles. Also supplied “Sine opio’’ when desired. 


Introduced and manufactured only by 


C. J. HEWLETT & SON, LTD., 


35/42, Charlotte Road, LONDON, €.C.2. 


THE LANCET, THE LANCET GENERAL ADVERTISER 
( 
( 
( 
(( 
( 
( 
\ 
Wh 
(( | 
| } 
Sy 
( ( ) 
LA 
WAY 
; 
10 


THE LANCET, ] 


THE LANCET GENERAL ADVERTISER [DEc. 24, 1938 


Merthiolate’ 


Sodium Ethyl Mercuri Thiosalicylate 


An antiseptic of outstanding usefulness in surgery and for first-aid treatment. 


The intact skin may readily be prepared for operation by application of the 
Tincture. Traumatized tissues are disinfected by the Solution without appreciable 
damage to cellular elements. Both preparations of ‘Merthiolate’ are of a very 
low order of toxicity, are stable in solution, and are of maximum dependability 
in their bacteriostatic and germicidal effects. 


Tincture ‘ Merthiolate,’ 1:1,000, and Solution ‘ Merthiolate,’ 1: 1,000, are supplied 
in four-ounce and sixteen-ounce bottles. 


ELI LILLY AND COMPANY LIMITED 


2, 3 and 4, Dean Street, London, W.1 


DISTRIBUTING AGENT IN BRITAIN FOR 
ELI LILLY AND COMPANY, INDIANAPOLIS, U.S.A. 


Respiratory and Circulatory 
Analeptic and Stimulant. 


Exceptionally rapid action. 
Devoid of the disadvantages 
of camphor. 


Well suited for protracted 
treatment and states of acute 
danger. 


Tablets — Liquid — Ampoules. 


Antipyretic and Stimulant 
in Febrile Disorders. 


Regulates the heart action. 
Ecbolic in primary feebleness 
of labour. 


Raises quinine tolerance, at 
the same time supporting 
and saving the circulation. 


Dragées and Ampoules. 


Bronchospasmolytic and 
Circulatory Tonic. 


uniting central and peripheral action. 


Well-tolerated Ephedrine medication. 


In Bronchial Asthma and 


Circulatory Disturbances. 


Tablets — Liquid — Ampoules. 


KNOLL A.-G., LUDWIGSHAFEN-ON- RHINE, 


Sole importe rs and Publicity Agents: KNOLL LIMITED, 60, Welbeck Street, LONDON, Wal 
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OVALTINE 


For Restful Sleep 


¥en control of insomnia presents a problem that often cannot be effectively 
or safely solved by recourse to the use of hypnotic drugs. 


‘ Ovaltine’ provides a safe and natural means of inducing sleep in many cases, 
especially where the basis of the insomnia is digestive unrest, nocturnal hunger 
or nervous instability. Taken before retiring, it promotes quiet and restful 
sleep, by reason of its gentle sedative effect on the nervous system and its 
faculty of assisting digestive ease. 


‘Ovaltine’ is composed of pure natural food-stuffs only — fresh full-cream 
milk, new-laid eggs and rich malt extract. It is a really complete food, rich in 
readily assimilable calcium and phosphorus and in the vitamins A, B (complex) 
and D. It is possessed of a truly delightful taste and ‘is appreciated by every 
type of patient. 


A liberal supply for clinical trial sent free on request. 
A. WANDER LTD., 184, Queen’s Gate, London, S.W.7 
Laboratories & Works: King’s Langley, Herts. 


The Goddess MAAT weigh- 

ing the heart in the presence 

of the Ape of Thoth. By her 

side is the Eater of the Dead. \, 
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High Blood Pressure 
Metaholic Disorders and 
the Anaemias 


constitute a “tripod” of Modern Disease 


By dilating the peripheral blood vessels, 
Dr. Buergi’s preparation of chlorophyll 
Phyllosan” tablets) becomes a thera- 
peutic weapon in the treatment of high 
blood pressure. As it also augments 
the force of the heart beat, the circulation 
is adequately maintained. 


By stimulating the metabolic exchanges. 
Dr. Buergi's preparation exercises a 
revitalizing effect upon the human organ- 
ism. The lay expression * vitality” has 
received a technical rechristening in the 
term * metabolism.” 


To speed up the latter is to renew the 
former. Bodily sluggishness and mental 
retardation are nowadays linked up with 
low basic metabolic rates—as for example. 
in myxoedema. 


Finally, by reason of its chemical aflinities 
to hemoglobin and its ** catalyst ” action. 
chlorophyll is able to stimulate the blood- 
forming apparatus. ‘The indications for 
the use of * Phyllosan’ tablets in anaemic 
conditions are soundly rooted in labora- 


tory tests and abundantly confirmed in 


| 


the clinie. 


Members of the Medical Profession 
are invited to apply for 
Free Trial supply of ‘Phyllosan’ tablets 
and for a pamphlet entitled 


“ Hyperpiesia, Metabolic Disorders and the Anaemias,” 
a Keview of Experimental and Clinical Evidence for the use of 


PHYLLOSAN 


BRAND TABLETS 


in Modern Therapeutics 


NATURAL CHEMICALS 12 


CLIPSTONE STREET, 


LONDON, W.i 
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When surgery remains the only means to a permanent cure but 
is ruled out by pregnancy, advanced cardiac or renal conditions, 
and hepatic disease, Anusol Hemorrhoidal Suppositories afford 
the patient substantial relief. 

Inflammation and congestion are reduced, pain is alleviated and 
? haemorrhage is controlled, without recourse to narcotic, anesthetic 
or mydriatic drugs. 

In cases where surgical treatment is employed, Anusol Sup- 
positories render effective aid in preparing the involved area for 
operation ; after which they relieve pain and discomfort, protect 
the traumatised tissues and favour uneventful healing. 


Anusol Brand Hemorrhoidal Suppositories are 
supplied in boxes of 12; also in boxes of 50 for 


dispensing purposes. Anusol is also available 


in ointment form 


‘HAMORRHOIDAL SUPPOSITORIES 


WILLIAM R. WARNER & CO.LTD., POWER ROAD, CHISWICK.LONDON, W.4 
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ore with 


IMMUNE GLOBULIN (HUMAN) 
Lederle 


ECAUSE of the frequency of complications, the mortal- 
B ity rate of measles is high—higher than that for 
whooping cough, diphtheria and scarlet fever. 

Complications can be avoided by the use of IMMUNE 
GLOBULIN (HUMAN) Lederle, particularly those of bron- 
cho-pneumonia—tesponsible for about 50% of deaths in 
the infant age group (6 months to 3 years). 

As a modification dose, one injection of 2 cc. is admin- 
istered to patients in the infant age group from 6 to 8 days 
after exposure (for children in the same family this is 2 to 
4 days after the appearance of rash in the exposing child). 
This dosage confers an active and lasting immunity in the 
majority of cases. For passive immunity of several weeks, 
a first dose of 2 cc. of IMMUNE GLOBULIN (HUMAN) Lederle 
is administered as soon as contact has been recognized; a 


second dose of 2 cc. four days later. 


THE COMPARATIVE VALUE OF ADULT SERUM, 
~ CONVALESCENT SERUM, AND IMMUNE GLOBULIN 
PATIENTS TREATED FOR PROTECTION OR 


MODIFICATION 
ALL TYPES OF EXPOSURE 
Per Cent. PerCent. Per Cen 
Cases Protected Modified’ Failed” 
Adult Serum... 584 23°8 19-8 
Convalescent Serum ... 1,627 75:4 16:8 78 
Immune Globulin 71-5 23-9 46 


Eley, R. C., N.E. Journ. Med., Aug., 1935, 213, 195 


A Product of Lederle Laboratories Inc., New York, 
distributed in England by 


IMMUNE GLOBULIN (HUMAN) Leder/e is 
distributed in 2 cc. vials and 10 cc. vials. 


The Old Medical School LEEDS 
Telegrams and Cables “Aseptic Leeds" Telephone 20085 (3 lines) 


252 Regent Street LONDON WI 
Telephone Telegrams and Cables ‘Regent 1884 London” 


Agents for Eire WILCOX JOZEAU & CO 19 Temple Bar Dublin 
*cc 15 
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Digitalis which gives rapid 
therapeutic action by oral 


administration 


DIGOXIN 


(The pure crystalline glucoside from Digitalis Janata) 


The advantages of Digoxin are so great that it is 
amongst digitalis products. 


It is of known and definite composition. 


It is a single, pure glucoside the purity of 
which is controlled by the precise methods 
of the chemical laboratory. 


Biological testing is unnecessary. 


It is stable in Solution and as ‘TABLOID’ 
DIGOXIN. 


Successful in all conditions demanding 
digitalis therapy, particularly in auricular 
fibrillation. 


Its dependability is a source of satisfaction 
to prescribers everywhere. 


TABLOID’ DIGOXIN| SOLUTION of DIGOXIN | :‘HYPOLOID’~ DIGOXIN 
(B. W. & Co.) 
For Oral Use For Oral Use — For Injection 
. 0:5 mgm. in 1 Boxes of \0 ‘Hypoloid’ ampoules 
Bottles 10 c.c., each (with pipette) c.c., at 3/4 per 
Bottles of 25 products, 1/4 each ” 30 ¢.c., 3/6 ,, ” ” Each ampoule contains 0-5 mgm, Digox 
,, 100 products, 44 ,, ¢.c., 24/- = 70 per cent. 


London Prices to the Medical Profession 


BURROUGHS WELLCOME & CO., LONDON 


al Address for communications: SNOW HILL BUILDINGS, E.C.1 
otf. Exhibition Galleries: 10, HENRIETTA PLACE, CAVENDISH SQUARE, W.1 
H 3677 COPYRIGHT 
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Vitamin 


Essential for growth and vitality 


RICE POLISHINGS CONCENTRATE 


Provides adequate quantities 
of Vitamin B, in a_ con- 
venient, palatable preparation. 


Stimulates appetite. Promotes 


growth and alertness in 


Collapsible tubes — children who lack weight and vigour. 
15 grammes 02. approx.), 
1/10 per tube Specially valuable to nursing mothers 
100 grammes (3% 02. approx.), 


100 per use and artificially-fed babies. 


For use in exceptional circumstances when it is necessary to administer 


considerably larger doses of Vitamin B, either by mouth or parenterally. 


~*TABLOID’~ VITAMIN B, **HYPOLOID’~ VITAMIN B, 


HYDROCHLORIDE | mgm. HYDROCHLORIDE 
Bottles of 23 B/D per bottle 2 MEM. Boxes of ampoules, \c.c., per box 
London Prices to the Medical Profession 


“Eke BURROUGHS WELLCOME & CO., LONDON 


Address for communications: SNOW HILL BUILDINGS, E.C.1 
F Exhibition Galleries> 10, HENRIETTA PLACE, CAVENDISH SQUARE, W.‘ 
Associated Houses 
NEW YORK MONTREAL SYDNEY CAPE TOWN MILAN BOMBAY SHANGHAI BUENOS AIRES 
H 3678 COPYRIGHT 
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HORMONE TREATMENT 
in 
imperfect 
descent 
of the 
testis 


“The disadvantage of waiting for spontaneous descent in any 
except the retractile type is that if an anatomical abnormality 
be present, the diagnosis of which may deceive even the elect, 
spontaneous descent can never occur. Waiting until after 
puberty in the hope of spontaneous descent is in such a case an 
unnecessary and unjustifiable delay. Analysis of the results in 
the present series shows that if in cases of doubt a retained 
testis does not respond after six months of hormone treatment, 
it is highly probable that there is an anatomical abnormality.” 


THE LANCET, October 29, 1938. Pages 983-987 


EGNYL 


Samples and literature gladly sent on request. 


ORGANON LABORATORIES 


Standardised Biological Products 


77 NEWMAN STREET, LONDON, W.1 


Telegrams: Menformon, Rath, London. Telephone: Museum 2857 (3 lines) 
India: Morison, my & —— (India) 4 ery Heynes Mathew Ltd., Australia: F. H. Faulding & Co. Ltd. New Zealand: Dominion Denta? 
Ltd., P.O. Box 258, Bombay. O. Box 242, Cape Town. Supplies Ltd. 
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SUNSHINE & SUNSETS 


T is decidedly a new experience to 

see a sunset dn a summer evening 

in January—yet this is but one of 
the many delights in store for holiday- 
makers in South Africa. 


Amazing scenic spectacles wherever 
you go, sea bathing from golden 
beaches, sports and pastimes of all 
kinds; a new kind of life without 
the drawbacks of unfamiliar customs 


Illustrated publications are obtainable and foods; a climate so fresh and 
from the Travel Bureau, South Africa 
invigorating that it gives zest to 


agencies. everything you do. 


SOUTH AFRICA 


VERAMON 


24tc 


SCHERING LIMITED. 
SAMPLES AND LITERATURE ON REQUEST... 
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A Mucilaginous Laxative mo natural 


mechanical action.. 


i 60-9” GRANULES 


Indicated in 


CHRONIC CONSTIPATION, COLITIS, 


and allied gastro-intestinal disorders 


* |-so-gel” is a natural vegetable material. The granules 
absorb many times their volume of water and swell into 
a firm, gelatinous mass which both stimulates natural 
intestinal movements and soothes inflamed intestinal 
mucous membrane. Indicated in chronic constipation, 
hemorrhoids, colitis, dysentery, and allied gastro- 
intestinal disorders, and alter colostomy. Action purely 
mechanical. Sugar-free. Ideal for diabetics, 


In bottles at 3/- and 5/6 each 


Descriptive literature sent post free on application. 


3201 Allen & Hanburys Ltd., London. E. London” 


Gastro-Intestinal 
Disorders 


In such conditions it is a primary consideration that the food 
should be light and unirritating In gastric and duodenal ulcera- 
tion and in the dyspepsias, Allenburys Beef Juice may safely and 
advantageously be given, where beef tea would often increase the 
pain and have a harmful effect. Because of its high protein and 
vitamin content, it provides a valuable means of keeping up a 
patient’s strength. 
In bottles at 19 and 3/- each. 


Descriptive literature and clinical trial sample will be sent on application. 


ALLEN & HANBURYS LTD., London, 
20 |See also pp. 6 & 8.) 
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~ 


— THE ANSWER /S 


TRADE MARK BRAND OF ANTISEPTIC 


CONCENTRATE 


Fa many instances the efficiency of 
an antiseptic varies according to 
the circumstances in which it is 
employed, and it therefore follows 
that few preparations are capable 
of. responding to the many and 
varied demands arising in every day 


practice. 
Zephiran, however, has been 
shown to possess a wide range of 
usefulness in all circumstances, re- SK 
taining a high bactericidal activity 
in the most adverse conditions. 
This characteristic is one of its pre- 
Yeas of 4 the greatest asset an antiseptic can 
te BOTTLES OF 6 oz. and WINCHESTER QUARTS. Bes 
PRODUCTS 


BAYER PRODUCTS LIMITED, AFRICA HOUSE, KINGSWAY, LONDON, W.C.2. 
Northern Office (Information only) BLACKFRIARS HOUSE, PARSONAGE, MANCHESTER 
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ENTRAPURO 


——— GALE ——— 


| A Concentrated Antiseptic Mouthwash which is 

| becoming increasingly popular. 

| An elegant aromatic preparation, delicately perfumed with Musk Lavender, 
containing Formalin in combination with the astringent properties of Pyrethrum. 
| Supplied in |-oz., 2-oz., 4-0z., 8-oz., and 16-oz. Bottles. 


PRICE LIST ON APPLICATION. 


| GALE, BAISS & CO. Ltd., Wholesale Chemists and Druggists, 
| 274/276, ILDERTON ROAD, LONDON, S.E.15. 


| Telephone: New Cross 0094. 


ERGO HEALTH — 
BREAD 
Rolls, Loaves, Batons and Crack- 
nels are starch-reduced and ail 
contain 42:00% Protein, 49-10% 
Carbohydrates. Beneficial for 
maintenance of general health. 
Hygienically packed. 
Sample, Diet Plans and Analysis 
sent post free on request. 
POLLEY & COMPANY LTD. (Dept. L), 
Plymouth Road, London, E.16. 


REGD, TRADE MARE 


IO WOT WHEN PRESCRIBING CHLORODYNE 
THE SWEDISH ALKALIN 


i Id b 
TABLE waren medical men shou e 


particular to specify 


Supplied by Special , 
she 50 years’ reputation 


King and H.R.H. For Medicinal and Table use 


the Crown Prince of 


This famous natura] water con- 
tains practically no lime or iron, 
and so does not affect the hydro- 
chloric acid in the gastric juice. 
Ramlosa considerably increases 
the amount of urine and is there- 
fore indicated in the treatment 
of diabetes, rheumatism, gout, 
kidney disorders, etc. 


The Original and 


only genuine Chlorodyne 


ANALYSIS (per litre) 
Sod. Bicarb. 63 gm. Pot. Bicarb. .0008 gm. 
Sod. Chior, .041 gm. Potass Suiph. .00u3 gm. 
Mag. Carb. .0016 gm. Silicon Ox. .006 gm 
Protoxride of [ron .000015 gm. 


used with unvarying success 

by the Medical Profession 

in all parts of the world 
for over 80 years. 


Retail Prices (per dozen) 
Large, 13/-. Small, 9/-. Suiits ts, 


| 
Supplied by Army & Navy Stores, Selfridges, 
Harrods, Barkers and the Trade generally, 


SAMPLE BOTTLE FREE ON REQUEST 
ole Agent in Gt. Brita e Always insist on 
coL.” CRICCIETH. Collis Browne's." 


as THERE 1$ NO SUBSTITUTE 


INGRAM ROYLE LIMITE D, 
45 Belvedere Road, S.E./. 


FoR INDIGESTIO 
OBESITY, GASTRI | 
ULCER, DIABETE: 
| ap FoR LIGHT DIETS 
RAMLOSA: 
‘ 
CHLORO 
DYNE 
‘| 
| 
Alicatine 
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JENNER INSTITUTE Slucernates VACCINE LYMPH 


PREPARED IN ACCORDANCE WITH THE THERAPEUTIC SUBSTANCES REGULATIONS (BRITISH PRODUCT) 


SINGLE VACCINATION TUBES 8d.ecach; 7s. dozen. Postage lid.extra: elegrams: 
Ba LARGE TUBES (EXPORT Only) sufficient for 5 vaccinations, 1s.3d.each; 12s.dozen, «. 
SOLE AGENTS FOR SCLAVO'S ANTI-ANTHRAX SERUM. Lonpon ” (3 words). 


JENNER INSTITUTE FOR CALF LYMPH LTD., 73, Church Road, Battersea, S.W.11. 


CATALOGUE of SECONDHAND SURGICAL INSTRUMENTS, OSTEOLOGY 
La MICROSCOPES POST FREE. 
er MILLI 


Students’ Half Sets of Osteology. Articulated Skeletons and Disarticulated Skulls. 


KIN & LAWLEY, 67 & 68, CHANDOS PL., STRAND, W.C.2 


(Adjacent to Charing Cross Hospital Medical School.) Telephone : Temple Bar 2206. 


OUR SERVICE TO DOCTORS 
AND THEIR DEAF PATIENTS! 


—NUMBER TWO— 
|X prescribing “‘Ardente "’ for your deaf patients when an aid becomes necessary, you are safe because 
they can obtain service in most important towns throughout Great Britain—to meet any change in 
their aural condition. As an additional safety factor, each “Ardente "’ is covered by its maker's 


gene. There are a full range of “Ardente”’ types—electrical and non-electrical Bone- 
onduction, Granule, Valve and Phantom types—which are 


Individually suited, after Aurameter Test, to the needs of each 
case—no expense being incurred until hearing satisfactorily. ¢ 


: Particulars gladly sent and Tests are made at Aurists, Doctors’ patients, Hospital, or any of eur addresses. | 


Medical Press Reports are interesting. 
10 Medals, 5 Supplied under N. | Health 


ARDENTE 


Birmingham Gristo! Cardiff Exeter Edinburgh Glasgow Leeds Leicester Liverpool Manchester Newcastie Southamptosa 


MEDICAL CORRESPONDENCE 


COLLEGE | 


19, WELBECK STREET, LONDON, W.1 


Telephone : WELBECK 8901. 


WHY FAIL at the F.R.C.S. England 
(Primary or Final) ? 


Enrol now for the Oral and Postal Revision Classes 

and make sure of success. 

{ The remarkable success of Students of the Medica] Corre- 
spondence College at the higher Surgical Examinations is 
specially noteworthy. 

q Both at the Primary and Final F.R.C.S. England the majority 
of our Stuvents are successful at the first attempt, and 
Candidates who have failed at these Exams. on several 
get through without difficulty after 

going through our courses. 

An army may march on { The Surgical Tutors of the College all hold either the M.S.Lond. 

it h or mgm England, or both, and are highly experienced 

1ts teachers. 
stomach, others prefer The Postal Courses are thoroughly clear, concise and up to date 
and the test questions are carefully selected from those set 
at previous Examinations so as to embrace al] parts of the 


subject. By working systematically through the Course the 
Student is brought up to the examination standard in 
at er 0 es the minimum time and much unnecessary reading is saved. 
<b for longer wear 
and greater comfort 


‘**How to Pass the F.R.C.S." free on application to the Secretary. 
Also Free Guide to all Medical Exams. 


Puruan Tanneries Lid., Runcorn, Cheshire. cvs-216 
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MEDICAL CHARITY 
THE 


ROYAL MEDICAL FOUNDATION 


(OF EPSOM COLLEGE) 


Tue Rt. Hon. ViscouUNT LEVERHULME, D.L., J.P 
JoHN Fawcett, Esq., M.D., F.R.C.P., F.R.C.S. 
Chairman of the Council ........ DouGLas C. BARTLEY, Esq. 

Vice-Chairman of the Council.... HAROLD Spitta, Esq., M.V.O., M.D. 

SOCTERGTY Major WALTER L. GIFFARD, O.B.E. 


@ We appeal to all members of the Medical Profession, who do not already do so, to subscribe 
to the above Royal Medical Foundation. In every profession some must fall by the wayside; others 
must inevitably fall upon evil days. 


@ Our object is to help the families of these less fortunate brethren. To that end the Foundation 
in 1938 has provided :— 


(A) 50 Ordinary Pensions os ae .. £1,500 
(B) 51 Foundation Scholarships for (educated, and 
maintained entirely free of cost) es -- 7,586 
(C) 13 Scholarships for Girls . an 570 
(D) 12 Council Exhibitions of £60 per annum 720 
(E) 130 Pensions and Annuities of varying amounts... <= .- 3,120 
(F) Grants towards education of 37 Boys and Girls... an we 678 
(G) Grants to Widows and Spinsters - oe 120 


This is an expenditure of ts 


@ The net available permanent income towards this expenditure is some £3,800. To cover the 
balance of expenditure, viz., over £10,000, we depend on the generosity of our subscribers and donors. 


§ Without sufficient help from them even our existing benefactions would have to be curtailed. The 
number of deserving applicants, at present unassisted solely for lack of means, is larger than ever, 
including many girls. The Sherman Bigg Fund enables the Foundation to make educational grants 
for — who cannot obtain scholarships. Donations to augment the income of this fund will be 
most welcome. 


@ We have 65 applicants for pensions and 48 spinster applicants for annuities, all hoping for 
help some day—many of whom have been waiting patiently for years. 


@ We therefore beg you earnestly to send either a subscription or a donation to this Foundation 


during 1939. When doing so, you may, if you wish, stipulate the particular form of benefaction on 
which it is to be expended. 


g It cannot be too clearly emphasized that this is not an appeal for assistance for Epsom 
College, which is self-supporting. It is an appeal for the Charity of the Royal Medical Foundation. 


§ Subscriptions and donations may be sent to any of us, or preferably to the Secretary, Epsom 
College Office, 49, Bedford Square, W.C.1, by whom full information will gladly be sent on request. 


JOHN FAWCETT, Treasurer. 
DOUGLAS C. BARTLEY, Chairman. 
HAROLD SPITTA, Vice-Chairman. 
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MATRICULATION AND SCHOOL 
CERTIFICATE COACHING 


If a speedy pass is essential for your boy’s career we can obtain 
it more surely and certainly at less expense than most. 


Ten Years’ Results 99°%, Successes 
One Fee covers all Tuition costs until a Pass 


is secured 


MATRICULATION FEE: 15-50 guineas according to standard 
attained. No extras. 
Compare the maximum figure with the equivalent of two 
years’ school fees. Boarding accommodation. 
Prospectus from : 
The Director of Coaching, ‘‘ Wyncott College ’’ 
(Established 60 years), Thornton ae Croydon. 


PRELIMINARY EXAMINATIONS FOR MEDICAL 
AND DENTAL STUDENTS 


The College of Preceptors holds Preliminary Examinations in 

, June, September, and December. For regulations, apply 

to the Roomate. College of Preceptors, Bloomsbury-Square, 
London, W.C.1 


N ational Adoption Society. 
4 Baker street, W.1. Tel.: Welbeck 7211, offers assistance 

in the lexal adoption of illegitimate and orphan babies into 

suitable family life. Chairman: The Lady Gweneth Cavendish. 


UNIVERSITY EXAMINATION 
POSTAL INSTITUTION 


Founded in 1882 by E. S. WEYMOUTH, M.A. 
Postal or Oral Preparation for all Medical Examinations 


SOME SUCCESSES 
M.D.(Lond.), 1901-37 (11 Gold Medallists1913-37)413 
M.S.(Lond.), 1901-37 (incinding 4 Gold Medallists) 24 
M.B.,B.S.(Lond.), (completed exam 255 
F.R.C.S.(Eng.)1919-37 Primary 199; Final 192 


D.P.H. (various), 1906-37 (completed exam) 348 
F.R.C.S.(Edin.,), 1918-37 65 
M.R.C.P.(Lond.), 1919-37 ........ . 286 


M.R.C.S.,L.R.C.P. Final 1919-37 (completed 606 

M.D. (various), by Thesis. Many Successes. 

&. Many Successes. 
MEDICAL PROSPECTUS (47 pages), 


sent gratis, along with List of Tutors, &c., on a to the 
Principal, 17, Red Lion-square, London, “WC. (Telephone : 


X-RAY CAR SERVICE 


ORTABLE X-p 


POWER ROAD, CHISWICK 
TELEPHONE CHISWICK 4006 


ANY HOUR ANY DAY 


ANY NIGHT 


ANYWHERE 


DIPLOMA IN PUBLIC HEALTH 
THE ROYAL INSTITUTE OF PUBLIC 
HEALTH AND HYGIENE 


The course of instruction can be commenced at any time. 
Candidates holding appointments are admitted to Part II 
Course as part-time students. 


A prospectus and further particuJars can be obtained from 
the Secretary. Telephone: Langham 2731-2. 
28, Portland-place, London, W.1. 


STAMMERING 


SPEECH DEFECTS 
RESIDENT AND NON-RESIDENT PUPILS. 
Full Particulars upon request to : 


Mr. A. C. SCHNELLE, 
419, Bedford Court Mansions, 
London, W.C.14 


Museum 3665. Estab. 1905. 


STAMMERING, SPEECH DEFECTS. 


BEHNKE METHOD. Estab. 1880. CASES, non-resident, 
treated at 39, Earl’s Court-square, S.W.5, and, in residence, in 
the Summer Holidays at Miss Behnke’s house on the Chilterns. 
*‘Pre-eminent success in the education — treatment of 
stammering and other speech defects.”-—The Times. 
“Thoroughly physiological Lancet. 
‘The method is scientifically correct and perfectly effective.” 
—Guy’'s Hospital Gazette. 
*STAMMERING, CLEFT PALATE, SPEECH LISPING.” 3s. 9d. 
of Miss BEHNKE, 39, Court-square, S.W.5. 


HOME for EPILEPTICS MAGHULL 


(Near Liverpool) 
FARMING and OPEN AIR OCCUPATION for PATIENTS 


A few vacancies 
in Ist and 2nd 
Class Houses. 


FEES: 

Ist Class (men 
only) from £3 p.w. 
upwards. 
2nd Class (men and 
women) 32/- p.w. 


For further 
particulars apply 
Secretary, 

Cc. EDGAR GRISEWOOD.AC.A., 20, Exchange St. East, Liverpool. 


HEIGHAM. HALL, NORWICH 


A PRIVATE MENTAL HOME situated in 14 acres of well- 
wooded grounds. For Ladies and Gentlemen suffering from 
Nervous or Mental [llness. Voluntary Patients, Temporary 
Patients, and Patients under Certificates are admitted for 
Treatment. Fees: from 4 guineas a week upwards, aoe 
to requirements. A few vacancies exist for Ladies an 
Geutlemen at reduced fees ou the recommendation of the 
Patient’s own Physician. 

Apply to Dr. J. A. SMALL. 

Telephone: 80 Norwich, Telegrams: 


Small, 0 Norwich, 


STRETTON HOUSE, 


Church Stretton, Shropshirc. 


A PRIVATE HOME for the treatment of gentlemen suffering 
from Mental ané@ Nervous illness, including the allied Disorders of 
Alcoholism and the Drug Habit. All types of early Menta! and 
Nervous Cases are received without Certificates as Voluntary 
Patients under the provisio nsof the Mental Tre atine nt Act, 1930 
Bracing hill country. See ** Medical Directory,’’ p. 2368.—Ap ply 
to the Medical Superintendent. "Phone 10 P. h Stre tt. 


EPPING HOUSE 
LITTLE BERKHAMSTED, Nr. HERTFORD, BERTS. 


An attractive and comfortable PRIVATE HOME. Beauti- 
fully situated in its own grounds, 400 feet above sea level 
Exceptionally bealthy air and position affords every facility for 
convalescence. loam Baths, Billiards, Squash Racquets, Lawu 
Tennis, Croquet, Bowls, Farm Produce, &c. 


Treatment for Ladies and Gentlemen suffering from Insomnia, 
Functional Nervous Disorders, Alcohol and Drug Habits, Chronic 
Heart and Kidney Diseases, also Convalescing Cases. 


Telephone : Essenden 12. Apply, J. C. BaKER, M.B. 
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MALE NURSE 


8, HINDE ST., MANCHESTER SQ., W.1. 


MANCHESTER—237, BRUNSWICK STREET 

EDINBURGH—7, TORPHICHEN STREET 
Terms £4 40 per week 

ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT 


(Facing Owen 
College) 


TEMPERANCE CO-OPERATION, LTD. 


TRAINED MALE NURSES AND VALET ATTENDANTS for MENTAL, 


MEDICAL, TRAVELLING AND ALL CASES 


Telephones : 
London: 3297 WELBEcK. 
Manchester: 3619 ARDWICK, ASSUAGED, MANCHESTER, 


Telegrams : 
ASSUAGED, LONDON, 
Edinburgh : 2715 CENTRAL, ASSUAGED, EDINBURGH. 


Please address all communications W.WALSHE,Secretary. 


NURSE 


TERMS £3 3s, 


MALE & FEMALE ASSOCIATION, LIMITED. 


All Members of our Staff are Total Abstainers 


50, NOTTINGHAM PLACE, LONDON, W.1. 


CERTIFICATED HOSPITAL NURSES (Male and Female) AVAILABLE BAY AND NIGHT FOR MEDICAL, SURGICAL, MENTAL AND ALL CASES 
ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT, 


**Gentlest, London.” Telephone: Welbeck 5969 


Apply, LADY SUPERINTENDENT. 


8, HINDE STREET, MANCHESTER SQ., 
LONDON, W.1 


All Nurses fully insured against Accident. 


General 6 Mental Nurses Association, Ltd. 
(MALE & FEMALE) 


SUPPLY STATE REGISTERED NURSES FOR ALL TYPES OF ILLNESS, INCLUDING MENTAL AND NERVE CASES, AT A MOMENT’S 
NOTICE—DAY OR NIGHT 


Telegrams: “* Isolation, London.” 
Telephone: Welbeck 9842. 


Terms from €3 13 6. Apply MATRON. 


AVENDISH NURSES 


Special Nurses for 
jerve and Mental 
Cases. 


MALE and FEMALE 


A very convenient form of telephone 
message pad sent free on applice- 
tion to the Secretary. 


Branches :—MANCHESTER : 176, Oxford Road. 


Superior trained Nurses for Medical, Surgical, Mental Dipso- 
mania, Travelling and all cases. Nurses reside on the premises 
and are always ready for urgent calls Day and Night. Skilled 
Masseuses, Masseurs, and good Valet attendants supplied. 
Terms from £3 13 6. 


Apply to the Secretary or Lady Supt. 


Head Office: 54, BEAUMONT ST., LONDON, W.i (late 43, New Cavendish St., London, W.!). 
GLASGOW : 28, Windsor Terrace. 


DUBLIN : 23, Upper Baggott Street. 
Telegrams: Tactear, London. Surgical, Glasgow. 
Tactear, Manchester. 83 Tactear, Dublin. 
Telephones : London, 1277 Welbeck (2 lines). 
Manchester, 3152 Ardwick. Glasgow, 477 Douglas 
Dublin, 62006. 


Telegrams: ASSISTIAMO, LONDON.” 


MALE NURSES 
ASSOCIATION 


29, YORK ST., BAKER ST., LONDON, W.1 


Established 34 years. 


Telephone: WELBECK 2728. 


Permanent Staff of Resident Male Nurses 

We supply fully-trained Male Nurses for al) cases. 

Thoroughly experienced men with special training 
for mental! work. 


q W. J. HICKS, Secretary, a 


THE NEW MENTAL NURSES CO-OPERATION 
66 Queen’s Gardens, Lancaster Gate, W.2. 
(Established 1912.) 

Specially trained Nurses for Mental and Nerve cases 
(All Nurses are insured under the Employers Liability 

Act, 1906.) Apply the Supt. 


Telegrams: 
“ Psyconurse, Padd., Lond.” 


Telephone: 
No. 6105 Padd. 
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HILL END HOSPITAL 
AND CLINIC 


FOR THE PREVENTION AND TREATMENT OF MENTAL 
AND NERVOUS DISORDERS 
(20 miles from London) 

Ladies suffering from all forms of MENTAL ILLNESS are 
received for treatment, on modern lines, as Voluntary, Temporary 
or Certified Private Patients at the Hill End Hospital. 
Convalescent or mild cases can be treated in a delightful 
country mansion, with extensive grounds, known as 


HIGHFIELD HALL, 
situate about a mile away from the Hospital. 
FEES TWO TO FOUR GUINEAS PER WEEK. 


For further particulars apply to the Medical Director, 
W. J.T. KomsBer, L.R.C.P., D.P.M. 


ST. ALBANS, HERTS 
MALLING PLACE, KENT 


For LADIES and GENTLEMEN of Unsound Mind. 


Terms moderate. Apply to Resident Medical Superintendent. 
Telegrams: ADAM WEST MALLING. Telephone No. 2: MALLING. 


Littleton Hall, Brentwood, 


(18 miles from London.) 


Essex. 
400 feet above sea. 


A PRIVATE HOME for LADIES situated in large grounds. 
Voluntary, temporary, or certified cases received. 
Apply to Dr. HAYNEs. Tel.: Brentwood 45. 


ERAN, 
Fy 
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THE ROYAL EARLSWOOD INSTITUTION 


FOR MENTAL DEFECTIVES, REDHILL, SURREY. 
(Formerly the EARLSWOOD ASYLUM.) PATRON: H.M. THE KING. 
FOR THOSE REQUIRING CONTROL with EXPERT SUPERVISION and needing SPECIAL TRAINING in useful 
occupations, SCHOOLS, FARMING, and various TRADE WORKSHOPS. 


nclusive fees from £110 pa. THOSE UNABLE TO PAY FULL FEES admitted by votes of subscribers with part 
payment towards cost. 


RECREATIONS: Outdoor games. MALE STAFF BAND for Concerts, Dancing, ete. 


Apply: THE MEDICAL SUPERINTENDENT, Earlswood, Redhill, Surrey, ‘Phone: REDHILL 344; or to the Secretary, 
Mr. H. STEPHENS, 14-16, Ludgate Hill, E.C.4, "Phone: Crry 4697. 


PECKHAM HOUSE, 112, Peckham Road, London, $.E.15 


Telegrams: “ Alleviated, London.” Telephones: Redney 2641 and 2642. 


The above House is for the care and treatment of persons suffering from mental diseases and nervous disorders. Certified 
voluntary and temporary patients are received. Separate houses for treatment and accommodation of special cases adjoin the 
Institution. Occupational therapy, physical drill, and other forms of modern treatment. There is a seaside branch, Kearsney 
Court, near Dover, to which patients may be sent for treatment oron holiday. Motor drives are arranged when required. Tennis 
courts. Entertainments, dances, and indoor amusements held throughout the year. Terms from £3 3s. per week Illustrated 
prospectus and further particulars can be obtained from the MEDICAL SUPERINTENDENT. 


THE OLD MAN OR A Private Hospital for the Care and 
Treatment of those of both sexes suffer- 
SALISBURY ing from MENTAL DISORDERS. 
Extensive grounds. Detached Villas. Chapel. Garden and Dairy Produce from own farm. Terms very moderate 
CONVALESCENT HOME Detached Villas standing in 12 acres of ornamental grounds, with tennis courts, etc., which 


AT BOURNEMOUTH Voluntary, Temporary or Certified Patients may visit by arrangement for long or short period. 
Illustrated Brochure on application to the Medical Superintendent. | The Old Manor, Salisbury. Telephone: Salisbury 3216 and 3217. 


BROMPTON HOSPITAL 


and FRIMLEY SANATORIUM 


PAYING PATIENTS RECEIVED 
BOTH MEDICAL and SURGICAL CASES 
5 to 8 guineas per week at the Hospital. 3 to 4 guineas per week at the Sanatorium 


APPLY TO THE SECRETARY :—BROMPTON HOSPITAL, S.W.3 


NORTHUMBERLAND HOUSE 


GREEN LANES, 


FINSBURY PARK, N.4 


A PRIVATE HOSPITAL for the treatment of mental and nervous illnesses. Conveniently situated and easy of access from al) 
parts. Six acres of ground facing Finsbury Park. Voluntary and Temporary Patients received without certification. Occu- 
pational Therapy, Psychotherapy, and other modern forms of treatment. 

Telephone : Stamford Hill 2688. 


Telegrams: *‘ SUBSIDIARY, LONDON.” 
Convalescent Home, KEARSNEY COURT, DOVER. 
For further particulars apply to the MEDICAL SUPERINTENDENT. 


VALE OF CLWYD SANATORIUM 


This Sanatorium is established for the treatment of Tuberculosis of the Lungs and the Pleural Cavities. It is situated in 
the midst of a large area of park-land at a height of 450 feet above sea level, on the South West slopes of mountains rising to over 
1800 feet, which protect it from north and east winds and provide many miles of graduated walks with magnificent views. Average 
rainfall] 29-57 per annum. Full day and night Nursing Staffs. X-Ray plant. Every facility for Artificial Pneumothorax and 
for operations on the chest. Electric Lighting. Central Heating. Home Farm. Grade A Milk from T.T. Herd. 

For particulars apply to Medica] Superintendent. 

H. MorRISTON Davres, M.D., M.Ch. (Cantab.), F.R.C.S., Llanbedr Hall, Ruthin, N. Wales 


CRICHTON ROYAL, DUMFRIES 


For NERVOUS AND MENTAL DISORDERS 


This hospital has every facility for complete investigation of the above conditions, and provides all forms of modern 
treatment, including psychotherapy, physiotherapy, occupational and recreational therapy. Cases of alcoholism and drug 
addiction are admitted. The Physiotherapy Department has separate units fully equipped for X-ray work, heliotherapy, 
short-wave therapy, electro-therapy, and hydrotherapy (swimming bath, prolonged baths, Scotch and Vichy douches, 
Plombiéres treatment, electric and Turkish bath cabinets, etc.). There is a fully equipped gymnasium under qualified 
instructors. Facilities are — under special recreational therapists for all indoor and outdoor games, including 
golf course, cricket, football and hockey grounds, lawn tennis and squash courts, croquet and bowling greens. 

The Hospital has its own Church, Library, Cinema and Hairdressing Saloon. Terms include regular motor drives. 
Private rooms, suites, or villas are available, and special nurses can be provided. The hospital grounds extending to 
nearly 1000 acres are situated in delightful country and include an extensive farm (T.T. herd), gardens and orchards. 
As the hospital is well endowed terms are exceptionally moderate, e.g., First Department 3 to 30 guineas per week, Second 


Department 2 and 24 guineas per week. Voluntary and certified patients are received. Medical Certificates given anywhere 
in the British Isles are valid for admission of patients. 


For prospectus, necessary forms, and further information apply to :— 
Physician Superintendent, P. K. McCowan, J.P., M.D., F.R.C.P., D.P.M., Barrister-at-Law. Tel. Dumfries 1119. 
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ST. ANDREW’S HOSPITAL 


FOR MENTAL DISORDERS, 
NORTHAMPTON 


FOR THE UPPER AND MIDDLE CLASSES ONLY. 
PRESIDENT: THE Most Hon. THE MARQUESS OF EXETER, C.M.G.. A.D.C. 


MEDICAL SUPERINTENDENT: THOMAS TENNENT, M.D., M.R.C.P., DPA., DPM. 


This Registered Hospital is situated in 120 acres of park and pleasure grounds. Voluntary patients, who are suffering from 
incipient mental disorders or who wish to prevent recurrent attacks of mental trouble, temporary patients, and certified patients 
of both sexes, are received for treatment. Careful clinical, bio-chemical, bacteriological, and pathological examinations. Private 
rooms with special nurses, male or female, in the Hospital or in one of the numerous villas in the grounds of the various branches 


can be provided. WANTAGE HOUSE 


This is a Reception Hospital, in detached grounds with a separate entrance, to which patients can be admitted. It is 
equipped with all the apparatus for the most modern treatment of Mental and Nervous Disorders. It contains special depart- 
ments for hydrotherapy by various methods, including Turkish and Russian Baths, the prolonged immersion bath, Vichy 
Douche, Scotch Douche, Electrical Baths, Plombiéres treatment, &c. There is an operating Theatre, a Dental Surgery, and 
X-ray Room, an Ultra-violet Apparatus, and a Department for Diathermy and High Frequency treatment. It also contains 
Laboratories for bio-chemical, bacteriological, and pathological research. 


MOULTON PARK 


Two miles from the Main Hospital there are several branch establishments and villas situated in a park and farm of 650 acres. 
Milk, meat, fruit, and vegetables are supplied to the Hospital from the farm, gardens, and orchards of Moulton Park. Occupation 
therapy is a feature of this branch, and patients are given every facility for occupying themselves in farming, gardening, and 


BRYN-Y-NEUADD HALL 


The Seaside house of St. Andrew’s Hospital is beautifully situated in a Park of 330 acres, at Lianfairfechan, amidst the finest 
scenery in North Wales. On the North West side of the Estate a mile of sea coast forms the boundary. Patients may visit this 
branch for a short seaside change or for longer periods. The Hospital has its own private bathing house on the seashore. There 
is trout fishing in the park. 


At all Branches of the Hospital there are cricket grounds, football and hockey grounds, lawn tennis courts (grass and hard 
court), croquet grounds, golf course, and bowling greens. Ladies and gentlemen have their own gardens and facilities are provided 
for handicrafts such as carpentry, Ke. 

For terms and further particulars apply to the Medical Superintendent (TELEPHONE: No. 2356 and 2357 Northampton), 
who can be seen in London by appointment. 


Telegrams : “ PsycHoita, LONDON.” 33, PECKHAM RD., LONDON, S.E.5. Telephone : Rodney 4242 (2 lines) 
For the treatment of MENTAL DISORDER ;. 

Also completely detached Villas for Mild Cases, with private suites if desired. Voluntary Patients received. Twenty acres 
of Grounds, Hard and Grass Tennis Courts, Putting Greens, Bowls, Croquet, Squash Rackets, Recreation Hall with 
Badminton Court, and all indoor amusements, including Wireless and other Concerts, Occupational Therapy, Calisthenics, and 
Dancing Classes. X-ray and Actino-therapy, Prolonged Immersion Baths, Operating Theatre, Pathological Laboratory, Dental 
Surgery, and Ophthalmic Department. Chapel 

Senior Physician: Dr. HuBerT JAMES NORMAN, assisted by three Medical Officers, also resident and visiting Consultants 

An illustrated Prospectus, giving fees which are strictly moderate, may be obtained upon application to the Secretary. 

he Convalescent Branch is Hove Villa, Brighton, and is 200 feet above sea level. 


FAIRFORD RETREAT, Gloucestershire 


(Within two hours of London.) ESTABLISHED 1822. 


Home life for Ladies and Gentlemen MENTALLY AFFLICTED, Voluntary Patients received without Certificates. The 
Retreat is pleasantly situated in extensive grounds on the bvauks of the River Colne, a part of which celebrated trout 
stream flows through the Estate. There is every facility for sport and Occupational Therapy. The neighbourhood abounds 
in pleasant walks, and Fairford, being in the Cotswolds on a dry oolitic soil, is remarkably healthy. Own farm and 
dairy produce, 


For terms, which are very moderate, apply to the proprietor, Dr. 4. C. King-Turner, The Retreat, Fairfurd, Glos. Telephone 9. 


THE COTSWOLD SANATORIUM 


First opened in 1898 and rebuilt in 1925 on the Cotswold Hills seven miles from Cheltenham, for the treatment of P py gt! ou all 
other forms of Tuberculosis. Aspect 8.8.W., sheltered from North and East, elevation 8090 fee t. Pure bracing air, SPECIAL TREAT- 
MENT by artificial PNEUMOTHORAX (X-ray controlled). TUBERCULINS, and ULTRA-VIOLET RAYS is avi ‘able when 
necessary without extra charge X-RAY plant, Fully Equipped Dental Departme nt, Electric Light no Mh modi hot and cold basins 
and Wireless in all rooms. Up-to-date drainage. Full day & night Nursing Staff. Terms 5 to 7} Guineas a week inclusive. 
Med. Supt. : GEOFFREY -. HOFFMAN, B.A., M.B., T.C. Dub. Asst. Phys.: MARGARET A. HARRISON, M.B., B.S. Lond. 
Cons. Laryngologist : G. N. BARKER, F.R.C.S. Edin., D.L.O. Cons. Dent Surgeon : GEORGE V. SAUNDERS, L..D.S.R.C.S. Lond, 
Phone ; 81 & 82 Witcombe. yen The Secretary, The Cotswold Sanatorium, Cranham, Gloucester. Telegrams :** Hoffman, Birdlip.” 


PRIOR PLACE SANATORIUM 


HEATHERSIDE, CAMBERLEY, SURREY. 


FOR THE TREATMENT OF PULMONARY TUBERCULOSIS 


Well situated on high ground and surrounded by pines and heather. 
All rooms are fitted with electric light, wash basins with hot and cold water, and radiators. 
X ray plant. Day and night nursing staf. 
RESIDENT MEDIOAL SUPERINTENDENT: Dr. H. O, BLANFORD, to whom application for admission can be made. 
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RUTHIN CASTLE, NORTH WALES 


A Private Hospital or Clinic for the diagnosis and treatment of Internal Diseases (except Mental or 
Infectious Diseases). 


The weekly fees are from 15 guineas according to the room occupied; rooms with bathroom are 
from 21 guineas. The charges include all chemical, bacteriological, X-ray or other examinations advised 
by the doctors, and all the usual forms of treatment, in addition to board and lodging. There are no extra 
charges except for alcohol (when ordered) and laundry. 

An examination and consultation fee of 15 guineas is charged on the first visit. 

The climate is mild. The annual rainfall is 30°5 inches, that is, less than the average for England 
There is central heating throughout. 


Address—TuHE SECRETARY, Ruthin Castle, North Wales. 


Telegrams ;: Castle, Ruthin. Telephone : Ruthin 66. 
Resident Physicians: 
ay | The central building ‘ili Ss. S. VERE PEARSON, | The buildings face SS.W. we 
% the Mundesley Sanatorium | M.D. (Cantab.), M.RC.P. (Lond.) and are sheltered from the so 
% the best equipped building E. C. WYNNE-EDWARDS, ea b ae ; We 
sea by a pine-clad ridge. 

os in Encls for the cure of M.B. (Cantab.), F.R.C.S. (Edin.). A 

a in England for the cure o he “A , The sunshine record and dry 

Tuberculosis. All the bed- GEORGE H. DAY, 
rooms have hot and cold M.D. (Cantab.). The & pertec a 
running water, electric light, For all information apply: h ‘ 18 O 
and wireless head-phones. THE SECRETARY, t atest there is sé 
4 | The — public rooms are THE SANATORIUM, a day and night nursing aE 
| Spacious and comfortable. Mundcsley 95 staff 
(2 lines) | 
TERMS FROM 7} GUINEAS WEEKLY she 


Phone: WICKHAM MARKET 216 Postal Address : WOODBRIDGE, SUFFOLK 
(Toll Call from London) Nearest Station: "WICKHAM MARKET” 


RENDLESHAM 
HALL 


has 45 Bedrooms, and about 450 acres of Gardens and Park 


and a nine hole Golf Course. 


We have the experience of many years in the Residential Treatment of 


ALCOHOLIC & DRUG ADDICTION 


For 


THE RESIDENT SUPERINTENDENT (as above) 
Proprietors - NORWOOD SANATORIUM LTD. 
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THE MAUDSLEY HOSPITAL, DENMARK HILL, S.E.5. 


A CLINIC instituted by the London County Council for treatment of Nervous and Curable Mental Disorder. 


T:l:phone : 
RODney 3841 


Voluntary patients only received. 


New Out-patients,—Men : Mondays and Thursdays, 2 p.m. Women: Tuesdays and Fridays, 2 p.m, Children : Mondays and Fridays, 10 a.m. In-patients 
(a) 235 beds (both sexes) in wards or s¢ parate rooms, including 35 beds in a ward of King's College Hospital which is in use as a temporary annexe of the 
Maudsley Hospital; (6) a special ward (including some private rooms) for those patients of each sex who are paying the full cost and are otherwise 
suitable. Terms—£5 a week, but in the case of patients with a legal settlement in the County of London a less sum may be charged according to means. 

Terms include (with rare exceptions) all forms of treatment, for which there are exceptional facilities as there is a Staff of Consultant Specialists, and 
the Central Laboratory of London County Mental Hospitals is attached to the Hospital. Inquiries of Epbwarp Mapotuer, M.D., F.R.C.P., F.R.C.S., 


Medical Superintendent. 


COURT HALL, KENTON, near EXETER 


FOR THE TREATMENT OF EIGHT LADIES, VOLUNTARY, TEMPORARY AND CERTIFIED PATIENTS 


CLIFFDEN, TEIGNMOUTH 


FOR EARLY AND CONVALESCENT CASES 


Recreational Therapies are held daily by skilled Leaders 


The house stands high with spacious balconies and extensive views of the South Devon Coast. Beautiful garden. Own Dairy in 25 acres. Private road to beach, 
There is also a charming house, EBWORTHY, MANATON, DARTMOOR, situated in 20 acres, 1100 ft. up for bracing moorland air, 


Resident Physicians—BERTHA M. MULES, M.D., B.S. 


ANNE S. MULES, M.R.C.S., L.R.C.P. 


Telephones—STARCROSS 59 and TEIGNMOUTH 289 


CHEADLE ROYAL HOSPITAL, Cheadle, 


This REGISTERED HOSPITAL, with a SEASIDE BRANCH at Col 
those of the Upper and Middle Classes suffering from MENTAL AND NERV 
a COMMITTEE, appointed by the TRUSTEES of the Manchester Royal Infirmary. 
Extensive grounds. 
There are also wireless installations. Golf may be had within easy distance. 


iMPORARY, AND CERTIFIED PATIENTS received. 
chester, 50 minutes by rail from Liverpool, and 3} hours from London. 
Medical Superintendent, who 


The Hospital is governed b 

In addition to the Main Buildings there are separate villas. 
croquet grounds, and a court for badminton. 
Thera 
NTARY, 

The Hospital is nine miles from 
terms and further particulars apply to 


bor the 
Al’POINTMENT. 


Cheshire. 


Bay, N. Wales is for the treatment and care of 
US DISEASES. 


Hard and grass tennis courts, cricket and 


may seen in Manchester BY 
Telephone: Gatley 2231 (3 lines), 


themselves. 
SUPERINTENDENT. 


’Phone: 


HAYDOCK LODGE, 


NEWTON-LE-WILLOWS, LANCASHIRE. 
For the reception and treatment of PRIVATE PATIENTS of both sexes of the UPPER AND MIDDLE 
CLASSES suffering from Mental and Nervous Diseases, eithe 
-atients are classified in separate buildings according to their mental condition. 
grounds of 400 acres. Self-supported by its own farmand gardensin which patients are encouraged to occupy 
Every facility for indoor and outdoor recreation. 
Ashton-in-Makerfield 7311. 


r voluntarily, temporarily, or under certificate. 
Situated in park and 


For terms, prospectus, etc., apply MEDIC AL) 
Tele. Address: Street, Ashton-in-Makerfield. 


CLARENCE LODGE 
CLAPHAM PARK, LONDON 


Situated in 34 acres of secluded gardens 
HOME FOR TWELVE MENTAL PATIENTS (LADIES). 


Well-appointed 
private house. 
Home comforts 
and Trained Nurs- 
ing Staff. Eminent 
Mental Specialist 
Visiting Physician 


Station: Clapham 
Common Tube 


Phone: Tulse Hill 4913 


Apply 
Miss THWAITES. 


THE COPPICE, NOTTINGHAM. 
HOSPITAL FOR MENTAL DISEASES. 
President: The Right Hon. LoRD BELPER. 

This Institution is exclusively for the reception of a limited 
number of PRIVATE PATIENTS of both sexes, of the UPPER 
and MIDDLE CLASSES, at moderate rates of payment. It is 
beautifully situated in its own grounds, on an eminence a short 
Cistance from Nottingham, and commands an extensive view of 
the surrounding country ; and from its singularly healthy posi- 
tion and comfortable arrangements affords every facility for the 
relief and cure of those mentally afflicted. Voluntary and 
Temporary Patients received. Occupational Therapy. For 


terms, &c., apply to the Medical Superintendent. 
Telephone : 
30 


64117 Nottingham. 


BARNWOOD HOUSE, GLOUCESTER. 


A REGISTERED HOSPITAL For THE CARE anp TREAT- 

MENT or LADIES anp GENTLEMEN S8UFFERING FROM 

NERVOUS MENTAL DISORDERS. 

Within two miles of the G.W. and L.M. & S. Railway Stations 
at Gloucester, the Hospital is easily accessible by rail from 
London and all other parts of the United Kingdom. It is 
beautifully situated at the foot of the Cotswold Hills, and 
stands in its own grounds of over 300 acres. Voluntary Patients 
of both sexes also are received for treatment. Special accom- 
modation is also provided at five villa residences, all of which 
stand in their own grounds and are entirely separate from the 
main Hospital. 

For particulars as to terms, &c., apply to G. W.T. H. FLEMING, 
M.R.C.S., L.R.C.P., D.P.M., Physician Superintendent. 

Telephone : No. 6207 Gloucester. 


PORTSMOUIH CITY MENTAL HOSPITAL 


Accommodation is provided for the reception of PRIVATE 
PATIENTS of both sexes in three detached Villas, which are 
healthily and pleasantly situated in extensive er ounds with sea 
views 

Charges from 3 guineas weekly, including all necessaries except 
clothing.—Apply to the Medical eg EO and Resident 
Physician, THOMAS BEATON, O.B.E., M.D., F.R.C.P 


felegraphic Address : Telephone: 
“Relief, Old Catton.” 290 Norwich. 


NERVOUS & MENTAL AFFECTIONS 
Ladies only received 


‘Phe Grove, Old Catton, Norwich. 
A High- deen Home for the Curative Treatment of 
Nervous Affections. Voluntary Boarders are also received 


without certificates. 
For full particulars apply to the Misses MCLINTOCK or to 
Dre. 8S. BARTON, 34, Surrey-street, Norwich, Visiting Physician 


: 
| 
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THE WARNEFORD, OXFORD. 
HOSPITAL FOR MENTAL DISORDERS. 
President: The Right Hon. the LORD SAYE AND SELE 


This Registered Hospital for the Treatment and Care, at 
moderate charges, of Mental Patients belonging to the educated 
classes, stands in a healthy and pleasant situation on Headington 
Hill, near Oxford Voluntary and Temporary Patients are also 
received for treatment. The adjacent estate of HIGHFIELD 
PARK has recently been acquired and the house, which has 
been modernised and equipped with every comfort, is now 
available for mild and convalescent patients. Private suites 
can be arranged 


For further particulars apply to the Physician-Superintendent 
House, All Stretton, 
STRETTON, SHROPSHIRE. 


A PRIVATE HOME for the care and treatment of a limited 
aumber of Ladies Mentally Afflicted. 

Climate healthy and braciny. 

Apply to Dr. McCuintTocK, Proprietor and Resident Medical 
Superintendent. 


CHISWICK HOUSE, 


PINNER, MIDDLESEX. 
Telephone: PINNER 234. 


Church 


A Private Hospital for the Treatment and Care of Menta! and 
Nervous Illnesses in both Sexes. 

A modern country house, 12 miles from Marble Arch, in 
attractive and secluded surroundings. Fees from 10 guineas per 
week inclusive. Cases under Certificate, Voluntary and 
Temporary Patients received for treatment. 

DOUGLAS MACAULAY, M.D., D.P.M. 


CITY OF LONDON MENTAL HOSPITAL 
Near DARTFORD, KENT. 
Ladies and Gentlemen received for treatment 
under certificates, and without certificates as either 
VOLUNTARY or TEMPORARY PATIENTS, 
at a weekly fee of {£2 gs., and upwards. 


RUSSELLS 


Hemel Hempstead Road, 
WATFORD 
Telephone: WATFORD 5917 


A convalescent home for the care and treatment of mild and 
recoverable nervous conditions in both sexes. The house ie 
situated high up in 40 acres of grounds, 17 miles from London, at 
the termination of the Watford by-pass. One medical oftic er is 
in residence, and two others are in daily attendance. Fees from 
ten guineas @ week, inclusive. 


Apply : RESIDENT MEDICAL OFFICER. 


SPRINGFIELD HOUSE 


"Phone: BEDFORD 3417. Near BEDFORD 
For Mental Cases with or without Certificates. 


Ordinary Terms: Five Guineas per week (including Separate 
Bedrooms for all suitable cases without extra charge). 


For forms of admission &c., apply to the Resident Physician, 
CEDRIC W. Bower. 
InTERVIEWS In LonwDOm BY APPOINTMENT. 


FENSTANTON 


Christchurch Road, Streatham Hill, S.W.2 


A Private Home for the Treatment of LADIES 
with Mental and Nervous Disorders. Psycho- 
Therapy, Physio-Therapy, &c. 12 acres of grounds 


Apply: Dr. MADELINE R. LOCKWOOD, 
phone: TULSE HILL 7181 Resident Physician Superintendent. 


BROOKE HOUSE, CLAPTON 


A PRIVATE HOME for the treatment of Nervous and 
Mental Disorders in both sexes. Situated in nine acres of 
V’leasure Grounds. 


Voluntary, Temporary, and Certified Patients received. 
For further particulars apply— 
Dr. ERNEST ROLLINS, Resident Physiciam, 
TVel.: Amherst 1642 


Unrivalled suites of Baths—Turkish and Russian Baths, Aix and Vichy Douches, Massage ; 
Plombiéres Treatment. Studa Chair. Electric Installation for Baths and other Medical 
Purposes, Dowsing Radiant Heat, Infra-red Light, Artificial Sunlight, D Arsonval High 
Frequency, Diathermy, Nauheim Baths, Soapless Foam Baths, etc. Certified” Milk 


m own farm. 
Night attendance. 


Large Winter Garden. 
Over 60 trained Male and Female Nurses, Masseurs, Attendants, etc. 


Orchestra. | Special provision for Invalids. 


Resident Physicians: G.C.R. Hareinson, M.B., B.Ch., B.A.O. (R.U.I.), H. Rays Davins, 


B.A., M.B., B.Ch., B.A.O. 


other Baths. 
‘Phone 


Matlock 17 (3 lines). 


TERMS, 13s. to 18s. per day, include Turkish and 


Illustrated Brochure C.J. on request. 
‘Grams: Smedleys, Matlock. 


THE CLINIC 


20 Devonshire Place 
London, W.1 
Tet: Welbeck 4444 (20 lines) 


Fees 10 . to 18 gns. per 
8 Operating Theatres. 


Practitioner. 


A NURSING HOME FOR SURGICAL, MEDICAL 
AND MATERNITY CASES 


week (Average—14 gns.). 
Patients only received under the supervision of their own 
Medical 


Drugs and Dressings free (other than Proprietary Articles). 
Illustrated Brochure on application to ety 


150 State Registered Nurses. 
2 Resident Medical Officers 
(for emergencies). 


@PRHEUMA SPA, KINMEL HALL, 


ABERGELE, NORTH WALES 


Modern Spa Treatments, including Continenta! 
| Pistany Mud and Scotch Douche, for Rheumatic | 
} and similar disabilities. Resident Physician. | 
Excellent amenities and Recreational facilities, 

| 


IDEAL WINTER QUARTERS—REDUCED RATES 


ross Hospital. 


haring C 

> 

4 

Applications are invited for the post of HONORARY 
CLINICAL ASSISTANT in the X Ray and Electro-therapeutic 
Department. Honorarium £50 per annum, 

Candidates should have by preference the qualification of 
».M.R.E 

Applications, together with copies of three recent testimonials, 
should be sent to the undersigned not later than January 2nd, 
1939. 

GEORGE J. JONES, Secretary. 

Charing Cross Hospital, W.C.2. 
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ROYAL NAVAL MEDICAL 
SERVICE 


Vacancies exist for MEDICAL OFFICERS in the Royal Navy, and applications are 


invited for entry in March, 1939. 


Candidates below the age of 28 years are preferred, and they must be registered under 


the Medical Acts. 


No examination in professional subjects will be held but candidates will 


be required to attend for interview by a Selection Board. 


Selected candidates will be entered for Service for a period of three years, which if desired 
is usually extended to five years at the discretion of the Admiralty. 


Officers who leave the Service at the end of the initial period of three years will be eligible 
for a gratuity of £400, and those who leave at the end of five years for a gratuity of £1,000. 


At the end of five years’ Short Service permanent commissions will be given to selected 


officers who wish to make the Naval Medical Service their permanent career. 


Officers 


transferred to the permanent list will receive a gratuity of £1,000 (less Income Tax). 


Full opportunities exist for transfer to the permanent list. 


Marriage Allowance is paid 


under the same conditions as for other Naval Officers. 


Opportunities are available for officers on the permanent list for post-graduate study, 
to specialise, to take higher examinations and to obtain further qualifications. 


Copies of the regulations for entry 


and conditions of Service, including rates of pay, 


allowances and retired pay, may be obtained from the Medical Director-General of the Navy, 
Admiralty, S.W.1, and from the Deans of all Medical Schools. 


Applications for entry from intending candidates must be received not later than 


28th February, 1939. 


Hospital for Sick Children, 


Great Ormond-street, London, W.C.1. 


T he 


An OUT-PATIENT MEDICAL REGISTRAR (part-time and | 


non-resident) is required as early as possible in January. Salary 
£150 per annum 

An OUT-PATIENT AURAL REGISTRAR 
is required as early as possible in January. 
annum. 

These appointments are tenable in the first instance for 
one year, but may be held for a period of two years, subject 
to re-election. 

Candidates must possess a legal qualification to practise, 
and have held a responsible resident appointment at a General 
Hospital 

Applications must be received by NOON on Monday, the 
2nd January, 1939, and candidates must be prepared to attend 
forinterview by the Joint Committee at 4.45 P.M. on Wednesday, 
the 4th January, 1939. 

Full instructions and forms of application are obtainable 
from the undersigned 

HERBERT F. 


(part-time) 
Salary £175 per 


RUTHERFORD, Secretary. 


1938. 
[,ondon Chest _tospital, 
Victoria Park, 


(Bus, Tram and Rly. Cambridge Teeth, L.N.E. Rly.) 


December, 


REGISTRAR—Ear, Nose, and Throat Dept. 
(Part-Time). 
Applications are invited for the above post. 
The appointment will be for a period of one year. 
Honorarium £50 per annum. 
Applications, with copies of three testimonials, should be sent 
to the undersigned on or before 3rd January, 1939 


THOMAS Brown, Secretary. 
[London Chest Hospital, 
(Bus, 


(Male) 


Victoria Park, E.2 


Tram and Rly. Cambridge Heath, L. & N.E. Rly.) 


SURGICAL REGISTRAR (Male) (Part-time). 
Applications are invited for the above post. 
Four sessions a week, Tuesday and Friday mornings essential. 
a is for one year. Honorarium £100 per annum. 
»plications, with copies of three testimonials, should be sent 
to the undersigned on or before 3rd January, 1939. 
THOMAS BROWN, Secretary. 
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Hospital of St. John and St. Elizabeth, 
60, Grove End-road, N.W.8. 


Applications are invited for the post of RESIDENT HOUSE 
PHYSICIAN (Male). The post is recognised for the degree of 
M.D. London University. The appointment will be for six 
months from February Ist, 1939. Salary at the rate of £100 
per annum with full board. 

Applications, together with copies of aoe testimonials, 
should reach the undersigned by December 3 

Applicants will be required to attend a mee ae of the Medical 
Committee at 8.30 p.M. on January 3rd, 1939, at the Hospital. 


F. DupLEY Hosss, B.A., Secretary. 
L ondon 


County Couneil. 
Applications invited from Medical Practitioners of at least 
one year’s standing to undermentioned positions. Candidates 
must have held resident appointment in a general hospital 
for at least six months. Married quarters not available. 
ASSISTANT MEDICAL OFFICERS (Class_ I).—Salary 
£350-£25-£425, with board, lodging, and washing. 
(a) ee. GILES’ HOSPITAL, St. Giles’-road, 
S.E.5. Surgical experience desirable 
(b) St. JAMES’ Hosp ITAL, Ouseley-road, Balham, S.W.12. 
(Two positions.) (i) Surgical duties. (ii) Obstetric 
and gynecological duties 
Application forms obtainable (stamped, addressed foolscap 
envelope necessary) from Medical Officer of Health, Staff 
Division, 2, County Hall, Westminster-bridge, 3.E.1, returnable 
by 2nd January. 
Canvassing disqualifies 


Elizabeth Garrett 


HOSPITAL, Euston-road, N.W.1. 

Applications are invited from said Medical Women for 
the following posts :— 

HOUSE PHYSICIAN, Ist, 2nd, and3rd HOUSE SURGEONS, 
OBSTETRIC ASSISTANT. 

The _— are for six months, commencing Ist February, 
1939. Remuneration at the rate of £50 per annum, with board, 
residence, and laundry. 

Further particulars of the posts may be obtained from¥the 


Camberwell, 


Anderson 


undersigned, to whom applications should be sent with copies 
1 a testimonials, not later than Friday, 30th Decem 


JEAN R. Murray, Secretary. 


_ 
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Metropolitan Hospital,|| 


Kingsland-road, London, E.8. 


APPOINTMENT OF SECOND AURAL SURGEON. 
Applications are invited for the above post. Candidates 
must be Fellows of the Royal College of Surgeons, England. 
Bb Applications (24 copies) with recent testimonials, must be 
received by the 10th January, 1939, addressed to the under- 
signed, from whom further particulars may be obtained 
FRANK JENNINGS, House Governor and Secretary. 


(\onnaught Hospital, E.17. 


(118 Beds, with 4 Resident Medical Officers.) 


SENIOR RESIDENT SURGICAL OFFICER (Male) 
required. Salary £200 per annum, with residence, board, and 
laundry. Appointment for six months from 9th January, 
1939. Candidates must have their Primary Fellowship or be 
a Fellow of one of the Royal Colleges. 

Applications, stating age, nationality, qualifications, and 
experience, accompanied by copies of not more than three 
recent testimonials, should be received on or before 31st 
December, 1938. 


R. HALTON HARRISON, Secretary 


(juy’s Hospital Dental School. Appointments for 


ose Invited 4 the whole-time post of DENTAL 
C the appointment to begin as soon M | Oth 
after Ist January, 1939, as possible. Preference will be given e¢ 1¢a cers 
to a biochemist who is prepared to undertake work on dental 
diseases. The appointment will be for two years in the first 
instance with the possibility of reappointment. The stipend a 
will be at the rate of £400 per annum. | 1 Th 
Applications, accompanied by the names of three persons n i} 
to whom reference may be made, should be submitted not 
later than 3lst December, 1938, to the Dean, Guy’s Hospital 
Medical] School, S.E.1, from whom further particulars regarding 


the appointment may be obtained R¢ vY AL 
Hespit 


al for Consumption and Diseases 
OF THE CHEST, Brompton, S.W.3. 


The Committee of Management invite applications for the AIR F¢ IRCE 
post of HOUSE PHYSICIAN (for which there are three 
vacancies). The duties include work in the Out-patient 
Department as well as in the Wards. The appointment is 


Sev ots months, commencing February Ist, with an honorarium Medical men are invited to apply 
Applications, with copies of testimonials, must reach the for Short Service Commissions in 
undersigned not later than Saturday, 7th January, 1939 the Roval Air Force | 
Brompton, 8.W.3, December, 1938 Candidates must be registered 
R oval Eve Hospital, under the Medical Acts and be not 
) St. George’s-cireus, Southwark, 8.E.1 | more than 31 years of age on entry. 
Applications are invited for the following combined post — || I he period of service 1s 3 years— 
MEDICAL OFFICER for CHILDREN’S ORTHOPTIC CLINIC, ] | extendible to < vears. A gratuity of 
Monday mornings, salary £80 per annum 
CLINICAL ASSISTANT, Wednesday afternoons, honorarium | | £400 or £1,000 is payable at the ter- 
£20 per annum. | 
Applications to Secretary, closing date January 4th, 1939 | ap ot 3 or 5 years respectiv rob 
-rmanent co ssions are aw: 
Battersea General Hospital 
(85 Beds), London, S8.W.11. ina number of cases. These offer a 


| pensionable career with the oppor- 


MONORARY ANASTHETISTS tunity of extra leave on full pay for 
Applications are invited for the appointments of two Junior | | . 7 


Anesthetists. | specialised study. 

Applications, with full particulars of age, qualifications, and 
experience, with copies of two testimonials, should be sent to Applicants who hold—or are likely 
—e at the Hospital not later than 30th December, to hold—post-graduate appointments 

The duties will probably include the giving of Dental Anws- in civil hospitals may, on joining the 
oS lt aan are asked to state on what days and hours Royal Air Force, be seconded until 
Battersea General Hospital the termination of their sppoint- 

(85 Beds), London, 8.W.11. ments, (for a period not exceeding 


- one year) An antedate of commis- 
RESIDENT HOUSE PHYSICIAN sion, up to twelve months, is allowed 
Applications are invited for the appointment of Resident 
House Physician (Male or Female) for a period of six months for appointments held at approved 
commencing the Ist February, 1939. rj 
Salary £130 per annum, with board, residence, and laundry. hospitals. 
Applications, stating age, nationality, qualifications, and 
experience, with copies of three recent testimonials, to be sent ; , : 
to the Secretary at the Hospital not later than 30th December, Fuller information can be chtained 
1938. 


from The Director of Medical Services, 
George Hospital, Ilford (near Air Ministry, Kingsway, Londo». 
on) 


Applications are invited for the post. of CLINICAL 
ASSISTANT to Mr. Haro_tp Dopp, F.R.C.S. The appoint- 
ment is for twelve months. Honorarium £10 10s 

Applications should be addressed to the undersigned, by 
whom they should be received not later than January 12th. — 

G. AUSTIN HEPWORTH, Secretary and Superintendent. 


| 
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Reya! Free Hospital County of Brecon. 
Gray's Inn-road, London, W.C.1 


Applications are invited from —_ 

Medical Men for the following post : 

RESIDENT CASUALTY OFFICER. Duties to commence 

Ist February, 1939, for five months. Salary £150 per 
annum Previous resident experience is necessary 

Application form may be obtained from the undersigned, and 

should be duly filled in and returned on or before January 7th, 

1939 


King 


qualified and registered 


RIcHARD T 
George Hospital, 


London) 


BARTLEY, Secretary. 


Ilford (near 


Applications are invited for the post of HONORARY 
ASSISTANT PHYSICIAN to the King George Hospital. 
The temporary Assistant Physician is an applicant for the 
post 


Secretary and Superintendent. 


AUSTIN HEPWORTH, 
hest Hospital 


R oval 
City-road, E.C.1 


(Royal Northern Group of Hospitals.) 


Applications are invited for the following post : 
HOUSE PHYSICIAN (Male). Vacant Ist February 
period of six months. Salary at the rate 
annum, with board, residence, and laundry 
Applications, with copies of testimonials, should be sent by 
the 30th December to the undersigned, from whom the necessary 

forms of application and rules can be obtained 
GILBERT G. PANTER, Secretary 


Holloway, London, N.7 
Skin, 


for a 
of £100 per 


Royal Northern Hospital, 
Hospital for 


appmeeners are invited for the appointment of HONORARY 
ASSISTANT PHYSICLAN to the above Hospital. Candidates 
should be either Members of the Royal College of Physicians 
(London) or Fellows of the Royal College of Surgeons (England). 

Applications, with testimonials in support, must be sent before 
January 9th, 1939, to L. MUNDY, secretary - = Hospital for 
Diseases of the Skin, 71, Blackfriars-road, 3.E from whom any 


further information may be obtained 


Springfield Mental 


Upper Tooting, 3.W.17 

MEDICAL SUPERINTENDENT required to commence 
duty Ist March, 1939. With this appointment is combined 
that of psychiatrist to Westminster Hospital, London. Appli- 
cants must be registered under the Medical Act, possess the 
D).P.M., and be either Members or Fellows of the R.C.P. Age 
to be stated Previous mental hospital experience is essential, 
and the appointment is subject to the terms of the Asylums 
Officers’ Superannuation Act, 1909 Salary commences at 
£1200 per annum, rising by €50 per annum to £1500 per annum, 
together with emoluments, unfurnished house, fuel, light, 
laundry, and farm and garden produce—valned £200 per 
annum. The appointment will be subject to three months’ 
notice on either side 

Applications, accompanied by 
monials, to be addressed to the Medical Superintendent and 
received not later than 7th January, 1959 

Canvassing in any form will disqualify the applicant 


M¢tropolitan Borough of Shoreditch. 


APPOIN tT MENT OF AN ASSISTANT MEDICAL 
JFFICER OF HEALTH (Male) 

Applications a the above appointment are invited from duly 
registered Medical Practitioners 

The duties will be mainly clinical 
maternity and child welfare, but 
general public health 

The salary will be at the rate of £650 per annum, rising by 
annual increments of £50 to a maximum of £750 per annum, 
with an additional £50 per annum if the person appointed has 
the M.R.C.P. (London) 

The appointment will be subject to a medical examination 
and to the provisions of the Shoreditch and Other Metro- 
politan Borough Councils (Superannuation) Acts, 1922-37 

Applications must be made on a form to be obtained from the 
undersigned, and must be returned not later than noon on 
Monday, the 9th January, 1939 

Canvassing directly or indirectly will disqualify 

R. Cyrit Ray, Town Clerk 

Shoreditch Town Hall, Old-street, E.C.1 

20th December, 1938 


Rotherham General 


Diseases of the 
Blackfriars 


copies of three recent testi- 


and administrative in 
will also include duties in 


Hospital. 


HONORARY OPHTHALMIC SURGEON. 
The Hospital Committee invite applications for the post of 
Honorary Ophthalmic Surgeon at the above Institution. 
Prompt replies to this advertisement are desirable and full 
particulars can be obtained from the Secretary, G. W. ROBERTS, 
8, Moorgate-street, Rotherham. 
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APPOINTMENT OF DIST rey T MEDICAL OFFICER 
OF HEALTH 

Applications are invited for the appointment of District 
Me dic al Officer of Health for the combined areas of the Borough 
of Brecon, the Urban Districts of Builth Wells, Hay, and 
Llanw rtyd. and the Rural Districts of Brecknock, Builth’, and 
Hay (360,216 acres, population about 25,000) from Ist April, 
1939. 

Applicants must be registered in the Medical Register as the 
holder of a Diploma in Sanitary Science, Public Health, or State 
Medicine, and must not be over forty-five years of age at the 
date of application. 

The person appointed will be required to perform all the 
duties imposed on a Medical Officer of Health by Statute and by 
any Orders, Regulations, or directions from time to time made 
or given by the Minister of Health, and by any by-laws or 
instructions of the local authorities concerned in the appoint- 
ment applicable to the office, and to devote the whole of his 
time to the duties of his office. 

In addition he will be required to undertake the organisation 
of the Medical Services of the above districts forming part of 
the Air-raid Precautions Scheme for the county under the 
general directions of the County Medical Officer of Health and 
the County Co-ordinating Officer, and he may be required to 
undertake a certain amount of work in connexion with the 
medical services provided by the County Council 

Salary £800 per annum, together with an allowance 
pe r annum for trave lling, Subsistence, 
modation, and clerical assistance 

The appointment is subject to the approval of the 
of Health and is pensionable under the 
Government Superannuation Act, 1937 

Applications, giving age, medical qualifications, and previous 
experience (if any), together with copies of three gs testi- 
monials, must be received by me not later than Lith January, 
1939 

ALBERT JOLLY, Clerk to the Breconshire County Council 

County Hall, Brecon, 16th December, 1938 


Bereugh of Southall 


APPOINTMENT OF ASSISTANT MEDICAL 
OF HEALTH 
Applications are invited from duly 
and Women with a public health qualification for the position 
of full-time Assistant Medical Officer of Health 
The candidate must have had experience in the treatment of 
cases Of Infectious Diseases at an Isolation Hospital, experience 


of £100 
provision of office accom - 


Minister 
provisions of the Local 


OFFICER 
qualified Medical Men 


in Maternity and Child Welfare Work, and at least three years” 
experience in the practice of medicine 
The salary will be at the rate of £600 per annum, rising 


(subject to satisfactory service) by annual increments of £2 
maximum salary of £700 per annum, 
maintenance allowance 


5toa 
with an appropriate car 
according to the Council’s scale. <A 
deduction will be made from the salary in accordance with the 
provisions of the Local Government and Other Ofticers’ Super- 
annuation Act, 1922, and the appointment will be subject to 
the successful candidate passing the Council’s medical examina- 
tion in connexion therewith 

Copies of the application form and conditions of appointment 
can be obtained from the Medical Officer of Health at the Manor 
House, Southall, to whom applications, accompanied by copies 
of not more than three recent testimonials, must be delivered 
not later than 12 o’clock (NOON) on the 14th January. 1939. 

Canvassing any Member of the Council by or on behalf of 
any candidate is prohibited, and will result in the disqualifica- 
tion of that candidate, and each candidate is required to state 
whether or not he or she is related to any Member or Chief 
Ofticer of the Council 
LEY BROOKES, Town Clerk. 
19th December, 1938 


South Shields. 


Town Hall, Southall, 


][egham 


Middiese 


Infirmary, 
(183 Beds.) 


Applications are invited from qualified and registered Medical 
Men for the post of RESIDENT SURGICAL OFFICER. Salary 
£300 per annum, with board, residence, &c. Candidates must 
produce evidence of having had practical Surgical experience 
in a recognised Hospital. The appointment will be for a minimum 
period of one year subject to satisfactory service, otherwise 
to one month’s notice on either side 

Applications, stating age, qualifications, and experience, 
together with copies of not more than three recent testimonials 
(which will not be returned), to be forwarded to the undersigned 
The successful applicant will be required to commence duty on 
the Ist February, 1939 

JOHN PorTrer, House Governor and Secretary. 


Brmingham and Midland Eye Hospital. 


(114 Beds.) 


Prac - 
above 


Applications are invited from duly 
titioners for the post of HOUSE SU 
Hospital 

Salary £130 per annum (rising to £150 at the end of six months” 
satisfactory service) and £10 laundry allowance. 

The Resident Staff consists of a Resident Surgical Officer and 
three House Surgeons. 

Applications, with testimonials, and evidence of registration, 
should be forwarded immediate ly to the undersigned 

J. W. PEARCE, House Governor. 
Birmingham, 3 


Medical 
RGEON at the 


Church-street, 


¥ | 
| 
| 


THE LANCET, | 


THE LANCET GENERAL ADVERTISER 


[DEc, 24, 1938 


Borough of Middlesbrough. 


- LUKE’S — ‘TAL HOSPITAL, GROVE HILL, 
MIDDLESBROUGH. 


The Committee of Visitors invite applications for the appoint- 
ment of ASSISTANT MEDICAL OFFICER AND DEPUTY 
MEDICAL SUPERINTENDENT (Male) for the above- 
mentioned Hospital 

Candidates must be fully qualified and duly registered, and 
preference will be given to one who has held a resident appoint- 
ment in a General Hospital. 

The age of applicants unless with previous Mental Hospital 
service should not exceed thirty-five years 

Salary £500 per annum (no emoluments) rising by four annual 
increments of £25 to a maximum of £600, plus an extra payment 
of £50 per annum to holders of, or who may later obtain, the 
D.P.M. Unfurnished house on the Estate provided for which 
a sum of £50 per annum will be deducted from the salary to 
cover rent, rates, and water. 

The appointment is whole time and subject to the provisions 
of the Asylums Officers’ Superannuation Act, 1909. The 
appointment will be terminable by two months’ notice on 
either side. The successful candidate will be required to undergo 
a medical examination. 

Canvassing will disqualify. 

Applications, accompanied by copies of three recent testi- 
monials, should be sent to the undersigned not later than the 
ith January, 1939, endorsed “ Assistant Medical Officer and 
Deputy Medical Superintendent.”’ 

PRESTON KITCHEN, 
Town Clerk and Clerk to the Committee of Visitors. 

Town Clerk’s Office, Middlesbrough, 7th December, 1938. 


(Jounty Borough of Blackburn. 


ASSISTANT S¢ rock, MEDICAL OFFICER AND 

ASSISTANT MEDICAL OFFICER OF HEALTH (Male). 

Applications are invite ; from registered Medical Practitioners 
for the post of Assistant School Medical Officer and Assistant 
Medical Officer of Health (Male) to act under the supervision 
— Medical Officer of Health, who is also the School Medical 
Officer. 

The person appointed must devote the whole of his time to 
the service of the Corporation 

The duties of the office are general, although they will consist 
largely of work in the School Medical Department. Preference 
will be given to candidates holding a Diploma in Public Health, 
who have held resident appointments in General and Infectious 
Diseases Hospitals 

The salary will be at the rate of £600 per annum, increasing 
by annual increments of £25 to a maximum of £700 per annum 

The appointment is subject to the provisions of the Local 
Government and Other Officers’ Superannuation Act, 1922 

Forms of application and further particulars of the duties 
and conditions of the appointment may be obtained from the 
Medical Officer of Health, Victoria-street, Blackburn. 

Completed forms, together with copies of three recent 
testimonials, must reach me by Friday, the 6th January, 1939, 
and should be endorsed on the envelope “ Assistant School 
Medical Officer.’’ 

Canvassing, either directly or indirectly will be a disqualifi- 
cation. 


CHAS. S. ROBINSON, Town Clerk. 
Town Hall, Blackburn 


Qurrey County 


PUBLIC HEALTH DEPARTMENT. 


EPSOM COUNTY HOSPITAL. 


RESIDENT ASSISTANT T MEDIC AL OFFICER (Male). 

Applications are invited for the appointment, which will be 
vacant on Ist February, 1939, of Resident Assistant Medical 
Officer at the Epsom County Hospital. 

Applicants must have held a previous resident hospital 
appointment and should preferably have had experience in 
maternity work and minor surgery. 

The appointment is for a period of six months, renewable 
for a further period of six months, and the salary is at the rate 
of £250 per annum, together with full residential emoluments 
valued at £125 per annum. 

Applications, stating age, qualifications, and experience, 
and enclosing copies of not more than three recent testimonials, 
should be addressed to the Medical Superintendent, Epsom 
County Hospital, Dorking-road, Epsom, so as to be received 
not later than 3lst December, 1938. 

DUDLEY AUKLAND, Clerk of the Council. 

County Hall, Kingston-upon-Thames, 16th December, 1938. 

7 ; 
((oventry and Warwickshire Hospital, 
COVENTRY. 


Main Hospital, 307 Beds. 
Convalescent Hospital, 40 Beds. 


Applications are invited for the posts of OPHTHALMIC 
REGISTRAR and OPHTHALMIC CLINICAL ASSISTANT. 
Candidates must have had previous Ophthalmic experience. 
Applications to be made to the undersigned to be received 
not later than the first post on Saturday, December 31st, 1938. 
8. Ceci. House Governor and Secretary. 
December 12th, 1938. 


Couneil. 


(330 Beds.) 


U niversity of Durham. 


KING’S COLLEGE, NE WC: ASTLE-UPON-TYNE 


ASSISTANT BACTERIOL OGIST IN PUBLIC HEALTH 
LABORATORY. 

_Applications are invited from qualified medical Men o1 
Women for the above post. Post-graduate experience in the 
routine methods of a bacteriological laboratory is desirable 
The appointment is a temporary one in the first place, but a 
permanent appointment will shortly be made. The person 
will be required to take up duty at the earliest possible date 
Salary at the rate of £400 per annum 

Applications should be lodged as svon as possible with the 
undersigned. 


H uddersfield 


W. G. B. OLIver, Registrar. 
Royal Infirmary. 


(321 Beds. 


Male HOUSE SURGEON required to commence duty on 
5th January, 1939. 

Salary £150 per annum, with board, residence and laundry. 

Appointment for six months, subject to renewal at the 
discretion of the Board of Management. 

The Hospital is officially recognised for the Surgical practice 
required of non-members before admission to the Final Fellow- 
ship Examination of the Royal College of Surgeons of England. 

Applications, with copies of three recent testimonials, to be 
addressed to the undersigned immediately. 

H. J. Jounson, General Superintendent and Secretary. 


‘ssex County Couneil. 


JUNIOR RESIDENT MEDICAL OFFICER 

The County Council of the Administrative County of Essex 
invite applications for the appointme nt of a Junior Resident 
Medical Officer at the Oldchurch County Hospital, Romford. 

The appointment is for a period of one year and the salary 
will be at the rate of £250 per annum, together, with the usual 
indoor emoluments valued at £160 per annum. The successful 
candidate will be required to pass a medical examination, and 
~ be subject to the Council’s sick pay rules and regulations, 

a copy of which will be forwarded on application. 

Applications on the prescribed form obtainable from the 
undersigned should be addressed to me and delivered at the 
County Hall, Chelmsford, not later than 10 a.M. on Saturday, 
3ilst December, 1938. 

E. S. HoOLcroFt, Clerk of the County Council. 

County Hall, Chelmsford, 13th Decembe or, 1938 

Hospital. 


Harrogate Royal Bath 
(A National Hospital for Rheumatic and Allied Diseases.) 
(150 Beds.) 


Applications are invited for the post of RESIDENT 
MEDICAL OFFICER (Male) to commence duties beginning 
of February, 1939. 

Salary £200 per annum, with board, residence and laundry 

Exceptional facilities for research or preparation of thesis 

Applications, stating qualifications, age, &c., with copies 
of recent testimonials, to be forwarded to the undersigned. 


E. P. L. Drxon, M.A., Secretary. 


Royal United Hospital, Bath. 


HOUSE PHYSICIAN required for Ist January, 1939. Resi- 
dent Staff of two House Physicians and three House Surgeons 

Duties include some Casualty. Salary £150 per annum, board, 
residence and laundry. 

The appointment is for six months, and candidates must be 
Male, unmarried, and of British nationality. 

Applications, with copies of three testimonials, to be addressed 
to the undersigned by December 27th. 

J. LAWRENCE MEARS, Secretary-Superintendent 
13th December, 1938. 


W atford and District Peace Memorial 


HOSPITAL. 
Beds.) 


Applications are invited in the following pont for a period 
of six months commencing Ist February, 1939 : 
HOUSE PHYSICIAN (Fe Boag 

Salary at the rate of £150 per annum, with board and laundry 

Applications, stating age, nationality, and qualifications, 
together with three testimonials, to be forwarded to the under- 
signed not later than 3lst December, 1938. 


H. FLETCHER, Secretary. 
A neoats Hospital, 


Manchester, 4. 
ASSISTANT PATHOLOGIST, Lady or Gentleman, whole- 
time appointment—no private work allowed. Salary £400 
per annum; live out. Luncheon and tea provided. The 
appointment is for twelve months and is renewable. 
Applications for the above post, stating age and particulars 
of qualifications and experience, to be forwarded to the under- 
signed on, or before 4th January, 1939, together with copies of 
three recent testimonials. 
By Order of the Board, 
HERBERT J. DAFFORNE, General Superintendent and Secretary 
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Babies’ 


THE LANCET, | 
Hospital 
NEWC 


T he 
ASTLE-ON-TYNE 


Non-resident MEDICAL OFFICER required February Ist. 

The duties are those of a Resident Physician and the post 
offers Opportunities for study and research work. The appoint- 
ment is for six months, which may be extended to twelve 
months Salary £160 per annum 

Applications, with two testimonials and particulars of previous 
appointme nts held, must be sent by January 4th, to the 


Secretary, Babies’ Hospital, West Parade, Newcastle-on-Tyne. 
(the shire Education Committee. 
ASSISTANT SCHOOL MEDICAL OFFICER (Woman) 


Applications are 
whole-time post as 
at Altrincham 

Candidates must have had at least three years’ practical 
experience in their profession and be not more than forty-five 
years of age 

Commencing salary £500, 
> per cent 


invited from qualified single 


Women for a 
Assistant 


School Medical Officer, to reside 


rising by £25 annually to £700 (less 
for superannuation). Travelling expenses on County 


scale 
Forms of application, containing full particulars of appoint- 
ment, may be obtained from the undersigned and must be 


received, duly completed, not later than the 
IAN MACKAY, M.B., Ch.B 
24, Nicholas-street, Chester 


Pitkenhead Education 


ASSISTANT SCHOOL MEDICAL OFFICER. 

Applications are invited for the position of Assistant School 
Medical Officer at a salary of £500 se annum, rising by annual 
increments of £25 toa maximum of £700. The post is designated 
under the Local Government and Other Officers’ Superannuation 
Act, 1922, and will carry with it the designation of “ Assistant 
school Medical Officer and Assistant Medical Officer of Health,’ 

In fixing the commencing salary within the scale regard will 
be paid to previous recognised service. 

he duties will mainly consist of the inspection and treatment 
of children attending schools in the borough 

Applicants must be duly qualified Medical Practitioners with 

yerience, and must hold the Diploma of Public Health. 

he person appointed will be required to reside within the 
borough. 

Canvassing, either directly or indirectly, 
a disqualification. 

Particulars of the appointment and form of application may 
be obtained from Dr. D. Morley Mathieson, Medical Officer, 
9%, Hamilton-square, Birkenhead, and applications must be 
delivered not later than January Lith, 1939, to 
G. B. DEMPSEY, Director of Edneation 
Hamilton-sqnare, Birkenhead 


[oast Riding Mental Hospital, Beverley. 


The Visiting Committee of the East Riding Mental Hospital 
invite applications from registered Medical Practitioners for 
the appointment of DEPUTY MEDICAL SUPERINTENDENT 
(Male) of the Hospital at a commencing salary of £600 per annum, 
increasing by annual increments of £25 to a maximum of £700 
per annum, together with emoluments comprising unfurnished 
house (rent and rates free), and garden produce. The appoint- 
ment will be subject to the provisions of the Asylums Officers’ 
Superannuation Act, 1909 

Applicants must have had previous mental hospital experience 
and be not more than forty years of age. 

Applications must be made on forms to be obtained from 
the undersigned, to whom they must be returned together 
with copies of three recent testimonials not later than the 
lith January, 1939 

GODFREY MACDONALD, Clerk of the Visiting Committee 

County Hall, Beverley, 19th December, 1938 


(ity of Leicester. 


RESIDENT MEDICAL OFFICER. 

Resident Medical Officer (Male) required for the 
ISOLATION HOSPITAL AND SANATORIUM, Groby-road 

Appointment for a period of six months, renewable if service 
is satisfactory for a further period of six months. 

Salary at the rate of £300 per annum, with the usual resi- 
dential emoluments. The officer appointed may be required 
to assist with Infant Welfare work 

Applications, on forms to be sauptied. to be sent to the 
undersigned not later than the llth January, 1939 

E. K. MACDONALD, Medical Officer of Health. 

Health Offices, Grey Friars, Leiceste r, December, 1938 


Royal Salop Infirmary, Shrewsbury. 


(150 Beds.) 


APPOINTMENT OF TWO HOUSE SURGEONS. 
Applications are invited from fully qualified unmarried 
Gentlemen for the posts of Resident House Surgeons, vacant in 
January, 1939. 
Salary £160 per annum, with board, residence, &c. 
The appointments are for six months, subject to reappoint- 
ment 
Applications, stating age, qualifications, experience, and 
nationality, accompanied by copies of three recent testimonials, 
to be sent to the srsigned forthwith 
W. NOBLE, Secretary -Superintendent. 
14th’ ‘Dec “ernber, 1938 


9th January, 1939, 
, School Medical Officer. 


will be regarded as 


Education Offices, 


OIry 


Board Room, 


36 


Committee. 


Rove! Salop 


APPOINTMENT OF RESIDENT HOUSE PHYSICIAN. 

Applications are invited from fully qualified unmarried 
Gentlemen for the appointment of Resident House Physician, 
vacant in January, 1939. 

Salary £160 per annum, with board, residence, &c. 

The appointment is for six months, subject to reappointment. 
Resident Staff comprises Resident Surgical Officer, Resident 
House Physician, and two Resident House Surgeons. 

The Resident House Physician is Resident Officer to the 
Medical Wards of the Hospital under the direction of three 
Honorary Physicians 

Applications, stating age, qualifications, experience, 
nationality, and accompanied by copies of three recent testi- 
monials, to be sent to the undersigned forthwith. 

J. W. NOBLE, Secretary-Superintendent. 

Board Room, 14th December, 1938. 


[) undee Royal 
RADIOLOGIST 


The Directors invite applications from fully qualified Radio- 
logists for a whole-time appointment in this Hospital. Candi- 
dates must be registered Medical Practitioners, holding a 
Diploma in Radiology, and having adequate experience of the 
therapeutic administration of X-Rays and Radium 

Salary at the rate of £750 per annum, with participation in 
fees for treatment of paying patients, and with a guaranteed 
minimum remuneration of £1000 per annum. Copy of con- 
ditions of appointment and particulars of duties may be 
obtained from the Medical Superintendent 

Applications and testimonials (twenty-four copies of each) 
should be lodged with the undersigned on or _ before 
25th January, 1939 

W. F. 


Infirmary, 
(150 Beds.) 


Shrewsbury. 


Infirmary. 


FERGUSON, Secretary. 


Sheffield. 


Royal Infirmary, 
| he 


The Board of Management invite applications for the post 
of SENIOR CASUALTY OFFICER. Salary is at the rate of 
£150 per annum, with board and residence, and the appoint- 
ment will be tenable for the six months’ period commencing 
Ist January, 1939. This post is next in seniority to that of 
the Resident Surgical Officer 

Applications, with copies of testimonials, to be sent to the 
General Superintendent and Secretary forthwith. 

l7th December, 1938. 


x ing Edward VII Hospital, Windsor. 
(200 Beds.) 


Dundee. 


Royal Infirmary, 


(476 Beds.) 


A vacancy occurs on the a Medical room, for an 
HONORARY ASSISTANT OPHTHALMIC SURGEO) 

Applications stating qualifications and experience to reach the 
Secretary at the above Hospital by December 31st 
Bracebridge Heath Hospital, 


LINCOLN. 


near 


DEPUTY MEDICAL SUPERINTENDENT 

The Committee of Visitors invite applications for the above 
whole-time appointment from gentlemen under thirty-five years 
of age, who are duly qualified and registered Medical Prac- 
titioners 

The commencing salary and emoluments will be £700, 
by annual increases of £25, subject to satisfactory 
the Committee, to a maximum of £750. 
per annum will be paid for the D.P.M., this Diploma being 
considered an essential by the Committee. The nature and 
value of the emoluments will depend on whether the successful 
applicant is married or single. Details of emoluments will be 
attached to forms of application. 

The successful candidate will be required to pass satisfac- 
torily a medical examination and to join the scheme under the 
Asylums Officers’ Superannuation Act, 1909. The appointment 
is subject to one month’s notice on either side 

Form of application can be obtained from the Clerk of the 
Hospital and should be returned to the Medical Superintendent 
not later than 9 A.M. on Thursday, January Sth, 1939, accom- 
panied by copies of three recent testimonials 


(Jounty Borough of Brighton. 


SANATORIUM AND INFECTIOUS DISEASE HOSPITAL. 


rising 
service to 
An additional £50 


Applications are invited for the post of Male JUNIOR 
RESIDENT MEDICAL OFFICER. 

Salary £250 per annum, with board and lodging. 

The appointment is for a period of six months. 

The post is designated under the local Government and 
Other Officers Superannuation Act, 1922, and the successful 
candidate will be required to pass a R.-- al examination before 
being appointed to the position. 

Particulars and form of application can be had from the 
undersigned. 

Applications must be delivered at my office before 10 a.M. 
on Tuesday, January 3rd, 1939. 

DUNCAN FORBES, Medical Officer of Health. 

Royal York-buildings, Brighton, 1, 12th December, 1938. 


| 
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(jounty Borough of Brighton. 


APPOINTMENT OF MEDIC AL OFFICER OF HEALTH 

The Council invite applications for the appointment of 
Medical Officer of Health at a salary of £1250 per annum, 
rising by annual increments of £50 to a maximum of £1750 

Forms of application, together with the qualifications, 
duties, and conditions required or attached to the position, may 
be obtained from me. 

Applications (with copies of three recent testimonials, and 
«endorsed ‘* Medical Officer ’’) must be delivered at my office 
before 10 o’clock in the forenoon of Tuesday, the 10th day of 
January, 1939. 

Canvassing either directly or indirectly will disqualify. 

G. Drew, Town Clerk 

Town Hall, Brighton, 19th December, 1938 


o f heeds. 


PUBLIC HEALTH DEPARTMENT. 
ST. JAMES’S HOSPITAL. (1330 Beds.) 


RESIDENT MEDICAL OFFICER (Male). 

Applications are invited for the above appointment, the duties 
of which are entirely medical. Candidates must be single, and 
should have had considerable experience in general medicine 
and possess one of the higher qualifications. The position 
offers excellent opportunity for extensive experience in medicine 
The person appointed will be required to work under the direction 
of the Medical Superintendent and in association with the 
Visiting Physicians. He will also have the supervision of the 
immediate clinical work of four House Physicians 

Under the present -scale of salaries of the Corporation the 
commencing salary for the post is £350 per annum, and the 
maximum £450 per annum, with annual increments of £25, 
subject to satisfactory service. The first increment will take 
effect on the Ist April following the completion of twelve months’ 
service. Board, residence, and laundry are provided, these 
emoluments being valued for superannuation purposes at £120 
per annum 

The person appointed will be required to pass a medical 
examination and to contribute to the Superannuation Fund 
established under the Local Government and Other Officers’ 
— rannuation Act, 1922. 

‘he appointment will be terminable by one month’s notice 

Applications, on a form to be obtained from the undersigned, 
toge ‘ther with copies of three recent testimonials, and endorsed 

* Resident Medical must be received at the Public 
Health Department, , Market-buildings, Vicar-lane, Leeds, 1, 
not later than 10 A -" on Monday, 9th January, 1939. 

Canvassing in any form, either directly or indirectly, will be 
a disqualification 

J. JOHNSTONE JERVIS, Medical Officer of Health. 

7 he 


Lawn, Lincoln. 


ASSISTANT MEDICAL OFFICER required. 

Medical Woman, with Mental Hospital experience or working 
for D.P.M. preferred. 

Salary £300 per annum, with emoluments. Apply, Medical 


Superintendent. The Lawn. Lincoln. 
City of Birmingham. 
DUDLEY-ROAD HOSPITAL. (926 Beds.) 

Applications are invited from fully qualified Medical Practi- 
tioners for whole-time appointment as JUNIOR MEDICAL 
OFFICER (Male) at the Dudley-road Hospital, Birmingham. 
The appointment will be for a period of six months, but may be 
extended for a further period of not exceeding six months. 
Salary at the rate of £200 per annum and full residential 
emoluments. 

Further particulars may be obtained from the Medical 
Superintendent at Dudley-road Hospital, to whom applications, 
stating age, — rience, and qualifications with copies of recent 
testimonials 10uld be forwarded not later than Thursday, 
December 29th, 1938 


1%) ast Suffolk and Ipswich Hospital. 
4 (350 Beds. 8 Residents.) 

Wanted, ist February, 1939, HOUSE SURGEON (Male— 
British) to a General Surgeon and Assistant General Surgeon. 
The Hospital is recognised by the Royal College of Surgeons 
in respect of this post. Salary at the rate of £144 per annum, 
with board, apartments, and laundry. 

Applications, stating age, qualifications, and experience, to 
be sent to the undersigned, together with copies of three recent 
testimonials. 

ARTHUR GRIFFITHS, Secretary. 

The Hospital, Ipswich, 17th December, 1938. 


‘[{he_ Royal Army Medical Corps 


ASSOCIATION, 85, Eccleston-square, S.W.1 (Telephone ¢ 
Victoria 2722), supplies qualified Dispensers, Book-keepers, 
Laboratory Assistants, Sanitary Assistants, Male Nurses, Menta} 
and Special Treatment’ Orderlies, Denta! Clerk Orderlies, Porters, 
Caretakers, &c., without charge to respective employers 


'ypewriting .—Specialists in ‘l'yping 

Medical and Scientific Papers, Lectures, Theses, and 
Books. Highest recommendations. Shorthand typists always 
available. Proof-reading, indexing. Translations in al] European 
languages.—Margaret Watson Ltd., 16, Palace Chambers, 
Bridge-street. S.W.1. WHItehall 3838. 


Vine was TOM LONG, and hers was 


choes.- 
Both had our favourite Christmas ‘‘ box !”’ 


Several Good Secondhand Microscopes 


and Objectives, by Ross, Zeiss, Watson, &c., to be cleared 
at very low prices. Details on applic vation.—City Sale and 
Exchange (1929), Ltd., 93-4, Fleet-street, E.C 4. 


[L,ondon.— Cora Hotel 


Upper Woburn-place, near B.M.A. Headquarters 
Accommodates 235 visitors. Modern comforts. 
Excellent table. A.A. and R.A.C. recommended. 
Room, bath, and table d’héte breakfast, Ss. 6d. 


Resident Patients.—Doctors desiring 
accommodation for private patients (mental. neuras- 
thenic, invalid, &c.) may have, post free, illustrated KOOKLET 
describing residences, &c., of numerous colleagues in all parts 
town, country, and seaside—-who receive such patients.—-Apply, 
Manager, British Medical Bureau, Tavistock House South. 
Tavistock-square, London, W.C.1 


TO LET 


acancies for Ladies beautiful 
Country House (not nursing home). Senile not objected 
to..-Weald House, St. Neots, Hunts 

| arley-street. — In Physician’s own 


House, Consulting-room Suite, handsomely decorated. 
Name plate and all services, £250 per annum; also part-time 
room with plate. Furnished treatment rooms and X ray avail- 
able.—Address, No. 513, THE LANCET Office, 7, Adam-street, 
Adelphi, W.C.2. 


For available 


CONSULTING ROOMS, PROFESSIONAL 
HOUSES AND FLATS 


In Harley Street and the medical area generally including Mayfair 


LEY CLARK and PARTNERS 


Auctioneers, Surveyors, and Valuers 
3a, WIMPOLE STREET, CAVENDISH SQUARE, W.! 


Represented in Cannes, Nice, Monte Carle 
Telephone: LANgham 1095 (3 lines) 


Hatley Street and District.—A number 


of excellent CONSULTING ROOMS are available for 
full and part-time use at moderate rents. Particulars on 
application.— ELecoop & Co., 10, Henrietta-place, Cavendish - 
square, W.1. Lang. 2601 


PEACOCK & HADLEY, Ltd. (‘sss) 


MEDICAL TRANSFER AGENCY, 
67-68, Chandos Place, Bedford Street, Strand, W.C.2. 


Wires: HERBARIA, LESQUARE, LONDON. 
me : Temple Bar 5564. 


This old-established reliable Agency negotiates the Sale of 
PRACTICES AND PARTNERSHIPS on _ reasonable terms 
which can be obtained on application. LOCUM TENENS 
AND ASSISTANTS supplied free of charge to Principals 


LEE & MARTIN, Ltd. (st. 1877 


MEDICAL AGENTS 
71, TEMPLE ROW, BIRMINGHAM. 

‘Grams: ‘Locum, Birmingham.’’ ’Phone: Midland 50... 
TRANSFER OF PRACTICES AND PARTNERSHIPS ARRANCED 
Accounts Audited and Income Tax Accounts Prepared 
FINANCIAL ASSISTANCE AFFORDED ON REASONABLE TERMS 


Reliable and Efficient Locums supplied at short notice 
alse Assistants. 


THE OLDEST AND LEADING MEDICAL AGENCY 


PERCIVAL TURNER 


25, MAIDEN LANE, STRAND, W.C.2 
(Corner of Bedford Street) 


Telegrams : * Epsomian, London.”’ Phone : Temple Bar 901! (3 lines 
After office hours: Walton-on-Thames 1785. 


Commission chargeable in respect of the sale of a 
practice or share is limited to £50 where the business 
is left solely in our hands. 


| 
. 
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BOVRIL MEDICAL AGENCY, Ltd. 


ALDINE HOUSE, 
10-13, BEDFORD STREET, STRAND, LONDON, W.C.2. 


Telegrams: BOVMEDIOAL, LESQUARE, LONDON. : TEMPLE BaR 1616 (3 lines). 
Chairman and Managing Director, Dr. J. FIELD HALL 


The Maximum Commission payable on the sale of any Practice or Partnership in Great Britain, placed 
exclusively in the hands of this Agency is £50 (fifty pounds) which sum covers goodwill, drugs, surgery, 
fittings, fixtures and furniture, instruments and book debts, but not house property. Schedule of Terms 
will be forwarded on application. 


NO OHARGE IS MADE TO PRINCIPALS FOR THE INTRODUCTION OF LOCUM TENENS OR ASSISTANTS. 
Accountancy and Legal Services furnished by the Agency, where desired, at moderate inclusive charges. 


PRACTICES AND PARTNERSHIPS FOR SALE. 


1 WEST LONDON.— Old-estab good-class, non-dispensing Appts. worth nearly £200 P a. Good house (ample 
PRACTICE, averaging for last 3 years £2366 p.a Fees accommodation) rent £35 p Premium £3000. 
mainly 10s. 6d. and 21s toomy flat, conveniently 9. YORKS.—NEAR LARGE TOWN Old-estab. PRACTICE 
situated inc. rent £275 p.a. Practically no expenses. averaging £1440 p.a Panel of about 875 and several 
Efficient introduction given appts. Good house in own grounds with all modern 
2. LONDON, 3.E.—-One-half Share in good mixed PRACTICE conveniences 
averaging £2347 p.a Panel about 1750, appointment 10. LADY DOCTOR’S PRACTICE.—ATTRACTIVE COUN- 
worth £150 p.a. Well situated convenient house, rent TRY DISTRICT.—Well-estab. mixed-class PRACTICE 
£90 p.a. Premium 2 years’ purchase producing about £700 p.a., including panel and an appt 
OUTLYING NORTHERN SUBURB.—One-fourth Share worth about £50 p.a. Suitable house available on rental. 
in very good mixed PRACTICE rapidly increasing and Reasonable premium for quick sale, owing to ill health. 
estimated to produce about £3000 this year Panel 11. SURREY.—RIVERSIDE SUBURB.—PARTNERSHIP. 
5-6000. Visits mostly 5s. Choice of houses —One-fourth Share in old-estab. Practice. Average 
!. MIDLANDS.—-COUNTY TOWN. Very old-estab. steadily gross cash receipts for past 3 years £4600-£4700 p.a. 
increasing PRACTICE producing last 12 months £3937 Panel of 3000. Suitable house available. Premium 
Panel of 3000. Appts. worth about £160 p.a. Moderate 2 years’ purchase. 
expenses Good house (ample accommodation), rent 12. LONDON, S.E.—PLEASANT RESIDENTIAL SUBURB. 
£100 p.a. Sport of all kinds. Good schools. Premium —PARTNERSHIP.—One-half Share in very sound old- 
£5756 estab. mixed-class Practice. Receipts stated to average 
NORTHERN SEAPORT.—Three-fourths Share in well- between £3000-£3100 p.a. Panel of 3100. Appoint- 
estab. PRACTICE averaging for last 3 years £3700 p.a ments worth about £280 p.a. Good house with large 
Panel of 800. Appts. worth £200 p.a. Good freehold garden (6 bedrooms, &c.). Rent £100 p.a. Premium 
house Garden Garage Price £1500 Reasonable 2 years’ purchase. Ingoing partner should be English ; 
premium for quick sale. Ingoing partner must be experi- or Scottish, 30 or over, and preferably married. 
enced and keen on medicine. M.R.C.M. advantageous 13. HOME COUNTIES.—ATTRACTIVE RESIDENTIAL 4 
SOUTH OF ENGLAND SEAPORT Very sound increasing DISTRICT WITHIN EASY REACH OF TOWN.— 
PRACTICE averaging £1015 p.a. Panel of 1200. House, PARTNERSHIP.—Two-fifths Share in  well-estab. 
with 3 reception, 5 bedrooms, rent £100 p.a. Premium good mixed-class Practice. Receipts approximately 
2 vears’ purchase. Vendor retiring £4800 p.a. Panel of 2700. Fees from 3s. 6d. to 21s. 
DEATH VACANCY WILTS Unopposed increasing Suitable house available. Premium 2 years’ purchase. 
country PRACTICE within reach of 3 large towns. Gross Ingoing partner should be experienced, 30-40, and 
cash receipts over £800 p.a. Panel of 500. Convenient referably have a University degree. 
house in good re pai Reasonable offer for quick sale. 14. NORFOLK.—POPULAR HOLIDAY RESORT.—Good- 
s. N. WALES NOPPOSED COUNTRY PRACTICE IN class PRACTICE averaging £530 p.a., including panel 
BEAUTIFU L DISTRICT.—Estab. over 60 years and of 122 and small appointments. Fees from 3s. 6d. } 
held by vendor (who is obliged to give up through ill Good house (4 bedrooms, &c.). Large garden. Moderate 
health) for past 2 years. Gross cash receipts between premium. Considerable scope, Vendor retiring. Sport 
€1500-£1600 p.a Panel produces about £530 p.a. of all kinds. Good schools. 


An investment yielding 43% p.a. compound, free 


of tax, and life assurance cover for nothing. 


HAT is what a 15 year With Profits Endowment Assurance, with a 
first class British Office, amounts to at the present time for a 
man aged 35 next birthday. A policy for £1000 shows a profit of 
over £400 on a net outlay of approximately £918 spread over 15 years. 


In the event of the death of the policyholder before the maturity 
date, the full sum assured, plus profits to the date of death, 
payable to his dependents. 


The figures quoted assume that the present rate of bonus and income 
tax will be maintained throughout the period of the contract. 


For a slight extra, premiums may be paid by monthly instalments . 
by Banker’s Order. 


Suggestions applicable to your own case will be sent gladly on 
receipt of a note of your date of birth and the amount which you 
can set aside each month. 
BOVRIL MEDICAL AGENCY, LTD., ALDINE HOUSE, 10-13, BEDFORD STREET, STRAND, W.C.2. 
PUBLISHED by the PROPRIETORS, THE LANCET LIMITED, 7, Adam Street, Adelphi, in the County of London, 
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“ALL Mind Teeuchts and ALL Good Wishes for Christmas, 
ibs NEW YEA ond ALL TIME, to ALL from HALL.” 


IM POR TANT NOTICE 
EMBERS OF THE 
DIC. AL PROFESSION 


'S OF ! for GENTLEMEN of DISCRIMINATING 
TA a »s, © tted, and Moulded to each individual figure, made 
tuan iy-made clothes. 


The iovalenble Practical "Repeat and Advice of our 14 Expert West 
Bad Cutters and Fitters is always at your disposal. 
All *“* HALLZONE " Productions are 
HAND-FINISHED IN EVERY — DETALL. 
Ss FER 


JACKET & YEST (in black or ; grey) £4 4s. 
Lined Best Quality Art Satin, Art Silk or Alpaca 
SOLID FANCY WORSTED TROUSERS, = 2s. 
THE Ideal Suit for Pro 


to measure fromm £5 5a. 
£6 68. 
DRESS SUITS from £10 108. 
FOUR SUITS 


-from £6 68. 
THE IDEAL Suit for Country and Sporting Wear. 
GOLD MEDAL RIDING foe Connery from £2 2s. 
RIDING HABITS from £10 10s. RIDING BOOTS from £3 3s. 
COSTUMES & LONG COATS from £6 68, 
UNSOLICITED APPRECIATION. 

Hers tell t ly advise all medical men who wish to have satisfaction to patronise 
Lid., as all the clothes I have had from them during 35 years have 

in Fis, Cut, and Finish.” (Signed) S.J.A.,M.A., M.B., F.R.C.P.S. 

PATTERNS POST FREE. 
Perfect Fit Guaranteed from Simple Seif-Measurement Form or Pattern 
Garments. 


SUITS 
DINNER SUITS frem £8 8s. 


Visitors to London can order and fit same day. Special Patterns 
would then be cut and Fi supplied after without 


** THE" Coat, Breeches, Habit, & Costume Specialists, 
181, OXFORD STREET, W.1 149, CHEAPSIDE, E.C.2 


Telephones : 
GERrard 4905, 4906, & Ft NATional 
Makers of Finest Quality Bespoke, Civil, Sporting, and 


17. 
unting Clothes 
for Ladies and Gentlemen. 
Hishest Awards. 12 Gold Medals. Est. over 40 years 


| A _ HANDMAID to the HOSPITALS 
Your Help is Needed by the 


ROYAL SURGICAL 
AID SOCIETY 


which Supplements the Work of the 
Hospitals 
by Providing the Afflicted Poor with 


SURGICAL APPLIANCES 


of every description, upon the certificate of a 
Surgeon and the Rec dations of Subscribers. 


Over 1,530,000 Appliances already supplied. 


Annual Subscription of £1 | 0 
or Life Subscription of £10 10 0 


Entities to Four Recommendations per Annum. 


The number of recommendations increasing in proportion to 
the amount of subscription or donation. 


Patron: HIS MAJESTY THE KING. 


lead Office: 


SALISBURY SQUARE, FLEET STREET, 


HE repair of a 

bad freeze-up in 
a cylinder block or 
radiator is a lengthy 
job. 
Frost deprives many 
motorists of their 
carsfor long periods. 
Doctors cannot 
afford to run this 
risk. It isn’t worth 
it when, for a few 
shillings spent on 
Bluecol, they can 
insure against frost 
damage for the 
whole winter. 
Bluecol —the safe 
anti-freeze may be 
added to the 
radiator water in 
various quantities 
according to the 
degree of protection 
required. 


Write for the Bluecol 
Recommendation Booklet 
which gives the appro- 
priate quantities required 
for every make of car. 


ENSURE 
against 
Frost Damage 


PER CAN 


S. SMITH & SONS 
(Motor Accessories) Ltd. 


CRICKLEWOOD 
LONDON, N.W.2 


The safe 


ANTI-FREEZE 


| 
| 

| 

from 


GENERAL ADVERTISER 


Always indicated in— 


TONSILLITIS - PHARYNGITIS - LARYNGITIS - BRONCHIOLITIS 


Write for sample and literature Made in England 
THE DENVER CHEMICAL MANUFACTURING COMPANY, 12, Carlisle Road, London, N.W.S. 
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KIMPTON PUBLICATIONS— 


NEW (EIGHTH) EDITION JUST READY 


ESSENTIALS OF MEDICAL ELECTRICITY 
By ELKIN P. CUMBERBATCH, M.A., B.M.(Oxon.), D.M.R.E.(Camb.), F.R.C.P 


Eighth Edition. Revised and Enlarged. Demy Octavo, xiv+528 pages, with 15 Plates and 147 Illustrations 
Cloth. Price 12s. net. (Postage 6d.) 


In this new edition accounts have been added of the short-wave method of treatment and of the more recently introduced inductothermic 
method, more especially for the production of therapeutic fever. All the electrothermic methods of treatment, surgical as well as medical, 
and the types of high frequency current best suited for each one are surveved 


UP TO DATE. NEW (THIRD) EDITION JUST READY 


TEXTBOOK OF PATHOLOGY 


By WILLIAM BOYD, M.D., M.R.C.P.(Edin), F.R.C.P.(Lond 
Third Edition. Thoroughly Revised. Royal Octavo, 1,064 pages, with 459 Engravings and 16 Coloured 
Plates. Cloth. Price 45s. net. 


Much new material and many new illustrations have been added to this edition. 


NEW (THIRD) EDITION THIS DAY 


INTERNAL MEDICINE: Its Theory and Practice 


Edited by JOHN H. MUSSER, B:S., M.D., F.A.C.P. 
Third Edition. Thoroughly Revised. Royal Octavo, 1,428 pages Illustrated Cloth. 
Price 45s. net 


** An enlightened book which can be warmly recommended to the student and the expert."—The Lancet Review of Previous Edition 


NEW BOOK JUST READY 
REFRACTION OF THE EYE 


By ALFRED COWAN, M.D. 

Royal Octavo, 319 pages, with 172 Engravings and 3 Coloured Plates. Cloth, 
Price 21s. net. (Postage 6d.) 

This book not only clarifies the subject of refraction, but it will make far more effective the use of the various instruments and charts involved 


in this field. The methods of determining the refraction of the eye and the management and optical treatment of ametropia are fully covered. 


NEW (SECOND) EDITION READY NOW 


A TEXTBOOK OF HISTOLOGY 


Functional Significance of Cells and Intercellular Substances 
By E. V. COWDRY 
Second Edition. Enlarged and Revised. Large Octavo, 600 pages, illustrated with 323 Engravings, some 
in Colours. Cloth. Price 31s. 6d. net. (Postage 9d.) 


The book is no ordinary compilation but rather a mine of authoritative, up-to-date information and interpretation. 


NEW (SECOND) EDITION JUST READY 


CLINICAL LABORATORY METHODS AND DIAGNOSIS 


By R. B. H. GRADWOHL, M.D. 
Second Edition. Revised and Enlarged. Large Octavo, 1,607 pages, with 492 Illustrations and 44 Coloured 
Plates. Cloth. Price 50s. net 


“ The design of this book is ambitious and its scope considerable. No procedure which a worker in a hospital laboratory may be called upon 
to perform escapes notice.”’-—Lancet Review of Previous Edition. 


NEW (FOURTH) EDITION JUST READY 


PRINCIPLES AND PRACTICE OF PERIMETRY 


By LUTHER C. PETER, M_.D., F.A.C.S. 
Royal Octavo. 351 pages, with 222 Engravings and 5 Coloured Plates. Cloth. 
Price 21s. net. (Postage 6d.) 


This revised fourth edition is offered to ophthalmologists and to others practising allied branches of medicine because of the increasing interest 
in this fascinating field of investigation. 


263, High Holborn HENRY KIMPTON London, W.C.1 
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IMPORTANT NOTICE X-RAY CAR SERVICE 
| 


(Dec. 31, 


O MEMBERS OF T 
MEDICAL PROFESSION 


CLOTHES OF DISTINCTION for GENTLEMEN of DISCRIMINATING 
TASTE. Specially Cut, Fitted, and Moulded to each individual figure, made 
from Finest Quality Materials and in the Best Possible Style, cost no more 
than mass production ready-made clothes. 

The invaluable Practical Experience and Advice of our 14 Expert West 
End Cutters and Fitters is always at your disposal. 

All ** HALLZONE " Productions are 
HAND-FINISHED IN EVERY ESSENTIAL DETALL 
SPECIAL OFFER. 

JACKET & VEST (in black or grey) £4 4s. 

Lined Best Quality Art Satin, Art Silk or Alpaca 
SOLID FANCY WORSTED TROUSERS, £2 2s. 

THE ldea! Suit for Professional or Business wear. 


MORTAB LE Xray. 


LTD. 


POWER ROAD, CHISWICK 
TELEPHONE CHISWICK 4006 


OVERCOATS ee to measure from £5 5s. 
LOUNGE SUITS ANY HOUR ANY DAY . ANY NIGHT 
DINNER SUITS from £8 8s. DRESS “SUITS from 2101 & 
PLUS FOUR SUITS .. . from ANYWHERE 
THE IDEAL Suit for “Country and Sporting Wear. } 
GOLD MEDAL RIDING BREECHES from 


RIDING HABITS from £10 10s. 
COSTUMES & LONG COATS 


£226. 
RIDING BOOTS from £338. | 
from £6 6s. 


UNSOLICITED APPRECIATION. 

“7 ly advise all medical men who wish to have satisfaction to patromts. 
Harry Hall Lid., as all the clothes I have had from them during 35 years haw 
been perfect in Fit, Cut, and Finish.” (Signed) S.J.A.,M.A.,M.B., F.R.C.P.S 

PATTERNS POST FRE 


Perfect Fit Guaranteed from Simple Self-Measurement Form or Pattern 
Garments. 

Visitors to London can order and fit same day. Special Patterns 

would becut aod P< Pertect Fitting Clothes after without 
trying oa. 


= (TARRY HALL 
** THE" Coat, Breeches, Habit, & Costume Specialists, 
181, OXFORD STREET, W.1 149, CHEAPSIDE, E.C.3 
Telephones : 
GERrard 4905, 4906, & 
Makers of Finest Quality Bespoke, Ci unting Clothes 


Aidhest Awards. 12 Gold Medals. Est. over 40 yeare 


DOCTORS PRESCRIBE 


the famous 


SALMON 
BALL & SOCKET TRUSS 


Most scientific and reliable yet devised. 

Perfect support, comfort, resiliency. 

Single 30/- Double 50/- 

Most of our clients are sent to us by Doctors. 
WRITE FOR BOOKLET. 


NOTE NEW ADDRESS : 


SALMON ODY LTD. 


Truss Makers for 130 years 
74, NEW OXFORD ST., London, W.C.I 
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By Appointment to 
HM. the King 


TO THE MEDICAL PROFESSION STRATSTONE MAKE THIS SPECIAL OFFER 


A FEW DAIMLER ‘15’s 


less than one year old 


AT A BARGAIN PRICE 


* Generous allowance made for your present car. 


As a physician you realise the importance 
of reliability, comfort and dignity in the 
car you drive. You have probably heard 
the Daimler referred to as ‘ The Doctor’s 
Car "—a title it has earned because it so perfectly 
fulfils the requirements of the practitioner. The 
Daimler has, indeed, become traditionally as- 
sociated with the medical profession. Since it is 
conceivable that eventually you will own a 
Daimler, you will be interested to learn that we 
have a few small mileage 1938 Daimler ‘15° 
Saloons for quick disposal to the medical pro- 
fession at a greatly reduced price. 

These cars, still under our guarantee, have been 
most carefully maintained, are similar in design 
to the latest 1939 models, and have the renowned 
Daimler Fluid Flywheel for quick change, 


STRAT 


27 PALL MALL 


acceleration, speed and silence. 
£475. Now offered at £350. 
An exceptional opportunity is here presented for 
you to buy a Daimler at a reasonable cost with a 
generous allowance for your present car in part 
exchange. You will own one of these Daimlers 
with pride and drive it with pleasure for many 
years to come. 
We have also in stock a few 1937 small mileage 
Daimler Saloons for which we are prepared to 
accept £250. Early application advised. 
Write for photos and specifications, stating the 
model in which you are interested, or better still, 
arrange for a demonstration. Distance no ob- 
jection. We have satisfied clients all over the 
United Kingdom. 

If preferred, the sale can be arranged through 
your usual local dealer. 


Original price 


STONE 


40 BERKELEY ST. 
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ANTI-MENORRHAGIC FACTOR 
“GLANULES” 


ANTI-MENORRHAGIC FACTOR IS A NEWLY DEMONSTRATED ACTIVE 
FRACTION OF MAMMALIAN LIVER. 


CLINICAL RESEARCH HAS REVEALED THAT THE OUTSTANDING 
ACTION OF THIS FRACTION IS THAT OF CHECKING THE FUNCTIONAL 
UTERINE HAMORRHAGE OF MENORRHAGIA AND METRORRHAGIA. 


SUPPLIED |N BOTTLES OF 25, 50, & 100 “ GLANULES” 


Writefor Literature to:— THE 


(ARMOUR AI _ AND 


Telegrams: 
“ARMOSATA-CENT” 
LONDON 


ARMOUR HOUSE® ST. MARTINS-LE-GRAND- LONDON: Cl 


Telephone: 
NATIONAL 2424 


Now is the time for 


Immunity 


against Colds & Influenza 


Detoxicated 
Vaccines for Safety 


Ordinary Vaccines for Economy 


Otard’s is 


THE ONLY Oral Vaccines. . for Convenience 
BRAN DY Spray Vaccines . for Local Immunity 
BOTTLED ACTUALLY in the Respiratory 
at the Tract 
c HATEAU The above Vaccines which are prepared in 
DE COGNAC 


THE PICKETT- THOMSON 
RESEARCH LABORATORY 


are now supplied only by 


RESEARCH PRODUCTS L". 


firmour Laboratorie 
(3 
in 
IN VARIOUS SIZES from NAN CLARK’S LANE, LONDON, N.W.7 
6 DA.3 | 
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ALOCOL 


Cotfoidal Hydrowide of Alumi 
Effective in Nervous Dyspepsia 


HATEVER be the fundamental cause of nervous dyspepsia, it is 
acknowledged that alleviation of the gastric symptoms is an 


important part of effective treatment. 


Nervous dyspepsia connotes hypersecretion. This causes flatulence, sour 
stomach, discomfort and perhaps pain. ‘‘ Alocol”’ is the ideal gastric sedative 
since its action is prompt and lasting and entirely free from harmful etfects. 


“* Alocol’’ acts by adsorbing excess of free hydrochloric acid in the stomach, 
forming a colloidal jelly which passes through into the intestines and is finally 
evacuated. ‘‘ Alocol,”” therefore, actually removes from the system the 
causative radicle (Cl) instead of merely temporarily neutralizing it. ‘‘ Alocol”’ 
does not interfere with normal digestion, nor does it determine any unpleasant 
secondary reactions. It is issued in tablet and powder form. 


Complete chemical history of “ Alocol,”’ with convincing clinical 
reporis and supply for trial, sent free to physicians on request. 
A. WANDER, LTD., Manufacturing Chemists, 
184, Queen’s Gate, London, S.W.7. 


Works and Laboratories : 
KING'S LANGLEY, HERI FORDSHIRE, 


Indian 


Saraswati playing 
the Vina. 
(12th Century 


Better Salicylate Therapy 


A careful series of experimental tests 


HATEVER be the season of 
the year, there is a wide sphere 
of utility for Alasil,’”’ the 


improved form of salicylate medica- 
tion. “‘ Alasil” is a very definite 
advance on ordinary compounds of 
salicylic or acetyl-salicylic acid both 
in therapeutic efficiency and in free- 
dom from unpleasant gastro-intestinal 
sequelz. This high tolerability is due 
to the fact that ‘* Alasil’’ is composed 
of calcium acetyl-salicylate—the least 
irritating of the salicylate compounds— 
and ‘ Alocol”’ (Colloidal Hydroxide 
of Aluminium), a powerful gastric 
sedative and antacid. 


A supply for clinical trial with full 
descriptive literature sent free on request. 


A. WANDER, LTD., 
Manufacturing Chemists, 
184, Queen’s Gate, 


Laboratories and Works: King’s Langley Herts, 


has recently shown that ‘ Alasil”’ is 
more completely absorbed than ordi- 
nary salicylate compounds, and that 
it is practically free from the risk of 
liberating free salicylic acid in the 
stomach. Wide clinical experience 
anticipated these findings by demon- 
strating that the use of ‘‘ Alasil”” can 
be pushed or prolonged to a 
much gredter extent than ordinarv 
salicylate compounds, and that it 
can be given with equal safety to 
children, adults, the aged, “and 
patients with finely-balanced diges- 
tive capacities. 


London, S.W.7. 
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* PROSTATIC HYPERTROPHY 


favourable reports by Physicians 


Many successes have been reported from the treatment of this condition 
by the adequate administration of the prostate gland preparations of the 
British Organotherapy Co., Ltd. 


EXTRACT FROM LETTER :— 


| am pleased to inform you that | have now been taking your ‘‘ Opocaps "’ Prostatic for one month 
—| have taken 2 t.d. until this last week. | am now taking | t.d. The result is that practically 
all my Prostatic troubles have disappeared—to-day | seem normal. | am so convinced that | owe 
this to the ‘“‘Opocaps ’’ that | have decided to continue taking two or three daily indefinitely in the 
belief chat | shall prevent any recurrence. If this information is of any benefit to anyone else, you 


are at liberty to use this letter. M.B., Ch.B. 
R “OPOCAPS” PROSTATIC (B.O.C.) gr. 3 (Oral) 
Mitte - sig. | t.d.s., a.c. Supplied in boxes of 50 or 100. 
R “OQPOJEX” PROSTATIC (B.O.C.) (for injection) 
Mitte - sig. | in die (or dieb. alt. when given concurrently with “Opocaps"’). Supplied in boxes of 6 or 12 ampoules 2 c.c. 


Particulars of all Preparations supplied on request 


BRITISH ORGANOTHERAPY CO.- LTD. 


22, GOLDEN SQUARE, LONDON, W.1. 
Telephone: Gerrard 7III. Telegrams : ‘‘ Lymphoid, London.”’ 
Agents in India: Smith, Stanistreet & Co., Ltd., Calcutta. 


~~ 


MANDECAL 


(Compound Calcium Mandelate B.D.H.) 


In the delicate or hypersensitive patient 
there is a risk of producing nausea by 
the administration of ordinary mandelic 
acid preparations. 

This risk is reduced to a minimum 
if Mandecal is employed. 

Mandecal is a_ pleasantly-flavoured, 


readily miscible powder; it is acceptable 
to the most fastidious patients. 

Clinical trials have established that 
Mandecal is thoroughly efficacious in 
the treatment of infections of the urinary 
tract. 


Sample and literature on request 
THE BRITISH DRUG HOUSES LTD. 
LONDON N.1 


Telephone: Clerkenwell 3000 
Telegrams: Tetradome Telex London 
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THE ADVANTAGES OF COD LIVER OIL 


as a reliable source of 


VITAMIN A and VITAMIN D 


In view of the widely varying vitamin content and origin of many liver oils 


available to the public, it is interesting to note that the British Pharmacopocia 


in their most recent Addendum (1936) lay down a definite standard of 


vitamin content for cod liver oil, and also a definite dosage. 


The vitamin content is standardised at 
not less than 600 International Units of 
Vitamin A and not less than 85 Inter- 
national Units of Vitamin D per gramme ; 
and the dosage is given as a minimum of 
15 minims (a quarter teaspoonful) “three 
The oil itself is described 
as ‘‘from the fresh liver of the cod.” 


times a day. 


* SevenSeaS ’ Cod Liver Oil is extracted 
on the boat, within thirty minutes of the 
fish being taken from the sea. It is 
therefore fresh and easily digested. It 
is an interesting point of fact that the 
process of extraction on the boat is 
impossible with other fish liver oils. 
* SevenSeaS ’ therefore obviates any need 
to resort to other liver oils made from 
stale and rancid livers. 


In its standard form, ‘ SevenSeaS’ is 
guaranteed to conform to the standard 


BRITISH COD LIVER OIL PRODUCERS (HULL) LTD. 


vitamin content laid down by the British 
Pharmacopeeia. For practitioners wishing 
to administer Vitamin A and Vitamin D 
in cases where a large fat intake is contra- 
indicated, ‘SevenSeaS’ in its ‘ High 
Potency ’ form has a special significance. 
The vitamin content of this ‘ High 


> 


Potency ’ oil is guaranteed to be four 
times the Pharmacopceia standard, and 
the dosage can therefore be reduced to 
a few drops only. This is not a fortified 
oil, but is obtained simply by selection 
from the oils of the richest cod livers. 


All ‘ SevenSeaS ’ Cod Liver Oil is tested 
and packed in strict conformity with 
British Pharmacopa@ia requirements. 
Samples of the High Potency Oil, the 
Standard Oil, and the High Potency 
Oil in Capsules, will be supplied on 


request. 


ST. ANDREW’S DOCK + HULL + 


(Dec. 31, 1938 
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Contraceptive difficulties... 


In such cases 


SPETON, 


can be recommended 
with every confidence 


Obtainable upon prescription through the 
pharmacist. On sale throughout the Dominions. 


Wholesale Distributors for the United Kingdom 
and the Deminions :— 


COATES & COOPER. LTD. 


94,CLERKENWELL ROAD,.LONDON.E.C.I. 
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X-ray reveals unyur density of Agarol. that acts the same way with every dose. 


The microscope says: “ Look for the small 
uniform oil globules” as a sign of thorough 
emulsification of Agarol. It means stability, 
freedom from oiliness, ready miscibility 
with water, milk, -fruit juices or any other 


liquid. 


... Agarol has had 


physical examination 


a 


HE x-ray says: “Look for 
uniform density throughout as evidence of soundness”. 


Agarol brand Compound is a thoroughly uniform emulsion 


The microscope shows extremely 
fine division of oil in Agarol. 


The pharmacist says: “If it pours freely, it is the sign of a good 


emulsion.” Agarol is a good mineral oil emulsion that has thoroughly 


proved its value in the relief of acute 
constipation and in the treatment of habitual 


constipation. 


Descriptive literature and a liberal supply of 
Agarol supplied gratis to Members of the 
Medical Profession on request. 


Agarol is not advertised to the public 


Agarol brand Compound is available 44, 74 and 17 ounce bottles, 
The average adult dose is one tablespoonful. 


WILLIAM R. WARNER & Co., Ltd., Power Road, Chiswick, London, W.4 
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HAMOCLOBIN 
(PERCENTAGE) 


ANAHAMIN B.D.H. 


The accompanying graph illustrates the 


result of the treatment with Anahemin of 


a case of pernicious anemia ; as indicated, 


an increase in red blood cells from 536,000 


to 4,600,000 and in hemoglobin from 


25 per cent. to 70 per cent. was produced 


within a period of ten weeks, the total 
dosage employed being only 24 c.c. of 


Telephone: Clerkenwell 3000 Telegrams : 


Influenza 
Pneumonia 


andl otter Maute Infections 


The general action of ‘Bynin'Amara The marked asthenia and nervous 
is manifested by increased tone of depression which are prominent 
the nervous, muscular and cardio- features of the post-influenzal state, 
vascular systems. It stimulates the yield rapidly to its influence. A 
digestive organs, improves the course whenever there is any indi- 
flagging appetite, corrects anaemia cation of lowered resistance is a 
and aids nutrition generally. valuable safeguard against infection. 


In bottles at 2/-, 3/6, 6/6 and 12/- 


Descriptive literature and clinical 
trial sample on application. 


egrams 
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for 
VOLUNTARY PARENTHOOD 


Volpar is the new contraceptive formulated in co-operation with The Birth 


Control Investigation Committee of The National Birth Control Association. A 
report on the ten years exhaustive research which led to the production of 


Volpar appeared in The Lancet of October 15th, 1938, p.882. 


The part played by The British Drug Houses Ltd. in this research, 
particularly in the production of ‘a medium which would satisfy the clinical 
requirements of being spermicidally efficient to a high degree, completely 
harmless, zsthetically acceptable, and cheap,’ was referred to in a letter 


(Lancet, October 22nd, 1938, p.970) signed by ten medical members of 


the said Committee. 


It is stated further in the letter that the spermicidal power of the 
substance contained in Volpar is ‘immensely greater’ than that of those 
spermicidal substances ‘. . . that have been included in the numerous 
proprietary products which have been brought to the notice of the 


medical profession’. 


A full size specimen packing will be sent on request 


Vol /S/8 
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LIVE FOOD 


FOR 


BABIES 


No. other 


is so good 


FIRST THOUGHT: Breast Milk 


SECOND THOUGHT: Fresh Cow’s Milk, Water and 
Mead’s Dextri-Maltose 


For almost three decades this combination has been found by physicians to be a 
successful system of feeding babies who for one reason or another are denied 
their heritage of mother’s milk. 


Mead’s Dextri-Maltose No. 1. With 2 per cent. sodium chloride for | 
normal babies and babies recovering from diarrhcea. 


babies requiring some special mineral salt, nursing mothers and adult 


Mead’s Dextri-Maltose No. 2. Salt-free. For normal babies as well as 
invalids. 


Mead’s Dextri-Maltose No. 3. With 3 per cent. potassium bicarbonate 
for the constipated type of baby. 


Mead’s Dextri-Maltose with Vitamin B. For babies showing symptoms | 
of vitamin B deficiency. 


MEAD JOHNSON & CO., EVANSVILLE, IND., U. S. A. 
Samples and literature on application. 
BROOKS & WARBURTON, LTD., 232-240 Vauxhall Bridge Road, London, S.W.1. 
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(DAGENAN)* 


2-SULPHANILYL-AMINOPYRIDINE 


Early clinical trials with M & B 693 convincingly 
demonstrated its value in lobar pneumonia 
in pneumococcal Lancet, July 2nd, 1938). Later reports showed its 
i . activity in other pneumococcal infections including 
infections pneumococcal meningitis (The Lancet, September 10th, 
1938 and Sept. 24th, 1938): and pneumococcal septicemia 

(The Lancet, September 10th, 1938). 


in other conditions Although primarily important for its anti-pneumo- 


coccal activity, M & B 693 also appears to exert a valuable 
therapeutic effect in streptococcal and meningococcal 
infections (/he Lancet, May 28th, 1938), staphylococcal 
infections (Zhe Lancet, Sept. 17th, 1938) and 
gonococcal infections (7he Lancet, June 4th, 1938, and 
M & B 693 August 13th, 1938, and B.M.]., September 10th, 1938). 


is available in the following packs: 
Containers of 25 tablets - - - 7/6 
Containers of 100 tablets - - - 28/- 
Subject to professional discount. 


% TRADE MARK 


6 PHARMACEUTICAL SPECIALITIES 
(MAY & BAKER) LTD. DAGENHAM 


*DD 15 
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Elixir of Senna Pods 


An extract of senna prepared by a special cold 
process. Non-griping. Agreeably flavoured. 
An advance on the various syrup preparations. 
Lixen Elixir 
in bottles of 2 oz., 1/-, 4 oz. 1/9, 8 oz. 3/-, 
in bottles of 40 and 80 oz. for dispensing. 


Laxative Lozenges 
Contain Lixen in a fruit basis. 
Really pleasant to take. 

Free from all other purgatives. 
Appeal particularly to children. 
In tins of 12, 7$d., 24, 1/-, and 
bottles of 100, 3/6 
In bottles of 500 for dispensing. 


Descriptive literature and clinical sample will be sent on request. 


LONDON. 6.2. 


Telephone : 
Bishopsgate 3201 (12 lines) 


Brand 
Ltd ‘ 
“Greenburys Beth London 
j 
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GLYCURRANT 
LINCTUS 
is a new expectorant and sedative preparation, particularly suited 
to dry coughs, such as that of chronic bronchitis. Its carefully 
planned composition includes the juice of ripe black currants, an 


agent which is well known for its soothing effect on the pharynx, 
and which gives a distinctive, delicious flavour to the mixture. 


In bottles at 1/6 and 2/9 Descriptive literature and clinical trial sample 


will be sent on application. 


LLEN and HANBUR 


LONOON. £2 


Telephone : Telegrams : aN 
Bishopsgate 3201 (12 lines) “Greenburys Beth London” = ——— 
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Diphtheria Immunisation 


DIPHTHERIA 


PROPHYLACTICS 


for Active Immunisation 


Entirely prepared, tested and packed in’ England. 


Four products are available. 


“WELLCOME?” sarang A.P.T. 


DIPHTHERIA PROPHYLACTIC ALUM PRECIPITATED TOXOID 


“‘WELLCOM E’ Brand T.A.F. 


DIPHTHERIA PROPHYLACTIC TOXOID-ANTITOXIN FLOCCULES 
(Suspension) 


“WELLCOME?” brand T.A.M. 


Literature fo DIPHTHERIA PROPHYLACTIC TOXOID-ANTITOXIN MIXTURE 


Medical Men, 
071 request ‘WE L LCOM E’ Brand F. , 


DIPHTHERIA PROPHYLACTIC FORMOL-TOXOID 


Prepared at 

THE WELLCOME PHYSIOLOGICAL RESEARCH LABORATORIES 
LANGLEY COURT, BECKENHAM, KENT 

Supplied by 


Sk, BURROUGHS WELLCOME & CO., LONDON 


Address for communications: SNOW Hitt BUILDINGS, E.C.1 
ae ake Exhibition Galleries: 10, HENRIETTA PLACE, CAVENDISH SQUARE, W.1 
Associated Houses 
NEW YORK MONTREAL SYDNEY CAPE TOWN MILAN BOMBAY SHANGHAI BUENOS AIRES 
H 5686 COPYRIGHT 
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The care devoted to the preparation and 


Prescribe compression of 


Products has resulted in the attainment 
of unique standards. Medical Men thus 
these safe have at their service analgesic products 
of exceptional reliability . . . . Pure 


Analgesics precise dosage . . . . certain 


in action... . safe in use. 


(Acetylsalicylic Acid) 


and COMBINATIONS | 


=‘ TABLOID’ 
~‘EMPIRIN’~ 


ACETYLSALICYLIC ACID 
Gr. 5 (0°324 gm.) 

Bottles of 25, 10d. per bottle 

100,26 ,, 


=‘ TABLOID 
EMPIRIN’» 


(ACETYLSALICYLIC ACID) 


COMPOUND 


Combines ‘Empirin’ with 


Medical Profession Phenacetin and Caffeine 
available :— Bottles of 25, 1/3 per bottle 
0-5 gramme in bottles of sé ,, 100, 3/9 


25 and 100 products 


=<“TABLOID’‘EMPIRIN 
COMPOUND CODEINE 


Contains ‘Emptrin.’ Phenacetin, Bottles of 25, 1/8 per bottle 
Caffeine and Codeine Phosphate 100, 5/5 


don Prices he Medical Professi 


BURROUGHS WELLCOME & CoO., LONDON 


Address for communications; SNOW BuiLDINGsS, E.C.1 
Exhibition Galleries: 10, HENRIETTA PLACE, CAVENDISH SQUARE, W.1 


Associated Houses: 
NEW YORK MONTREAL SYDNEY CAPE TOWN MILAN BOMBAY SHANGHAI BUENOS AIRES 
H 3687 COPYRIGHT 


SUPREME QUALITY IS BURROUGHS WELLCOME QUALITY 


19 


bys 
7 
| 
| 
|) 
C25 
4 
-y) 
= 
comes’... 


THE LANCET, THE LANCET GENERAL ADVERTISER 


[DEc, 31, 1938 


A Solution 


to a 


HEALTH PROBLEM 


** Sunshine and blue skies ; farms and homesteads nestling 
among mountains and hills ; blossoms of peach and plum 
filling the valleys with colour; the perfume of orange 
groves ; the profusion of wild flowers ; the camp fire and 
the thrill of wild game in the Low Veld ; the picturesque 
kraals and laughter-loving natives ; the quest of open roads 
trailing to far horizons ; the sparkling air of the High Veld ; 
sea and sun bathing on golden beaches ; the bright warm 
days and cool starlit nights—these memories and the joyous 
feeling of health and fitness after my last holiday in South 
Africa will lure me back there before long.”’ 


These are a recent visitor’s impressions of a South 


African holiday. 


Those concerned with problems of health might well 
consider the benefits to be derived from exchanging the 
rigours of a European Winter for “Sunshine and blue 


skies.’’ It is now only a fortnight’s voyage to 
Y g yag 


SOUTH AFRICA 


Illustrated brochures, including one entitled ‘‘ Medicinal Springs of 
South Africa,’ are obtainable from the Travel Bureau, South Africa 


House, London, W.C.2. 


/ 


20 


THE LANcET,] THE LANCET GENERAL ADVERTISER (Dec. 31, 1938 


NO. 31 


‘Elastoplast’ and displaced 


Semilunar Cartilage 


(excerpts from the film “ The Use of * Elastoplast’ in Modern Surgery’) 


Bandage cut to form “ tails” Bandaging completed 


SURGEONS and General Practitioners who may be interested to see 


this sectionalised film are invited to communicate with J. J. Sith & 


Nephew, Ltd., Dept. L1 4, Hull, for details regarding its exhibition. 


B.M.A. BRANCH Secretaries are invited to write for available dates 


tor projections. 


Elastopla St THE MODERN SURGICAL DRESSING 
ELASTIC ADHESIVE BANDAGES, PLASTERS, DRESSINGS 


J 
7 
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Ex! LILLY AND COMPANY LIMITED 


Pharmaceutical and Biological Products 


‘LEX TRON’ 


Liver-Stomach Concentrate with Iron and Vitamin B Complex 
IN “SECONDARY” ANAEMIAS 


In anaemias of the microcytic type, the response 


to’Lextron’ brand liver-stomach concentrate with 
iron and Vitamin B complex is rapid. When he 
prescribes ‘Lextron’ the physician is assured that 
his patient will receive all the materials essential 
to blood regeneration in anaemias of this class. 

‘Lextron’ brand liver-stomach concentrate 
with iron and Vitamin B complex is supplied in 
bottles of 42, 84, and 500 ‘Pulvules’ brand filled 
capsules. 


Prompt Attention Given to Professional Inquiries 
2, 3 AND 4, DEAN STREET : LONDON, W.1 
Distributing Agent in Britain for 


ma ELI LILLY AND COMPANY, INDIANAPOLIS, U.S.A. 


H | 
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range new purées 


° Mg Vegetable and fruit purées, rich in mineral salts, vitamins and 

U, nife ormity and other soluble nutriment, constitute the perfect diet for infants 
and cases of nutritional anaemia. 

But despite the wide approval shown by physicians, and a 


hig h, nutritive growing appreciation of this dietary by mothers, progress has 


hitherto been slow, owing to the practical difficulties encoun- 
ee tered in home preparation. 

qualities The use of vegetables not truly fresh, mechanical losses 
through oxidation when boiling, and inefficient sieving out of 
. the harsh fibres, inevitably impair the quality of the home- 

now available produced preparation. 
Now, with the marketing of a range of strained foods by 
H. J. Heinz Co. Ltd., vegetable and fruit purées containing all 


for general necessary dietetic values are available in convenient bulk 


and form. 
Heinz Strained Foods are prepared with all the advantages of 
. m4 the best factory method. The vegetables are specially grown in 
P r €SCTUD t lon those areas where soil and climate combine to produce the best ; 
they are harvested when they are just right, and cooked within 
a few hours of being garnered. 


he First, the ingredients are scrupulously cleaned. Cooking by 
light steam pressure in vacuum containers follows, leaving the 
contents perfectly disposed for comminution by extrusion, and 
PROTEIN 48 » 
at the same time ensuring retention of the essential juices and 
CALCIUM aaa mineral constituents. Fine sieving having removed all fibres 
PHOSPHORUS 100831 of a harsh or irritant nature, the purée is then adjusted to an 
IRON 00016 | acceptable consistency and sealed in vacuo, the sealed con- 
VITAMIN A. — | GOOD tainers being immediately subjected to sterilization under 
VITAMIN B.___|V.G000) constant conditions of time and temperature. 
VITAMIN CN 6eD The purées thus offered are uniform, convenient and of the 
highest possible nutritive content. 
CALORIES 170 | 


A typical example of the high 
nutritive values retained in Heinz 


NOTE: Glass containers are not used owing to the deleterious 
Strained Foods. (Figures show per- 
centages on the wet basis) effect of light on the value and palatability of the purées. 


SPINACH 
{ TOMATOES 


CARROTS 
VEGETABLE SOUP 
GREEN BEANS 


MIXED GREENS 


BEETS 
PRUNES 


CEREAL 
| APRICOTS AND 


APPLE SAUCE 
BEEF & LIVER SOUP 


H. J. HEINZ COMPANY LIMITED, HARLESDEN, LONDON, N.W.10 


* Fully explanatory literature and samples gladly sent on request. 
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OSPURUM 


Vide Surg. Gyn. Obst., January, 1938 


SOLE AGENTS: 


DOWN BROS, L™- 


Surgical Instrument Makers 


LONDON : 
21 and 23 ST. THOMAS’S STREET, 
S.E.1 


22a CAVENDISH SQUARE, 


CALCUTTA : 
16 OLD COURT HOUSE STREET 


TORONTO: 
143 COLLEGE STREET 


—-.NUMBER TWO — 


- prescribing ‘‘Ardente "’ for your deaf patients when 
an aid becomes necessary, you are safe because they 
can obtain service in most important towns throughout 
Great Britain—to meet any change in their aural 
condition. As an additional sa ety factor, each 
“* Ardente "’ is covered by its maker’s guarantee. 


There are a full range of ‘‘Ardente ’’ types—electrical 
and non-electrical, bone-conduction, granule, valve, 


end Torte and phantom—which are individually suited, after testing 
made Aurists, Doctors’ patieats. 

Hospitals, or any of our addresses. by Aurameter, to the needs of each case—no expense 
Medical Press Reports are interesting. being Incurred until hearing satisfactorily. 


10 MEDALS, 5 DIPLOMAS, 
Supplied under National Health Insurance. Dert 
M Inet. P.1 


ARDENTE |_TD.— 309 OXFORD ST., LONDON, W.1. 


(Between Oxford Circus and Bond Street) "Phones : Mayfair 1380/1718/0947 
BIRMINGHAM BRISTOL EDINBURGH GLASGOW LEICESTER LIVERPOOL 
CARDIFF EXETER LEEDS MANCHESTER NEWCASTLE SOUTHAMPTON 
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JENNER INSTITUTE Slucerinated VACCINE LYMPH 


PREPARED IN ACCORDANCE WITH THE THERAPEUTIC SUBSTANCES REGULATIONS (BRITISH PRODUCT) 


SINGLE VACCINATION TUBES - each; 7s. dozen. Postage lid.ext 
Telephone: ag utra. Telegrams: 
BATTERSEA 1347 LARGE TUBES (EXPORT Only) suffi forSv Is. 3d.each; 12s.dozen. «tex yacren, PHONE, 
SOLE AGENTS FOR SCLAVO'S ANTI-ANTHRAX SERUM LONDON ” (2 words). 


JENNER INSTITUTE FOR CALF LYMPH LTD., 73, Church Road, Battersea, § W.11. 


EFFECTIVE CALCIUM THERAPY 
THROUGH CALCIUM RETENTION 


of the Scholl Methods 
employed for the Correc- 
tion of Foot Ailments and 
Weaknesses. Widely re- 
commended by the Medical 
Profession. 


You should examine the range 
of Scholl R dies and App 


DOCTORS APPROVE 


ENLARGED TOE-JOINT 
and bunion conditions are re- 
lieved from pain of shoe pressure 


Further 


THE SCHOLL MFG. CO. Led. 
182-194, St. John Street, 


QUEEN 


non-irritant Toilet Preparations J SCHOLL’S Foot Comfort Service 
specially for prescription in 
Allergic Cases 


A complete range of toilet preparations entirely 
free from Orris in any of its forms or other | If a speedy pass is essential for your boy’s career we can obtain 
irritants (B.M.J., Medical World, etc.). A safe it more surely and certainly at less expense than most. 
alternative to suspected cosmetics. Through | Ten Years’ Results .. — % Successes 
any Chemist or direct from BOUTALLS LTD., 
150, Southampton Row, London, W.C.|. 


by the Scholl Bunion Reducer. London, E.c.l 


MATRICULATION AND SCHOOL 
CERTIFICATE COACHING 


One Fee covers all Tuition costs until a Pass 


is secured 
MATRICULATION FEE: 15-50 guineas according to standard 
IEMEN attained. No extras. 
: Compare the maximum figure with the equivalent of two 
NEOPHONE years’ school fees. Boarding accommodation at moderate 


rates. 


DOCTO R’S FRO NT DOO R ; Prospectus from: 


The Director of Coaching, ‘‘ Wyncott College ”’ 
(Established 60 years), Thornton Heath, Croydon. 


UNIVERSITY EXAMINATION 
POSTAL INSTITUTION 


Founded in 1882 by E. 8S. WEYMOUTH, M.A. 
Postal or Oral Preparation for all Medical Examinations. 


M.R.C.P. LONDON 


BEDSIDE TELEPHONE 


° April Examination 
SPECIAL CLASSES 
Medicine .. commencing Jan. 10th 
A simple and re- Museum Demonstrations . ” Feb. 6th 
liable telephone Microscope Demonstrations ” Feb. 8th 
between the Physiology .. Feb. 9th 
front door and the bedroom. The door telephone 


is of the loud-speaking type and the speech Special attention is paid to recent work. 


transmission particularly clear and distinct. 


SIEMENS BROTHERS & CO., LTD. 
PRIVATE TELEPHONE DEPT., 
38 & 39, Upper Thames Street, E.C.4. 
Tele: CENtral 2332 


Further particulars can be obtained from the Principal. 


MEDICAL PROSPECTUS (47 pages), 
sent gratis, along with List of Tutors, &c., on application 
to the Principal, 17, Red Lion-square, London, W.C.1. 
(Telephone: Holborn 6313.) 
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BRITISH POSTGRADUATE MEDICAL SCHOOL 


(UNIVERSITY OF LONDON) 


Department of Surgery Department of Pathology 

A COURSE OF SIX LECTURES on) A COURSE OF FOUR LECTURES on 
Fracture Dislocations and Nephritis, and Renal 
Other Injuries of the Joints Changes in Hypertension 

WILL BE GIVEN BY WILL BE GIVEN BY 

Mr. R. WATSON JONES, M.Ch.,F.R.C.S. Professor J. SHAW DUNN, M.A., M.D. 
on JANUARY 6th, 13th, 20th, 27th, on JANUARY Ilth, 18th, 25th, 

FEBRUARY 3th, 10th, 1939, at 2.30 p.m. FEBRUARY Ist, 1939, at 4.30 p.m. 


Department of Medicine 


A COURSE OF SIX LECTURES on 
NEPHRITIS 


WILL BE GIVEN BY 


Dr. T. 1ZOD BENNETT, M.D.,F.R.C.P.,0n JANUARY 10th, 16th, 17th, 24th, 31st, 1939 
AND BY 


Professor J. H. DIBLE, M.B., Ch.B., F.R.C.P., on JANUARY 23rd, 1939, at 4.30 p.m. 


These lectures are for regular students of the School, but a limited number of tickets are available, without fee, 
for medical practitioners. Applications for tickets should be addressed to the DEAN, BRITISH POSTGRADUATE MEDICAL 
ScHOOL, DUCANE-ROAD, SHEPHERD’s Busu, LoNDon, W. 12. 


£2733 for £191 


The above is one of many examples of the supreme value 


of 
PERMANENT SICKNESS INSURANCE 


The member paid £19! in premiums and drew £2733 in benefit 
over a period of 32 years. 


HAVE YOU A POLICY? 


If not write for booklet ‘*L.30’’ to the Manager and Secretary 


THE MEDICAL SICKNESS, ANNUITY 
& LIFE ASSURANCE SOCIETY, LTD. 


Lincoln House, 300, High Holborn, London, W.C.|I. 
Tel. No.: HOLborn 5722. 
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THE TAVISTOCK CLINIC 


(The Institute of Medical Psychology) 


MALET PLACE, W.C.1 


A COURSE OF SIX LECTURES 


will be given 


on THURSDAYS at 2.30 and 3.30 p.m. at the Tavistock Clinic, beginning i2th JANUARY, 1939, on 


NEUROSES IN WAR TIME 


(with special reference to the Civilian Population) 


2.30 p.m. 
War and the Civilian Population. 
Dr. M. B. WRIGHT. 
Conversion Hysteria. 
Dr. H. CRICHTON-MILLER. 
Physical and Psychotic Syndromes. 
Dr. G. W. B. JAMES. 


These Lectures are open only to MEDICAL GRADUATES. 


January 
January 19th 
January 26th 


3.30 p.m. 
General Atiology and Psychogenesis of the 
Dr. J. A. HADFIELD. Psychoneuroses. 
Anxiety States. 
Dr. H. CRICHTON-MILLER. 
Emergency Treatment of Neurotic States. 
Dr. J. R. REES. 


FEE for the Course 10s. 6d. Tickets for single lectures 2s. 6d. Tickets for the course 


may be obtained from THE EDUCATIONAL SECRETARY, The Tavistock Clinic, to whom cheques should be made payable. 


NATIONAL HOSPITAL, QUEEN SQUARE 


MEDICAL SCHOOL 
POST-GRADUATE COURSE on DISEASES OF NERVOUS SYSTEM 


will be held at the above Hospital from JANUARY 30th to MARCH 3ist. 


The Course will consist of 36 demonstrations on NEUROLOGICAL DISEASES at 3.30 P.M. on each week- 
day, except Wednesday and Saturday; and demonstrations on the ANATOMY AND PATHOLOGY OF THE 


SysTEM at 12 noon. 
for those who are unable to take the whole course. 


The fee for this course will be £10 10s. 


Special arrangements can be made 


Tickets entitling to attend the Out-patients’ Clinic only (£2 2s. for three months) may be obtained from 
the Secretary. A limited number of Students can be enrolled as WARD CLERKS. Fees: £5 5s., three 
months; £7 7s., six months; £10 10s., Perpetual Ticket. 

Applications should be addressed to the Secretary, Medical School, National Hospital, Queen-square, W.C.1. 


J.G. GREENFIELD, Dean. 


St. Mary’s Hospital Medical School, 
W.2. 


(UNIVERSITY OF LONDON) 


PRIMARY F.R.C.S. COURSE 
A course of Instruction for the June EXAMINATION will 
be on Wednesday, February Ist, 1939, in the following 
subjects :— 


ANATOMY AND EMBRYOLOGY. 

PHYSIOLOGY AND HISTOLOGY (with Practical Classes), 

Fee for the Course £16 1l6s., or £9 9s. for either section 
separately. 

For further particulars apply to the School Secretary. 


STAMMERING, SPEECH DEFECTS. 


BEHNKE METHOD. Estab. 1880. CASES, non-resident, 
treated at 39, Earl’s Court-square, S.W.5, and, in residence, in 
the Summer Holidays at Miss Behnke’s house on the Chilterns. 
‘*Pre-eminent success in the education and treatment of 
stammering and other speech defects.”"—The Times. 
‘Thoroughly physiological principles.”—The Lancet. 
“The method is scientifically correct and perfectly effective.” 
—Guy’s Hospital Gazette. 
*STAMMERING, CLEFT PALATE, SPEECH LISPING.” 
of Miss BEHNKE, 39, Earl’s Court-square, S.W.5. 


THE LONDON SCHOOL OF DERMATOLOGY 


3s. 9d. 


ST. JOHN’S HOSPITAL FOR DISEASES OF THE SKIN, 
5, Lisle Street, Leicester Square, W.C.2 


Conducted by the Honorary Staff of the Hospital, together with 
the Physicians in Ly of the Dermatological Departments of 
the London Teaching Hospitals. Lectures and Demonstrations 
twice weekly during October and November and again during 
January and February, and four times weekly during May. 
General Practitioners desiring to attend any particular lecture 
or occasional lectures can do so without pa a@ fee. Clinics 
daily at 2 P.M. and 6 P.M. Saturdays 10 a.M. only. The Laboratory 
is particularly well-equipped and arrangements can be made for 

, individual instruction, or for research work. 

Enquiries: The Dean or Secretary of the School. 


FINAL F.R.C.S. 


A COURSE IN ORTHOP-EDIC SURGERY. 


A Post-graduate Course in Orthopedic Surgery will be held 
at the ROYAL NATIONAL ORTHOPAEDIC HOSPITAL, 
234, Great Portland-street, London, W.1, from January 9th 
to 21st. Classes will be held at 5 P.M. daily. Fee £3 3s 


Application should be made to the Secretary. 


QUEEN CHARLOTTE’S 
MATERNITY HOSPITAL 


MARYLEBONE ROAD, N.W.1 


Medica] Students and qualified Practitioners admitted to the 
Practice of this Hospital. Unusual opportunities are afforded 
of seeing Obstetrical Complications and Operative Midwifery 
) omen one half of the total admissions being primiparous.cases). 

ver 2700 patients are admitted to the Wards annually, and in 
the Ante-Natal Department there are over 20,000 attendances 
per annum. 

Clinical Demonstrations are given by the staff daily. 


For rules, fees, &c., apply STOKES, Secretary- 
Superintendent. 


PRIVATE NERVOUS AND MENTAL PATIENTS 


London County Council. — Accom- 
modation for Male Patients suffering from nervous and 
mental disorder (voluntary, temporary, or certified) is provided 
in the private section of Claybury Hospital, Woodford-bri » 
Essex. Terms, exclusive of clothing and special | es, 49s. 
a week for London cases, 53s. 1d. a week for others. 
For particulars apply to the Medical Superintendent at the 
Hospital, or to the Chief Officer, Mental Hospitals Department, 
Shell-Mex House, Strand, W.C.2. 


PORTSMOUIH CITY MENTAL HOSPITAL 


Accommodation is provided for the reception of PRIVATE 
PATIENTS of both sexes in three detached Villas, which are 
—v and pleasantly situated in extensive grounds with sea 
views. 

Charges from 3 guineas weekly, including al] necessaries except 
clothing.—Apply to the Medical Superintendent and Resident 
Physician, THOMas BEATON, O.B.E., M.D., F.R.C.P. 
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8, HINDE TESTER SQ., 


All Nurses fully insured against Accident. 


General 6 Mental Nurses Association, Ltd. 
(MALE & FEMALE) 


SUPPLY STATE REGISTERED NURSES FOR ALL TYPES OF ILLNESS, INCLUDING MENTAL AND NERVE CASES, AT A MOMENT’S 
NOTICE—DAY OR NIGHT 


Telegrams: ‘‘ Isolation, London.” 
Telephone: Welbeck 9842. 


Terms from €3 13 6. Apply MATRON. 


NURSE 


, NOTTINGHAM PLACE, LONDON, W.1. 


TERMS frem £3 3s. 


MALE & FEMALE ASSOCIATION, LIMITED. 


All Members of our Staff are Total A Abstainers 


An ATED HOSPITAL NURSES (Male and Female) AVAILABLE BAY AND NIGHT FOR MEDICAL, SURGICAL, MENTAL AND ALL CASES 
ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT, 


Telegrams : “Gentlest, London.” 


Telephone: Welbeck 5969 


Apply, LADY SUPERINTENDENT. 


MALE NURSE 


8, HINDE ST., MANCHESTER SQ., W.1. 


MANCHESTER—287, BRUNSWICK STREET (Facing Owen 

EDINGURGH—7, TORPHICHEN STREET Callege) 
Terms £4 4 0 per week 

ALL NURSES ARE FULLY INSURED AGAINST ACCIDENT 


TEMPERANCE CO-OPERATION, LTD. 


TRAINED MALE 


NURSES AND VALET ATTENDANTS for MENTAL, 
MEDICAL, TRAVELLING AND ALL CASES 


Telephones : Telegrams: 
London: 3297 WELBECK. ASSUAGED, LONDON. 


Manchester: 3619 ARDWICK, ASSUAGED, MANCHESTER, 
Edinburgh : 2715 CENTRAL, ASSUAGED, EDINBURGH. 


Please address all communications W.WALSHE,Secretary 


a Telephone: Welbeck 2728. 
Telegrams: ““ASSISTIAMO, LONDON.” 


For MEDICAL, SURGICAL, and 


MENTAL NURSES 


Male or Female. 


Our nurses are chosen carefully for their personal 
character and their suitability for private work. 
They reside on the pretaioes, and are available 
for urgent cases Day or Night 
Mrs. MILLIC = NT H ICKS, Superintendent. 
. J. HICKS, Secretary. 


Tue NURSES’ ASSOCIATION 


In conjunction with the MALE NURSES’ ASSN. 


29, YORK ST., BAKER ST., LONDON, W.1. | 


EPILEPSY 


Attendance at school is a necessary part of the satisfactory 
treatment of Epilepsy in Children. 


COLTHURST HOUSE SCHOOL 


meets all the requirements of children of middle-class 
parentage. 


Extensions made necessary by the success of 
the School have created several vacancies. 


Only bright and intelligent boys and girls are eligible for 
admission. 


Apply to the DIRECTOR, COLTHURST HOUSE SCHOOL, 
WaRFORD, ALDERLEY EDGE. 


MALLING PLACE, KENT 


For LADIES and GENTLEMEN of Unsound Mind. 


Terms moderate. 
Telegrams; ADAM WEST MALLING. 
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Apply to Resident Medical Superintendent. 
Telephone No. 2: 


MALLING. 


HILL END HOSPITAL 
AND CLINIC 


FOR THE PREVENTION AND TREATMENT OF MENTAL 
AND NERVOUS DISORDERS 


(20 miles from London) 


Ladies suffering from all forms of MENTAL ILLNESS are 
received for treatment, on modern lines, 
or Certified Private’ Patients at the Hill End Hospita 
Convalescent or mild cases can be treated in a delightful 
country mansion, with extensive grounds, known as 


HIGHFIELD HALL, 


situate about a mile away from the Hospital. 
FEES TWO TO FOUR GUINEAS PER WEEK. 


For further par. apply to the Medical Director 
W. J.T. Kiser, L.R.C.P DPM. 


ST. ALBANS, HERTS 
EPPING HOUSE 


LITTLE BERKHAMSTED, Nr. HERTFORD, HERTS. 


An attractive and comfortable PRIVATE HOME. Beauti- 
fully situated in its own grounds, 400 feet above sea level. 
Exceptionally healthy air and position affords every facility for 
convalescence. loam Baths, Billiards, Squash Racquets, Lawn 
Tennis, Croquet, Bowls, Farm Produce, &e. 


Treatment for Ladies and Gentlemen suffering from Insomnia, 
Functional Nervous Disorders, Alcohol and Drug Habits, Chronic 
ped and Kidney Diseases, also Conv alescing Cases. 


Telep : gE den 12. Apply, J. C. BaKER, M.B. 


BARNWOOD HOUSE, GLOUCESTER. 


A REGISTERED HOSPITAL For THE CARE anp TREAT- 
MENT or LADIES anp GENTLEMEN 8UFFERING FROM 
NERVOUS anp MENTAL DISORDEKS 


Within two miles of the G.W. and L.M. & S. Railway Stations 
at Gloucester, the Hospital is easily accessible by rail from 
London and all other parts of the United Kingdom. 
beautifully situated at the foot of the Cotswold Hills, 
stands in its own grounds of over 300 acres. Voluntary Patients 
of both sexes also are received for treatment. Special accom- 
modation is also provided at five villa residences, all of which 
stand in their own grounds and are entirely separate from the 
main Hospital 

For particulars as to terms, &c., apply to G. W.T. H. FLEMING, 
M.R.C.S., L.R.C.P., D.P.M., Physician Superintendent. 

Telephone : No. 6207 Gloucester. 


= 

aa 3 

= 


THE LANCET, ] THE LANCET GENERAL ADVERTISER (Dec. 31, 1938 


ST. ANDREW’S HOSPITAL 


FOR MENTAL DISORDERS, 
NORTHAMPTON 


FOR THE UPPER AND MIDDLE CLASSES ONLY. 
PRESIDENT: THE Most Hon. THE MARQUESS OF EXETER, C.M.G., A.D.C. 


MEDICAL SUPERINTENDENT : THOM. AS TENNE NT, M.D., M. R. CP., D.P.A., D.P.M. 


This Registered Hospital is situated in 120 acres py park and pleasure grounds. Voluntary patients, who are suffering from 
incipient mental disorders or who wish to prevent recurrent attacks of mental trouble, temporary patients, and certified patients 
of both sexes, are received for treatment. Careful clinical, bio-chemical, bacteriological, and pathological examinations. Private 
rooms with special nurses, male or female, in the Hospital or in one of the numerous villas in the grounds of the various branches 


can be provided. WANTAGE +4 OUSE 


This is a Reception Hospital, in detached grounds with a separate entrance, to which patients can be admitted. It is 
equipped with all the apparatus for the most modern treatment of Mental and Nervous Disorders. It contains special depart- 
ments for hydrotherapy by various methods, including Turkish and Russian Baths, the prolonged immersion bath, Vichy 
Douche, Scotch Douche, Electrical Baths, Plombiéres treatment, &c. There is an operating Theatre, a Dental Surgery, and 
X-ray Room, an Ultra-violet Apparatus, and a Department for Diathermy and High Frequency treatment. It also contains 
Laboratories ‘tor bio-chemical, bacteriological, and pathological research. 


MOULTON PARK 


Two miles from the Main Hospita! there are several branch establishments and villas situated in a park and farm of 650 acres. 
Milk, meat, fruit, and vegetables are supplied to the Hospital from the farm, gardens, and orchards of Moulton Park. Occupation 
therapy is a feature of this branch, and patients are given every facility for occupying themselves in farming, gardening, and 


ruit growing. BRYN-Y-NEUADD HALL 


The Seaside house of St. Andrew’s Hospital is beautifully situated in a Park of 330 acres, at Llanfairfechan, amidst the finest 
scenery in North Wales. On the North West side of the Estate a mile of sea coast forms the boundary. Patients may visit this 
branch for a short seaside change or for longer periods. The Hospital has its own private bathing house on the seashore. There 
is trout fishing in the park. 


At all Branches of the Hospital there are cricket grounds, football and hockey grounds, lawn tennis courts (grass and hard 
court), croquet grounds, golf course, and bowling greens. Ladies and gentlemen bave their own gardens and facilities are provided 
for handicrafts such as car pentry, &c. 

For terms and further partic ulars apply to the Medical Superintendent (TELEPHONE: No. 2356 and 2357 Northampton), 
who can be seen in London by appointment. 


CAMBERWELL HOUSE 


Telegrams : “ PSYCHOLIA, LONDON.” 33, PECKHAM RD., LONDON, S.E.5. Telephone : Rodney 4242 (2 lines) 
For the treatment of MENTAL DISORDER Ss. 


Also completely detached Villas for Mild Cases, with private suites if desired. Voluntary Paticnts received. Twenty acres 
of Grounds, Hard and Grass Tennis (¢ ‘ourts, Pp ‘utting Greens, Bowls, Croquet, Squash Rackets, Recreation Hall with 
Badminton Court, and all indoor amusements, including Wireless and other Concerts, Occupational Therapy, Calisthenics, and 
Dancing Classes. X-ray and Actino-therapy, Prolonged Immersion Baths, Operating Theatre, Pathological Laboratory, Dental 
Surgery, and Ophthalmic Department ( ‘hapel 

Senior Physician : Dr. HUBERT JAMES NORMAN, assisted by three Medical Officers, also resident and visiting Consultants. 

Au illustrated Prospectus, giving fees which are strictly moderate, may be obtained upon application to the Secretary. 

The Convalescent Branch is Hove Villa, Brighton, and is 200 feet above sea level. 


FAIRFORD RETREAT, Gloucestershire 


(Within two hours of London.) ESTABLISHED 1822. 


Home life for Ladies and Gentlemen MENTALLY AFFLICTED. Voluntary Patients received without Certificates. The 
Retreat is pleasantly situated in extensive grounds on the banks of the River Colne, a part of which celebrated trout 
stream flows through the Estate. There is every facility for sport and Occupational Therapy. The neighbourhood abounds 
in pleasant walks, and Fairford, being in the Cotswolds on a dry oolitic soil, is remarkably healthy, Own farm and 
dairy produce. 


For terms, which are very moderate, apply to the proprietor, Dr. A. C. King-Turner, The Retreat, Fairford, Glos. Telephone 9 


THE COTSWOLD SANATORIUM 


First opened in 1898 and rebuilt in 1925 on the Cotswold Hills seven miles fronf Cheltenham, for the treatment of Pulmonary ry all 
other forms of Tuberculosis. Aspect S.S.W., sheltered from North and East, elevation 800 feet. Pure bracing air, SPECIAL TREAT- 
MENT by artificial PNEUMOTHORAX (X-ray controlled). TUBERCULINS, and ULTRA-VIOLET RAYS is available when 
necessary without extra charge X-RAY plant, Fully Equipped Dental Department, Electric Light Radiators, hot and cold basins 
and Wireless in all rooms. Up-to-date drainage. Full day & night Nursing Staff. Terms 5 to 7} Guineas a week inclusive. 

Med. Supt.: GEOFFREY A. HOFFMAN, B.A., M.B., T.C. Dub. Asst. Phys.: MARGARET A. HARRISON, M.B., B.S. Lond. 
Cons. Laryngologist :G. N. BARKER, F.R.C.S. Edin., D.L.O. Cons. Dent. Surgeon : GEORGE V. SAUNDERS, L.D.S.R.C.S. Lond. 
Phone : 81 & 82 Witcombe. Apply : U'he Secretary, The Cotswold Sanatorium, Cranham, Gloucester. Telegrams : ** Hoffman, Birdlip.”’ 


PRIOR PLACE SANATORIUM 


HEATHERSIDE, CAMBERLEY, SURREY. 
FOR THE TREATMENT OF PULMONARY TUBERCULOSIS 


Well situated on high ground and surrounded by pines and heather. 
All rooms are fitted with electric light, wash basins with hot and cold water, and radiators. 
X ray plant. Day and night nursing staff. 


RESIDENT MEDICAL SUPERINTENDENT: Dr. H. O. BLANFORD, to whom application for admission can be made. 
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COURT HALL, KENTON, near EXETER 


FOR THE TREATMENT OF EIGHT LADIES, VOLUNTARY, TEMPORARY AND CERTIFIED PATIENTS 


CLIFFDEN, TEIGNMOUTH 


FOR EARLY AND CONVALESCENT CASES Recreational Therapies are held daily by skilled Leaders 
The house stands high with spacious balconies and extensive views of the South Devon Coast. Beautiful garden. Own Dairy in 25 acres. Private road to beach, 
There is also a charming house, EBWORTHY, MANATON, DARTMOOR, situated in 20 acres, 1100 ft. up for bracing moorland air, 
Resident Physicians—BERTHA M. MULES, M.D., B.S. ANNE S. MULES, M.R.C.S., L.R.C.P. 
Telephones—STARCROSS 59 and TEIGNMOUTH 289 


CRICHTON ROYAL, DUMFRIES 


For NERVOUS AND MENTAL DISORDERS 


This hospital has every facility for complete investigation of the above conditions, and provides all forms of modern 
treatment, including psychotherapy, physiotherapy, occupational and recreational therapy. Cases of alcoholism and drug 
addiction are admitted. The Physiotherapy Department has separate units fully equipped for X-ray work, heliotherapy, 
short-wave therapy, electro-therapy, and hydrotherapy (swimming bath, prolonged baths, Scotch and Vichy douches, 
Plombiéres treatment, electric and Turkish bath cabinets, etc.). There is a fully equipped gymnasium under qualified 
instructors. Facilities are ye under special recreational therapists for all indoor and outdoor games, including 
olf course, cricket, football and hockey grounds, lawn tennis and squash courts, croquet and bowling greens. 

e Hospital has its own Church, Library, Cinema and Hairdressing Saloon. Terms include regular motor drives. 
Private rooms, suites, or villas are available, and special nurses can be provided. The hospital grounds extending to 
nearly 1000 acres are situated in delightful country and include an extensive farm (T.T. herd), gardens and orchards. 
As the hospital is well endowed terms are exceptionally moderate, e.g., First Department 3 to 30 guineas per week, Second 


Department 2 and 24 guineas per week. Voluntary and certified patients are received. Medical Certificates given anywhere 
in the British Isles are valid for admission of patients. 


For prospectus, necessary forms, and further information apply to :— 
Physician Superintendent, P. K. McCowan, J.P., M.D., F.R.C.P., D.P.M., Barrister-at-Law. Tel. Dumfries 1119. 


SHAFTESBURY HOUSE 


Specially built and licensed for the care and treatment of a limited number of Ladies and Gentlemen suffering from 
NERVOUS and MENTAL breakdown. Voluntary and certified patients received. Ladies also admitted as Temporary 


Patients without certification. Terms moderate. Apply, RESIDENT PHYSICIAN, who may be seen at 31, Rodney Street, 
Liverpool, by appointment. Tel. No. 8 Formby. 


TOR-NA-DEE SANATORIUM 
MURTLE, DEESIDE, ABERDEENSHIRE 


FOR THE DIAGNOSIS AND TREATMENT OF ALL FORMS OF TUBERCULOSIS 


Managing Director: DAVID LAWSON, M.D., F.R.S.E. 


Southern aspect. Low rainfall. Pure bracing air. Sheltered grounds. Beautiful surroundings. All modern equipment 
for diagnosis and treatment, including operating theatre. No extra charge for X Rays, Artificial Pneumothorax, Uitra- 
Violet Light, or other special treatment. 


Day and night Nursing Staff. All bedrooms have central heating, electric light, hot and cold running water, and wireless (head- 
phones). Comfortable and airy public rooms. 


Medica! Superintendent : J. M. JOHNSTON, M.B., M.R.C.S., D.P.H. For terms and prospectus apply to the Secretary. 
Telephone: Cults 107. 


NEW LODGE CLINIC, 
WINDSOR FOREST. 


New Lodge Clinic was founded in 1921 in order to provide for the scientific 
investigation and treatment of disease by a ‘‘ team’ of physicians and specialists. 

All forms of non-infectious medical cases are admitted, special attention being 
paid to disorders of digestion and metabolism, arthritis, anemias, asthma, heart and 
kidney disease, tropical diseases, and functional and organic nervous disorders. 


Particulars can be obtained on application to 
The Secretary, New Lodge Clinic, Windsor Forest, Berks. Telephone: 181 & 182, Winkfield Row, 
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PENDYFFRYN HALL SANATORIUM 


All Modern Methods of Treatment Available. 


Ideally situated for the treatment of Tuberculosis. Sheltered from E. & N.E, winds. Climate mild and bracing. 
Low rainfall, high average of sunshine. The Sanatorium is situated in its own park. There are miles of graduated 
walks through pine, gorse and heather, rising to 800 ft., and commanding extensive sea and mountain views. Centra] 
heating, electric light, X-ray installation. Wirelessin all rooms. Full day and night nursing staff. Special milk supply from 
atuberculin tested herd. Easily accessible from LONDON (4$ hours), MANCHESTER, LIVERPOOL, BIRMINGHAM and the North. 


Rooms now available from 5 guineas weekly. 


Resident Physicians: Dennison Pickering, M.D.; S. A. Yaffe, M.D. 
For particulars apply to the Secretary, Pendyffryn Hall, near Penmaenmawr, North Wales. *Phone 20, 


PECKHAM HOUSE, 112, Peckham Road, London, S.E.15 


Telegrams: “Alleviated, London.” Telephones: Redney 2641 and 2642. 

The above House is for the care and treatment of persons suffering from mental diseases and nervous disorders. Certified 
voluntary and temporary patients are received. Separate houses for treatment and accommodation of special cases adjoin the 
Institution. Ocounationnl therapy, physical drill, and other forms of modern treatment. There is a seaside branch, Kearsney 
Court, near Dover, to which patients may be sent for treatment or on holiday Motor drives are arranged when required Tenni- 
courts. Entertainments, dances, and indoor amusements held throughout the year. Terms from £3 3s. per week Illustrated 
prospectus and further particulars can be obtained from the MEDICAL SUPERINTENDENT 


CHEADLE ROYAL HOSPITAL, Cheadle, Cheshire. 


This REGISTERED HOSPITAL, with a SEASIDE BRANCH at Colwyn Bay, N. Wales is for the treatmen* and care of 
those of the Upper and Middle Classes suffering from MENTAL AND NERVOUS DISEASES. 

The Hospital is governed by a COMMITTEE, appointed by the TRUSTEES of the Manchester Royal Infirmary. ; 

In addition to the Main Buildings there are se te villas. Extensive grounds. Hard and grass tennis courts, cricket and 


croquet grounds, and a court for badminton. here are also wireless installations. Golf may be had within easy distance. 
Uccupational Thera 


Py- 
VOLUNTARY, TEMPORARY, AND CERTIFIED PATIENTS received. 
The Hospital is nine miles from Manchester, 50 minutes by rail from Liverpool, and 34 hours from London. 
For terms and further particulars apply to the Medical Superintendent, who may be seen in Manchester BY 
APPOINTMENT. Telephone: Gatley 2231 (3 lines) 


CALDECOTE HALE “venous Disorders” & Alcoholism 


(Certifiable cases are not received) 
WARWICKSH IRE This beautiful mansion situated in the heart of the country (less than two hours 
-M.S.R. i i hich 
(‘Phone : Nuneaton 241) from London by L.M.S.R.) and surrounded bycharming pleasure grounds in whic 


games and outdoor occupational therapy are available is devoted to the treatment 
of Alcoholism and ‘Nerves *’ by psychotherapeutic and ancillary methods. 
Illustrated Brochure and particulars obtainable from A. E. CARVER, M.D., D.P.M., Resident Medical Superintendent. 


SALISBURY ing from MENTAL DISORDERS. 


Extensive grounds. Detached Villas. Chapel. 


Garden and Dairy Produce from own farm. Terms very moderate 
CONVALESCENT HOME Detached Villas standing in 12 acres of ornamental grounds, with tennis courts, etc., which 


AT BOURNEMOUTH Voluntary, Temporary or Certified Patients may visit by arrangement for long or short period. 
Illustrated Brochure on application to the Medical Superintendent. The Old Manor, Salisbury. Telephone: Salisbury 3216 and 3217. 


PARK SANATORIUM 
(FORMERLY SANATORIUM TURBAN) 
DAVOS.PLATZ, SWITZERLAND 


First-class house, 5,150 ft. above sea-level. Large park and wood belonging to the sanatorium. Terms 
for board and residence, including room, medical treatment, etc., from Frs. 16.- per day. Prospectus. 


Medical Superintendent, F. BAUER, M.D. 


HAYDOCK LODGE, 


NEWTON-LE-WILLOWS, LANCASHIRE. 
For the reception and treatment of PRIVATE PATIENTS of both sexes of the UPPER AND MIDDLE 
CLASSES suffering from Mental and Nervous Diseases, either voluntarily, temporarily, or under certificate. 
Patients are classified in separate buildings according to their mental condition. Situated in park and 
grounds of 400 acres. Self-supported by its own farmand gardensin which patientsare encouraged to occupy 
themselves. Every facility for indoor and outdoor recreation. For terms, prospectus, etc., apply MEDICAL 
SUPERINTENDENT. ’Phone: Ashton-in-Makerfield 7311. Tele. Address: Street, Ashton-in-Makerfield. 
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CLARENCE LODGE 
CLAPHAM PARK, LONDON 


Situated in 34 acres of secluded gardens 
HOME FOR TWELVE MENTAL PATIENTS (LADIES). 

Well-appointed 
private house. 
Home comforts 
and Trained Nurs- 
ing Staff. Eminent 
Mental Specialist 
Visiting Physician 


Station: Clapham 
Common Tube. 


Phone: Tulse Hill 4913 


Apply 
Miss THWAITES. 


RUSSELLS 


Hemel Hempstead Road, 
WATFORD 
Telephone: WATFORD 5917 


A convalescent home for the care and treatment of mild and 
recoverable nervous conditions in both sexes. The house is 
situated high up in 40 acres of grounds, 17 miles from London, at 
the termination of the Watford by-pass. One medical officer is 
in residence, and two others are in daily attendance. Fees from 
ten guineas a week, inclusive. 

Apply : RESIDENT MEDICAL OFFICER. 


THE ARCHER NERVE TRAINING COLONY 
LANGLEY RISE, KING'S LANGLEY, HERTS. 


Started 34 years ago by the late Mrs. William Archer for the special 
treatment of FUNCTIONAL NERVOUS DISORDERS by a system 
of Relaxation correlated with training in Nerve Control. Home life in 
separate houses in charming grounds ; 20 miles from London ; Chalets for 
resting. Eurhythmics, Voice Production, Occupational Therapy, etc. 
Telephone : King’s Langley 7519. Lessons and Treatments in the art of 
Relaxation can also be obtained at the “‘ FRANCES ARCHER” Centre, 
30, Dorset Sq., N.W.1 (near Baker St. Stn.), Weds. and Sats. 10-1 p.m., 
2-5.30 p.m. Tel. : Ambassador 2864. All applications to the Secretary, 
King’s Langley. 


THE WARNEFORD, OXFORD. 
HOSPITAL FOR MENTAL DISORDERS. 
President: The Right Hon. the LoRD SAYE AND SELE. 
This Registered Hospital for the Treatment and Care, at 
moderate charges, of Mental Patients belonging to the educated 
classes, stands in a healthy and pleasant situation on Headington 
Hill, near Oxford Voluntary and Temporary Patients are also 
received for treatment. The adjacent estate of HIGHFIELD 
PARK has recently been acquired and the house, which has 
been modernised and equipped with every comfort, is now 
available for mild and convalescent patients. Private suites 

can be arranged 
For further particulars apply to the Physician-Superintendent 


THE COPPICE, NOTTINGHAM. 
HOSPITAL FOR MENTAL DISEASES. 
President: The Right Hon. Lornp BELPER. 


This Institution is exclusively for the reception of a limited 
number of PRIVATE PATIENTS of both sexes, of the UPPER 
and MIDDLE CLASSES, at moderate rates of payment. It is 
beautifully situated in its own grounds, on an eminence a short 
distance from Nottingham, and commands an extensive view of 
the surrounding country ; and from its singularly healthy posi- 
tion and comfortable arrangements affords every facility for the 
relief and cure of those mentally afflicted. Voluntary and 
Temporary Patients received. Occupational Therapy. For 
terms, &c., apply to the Medical Superintendent. 

Telephone: 64117 Nottingham. 


lelegraphic Address : Telephone: 
** Relief, Old Catton.” 290 Norwich, 


NERVOUS & MENTAL AFFECTIONS 
Ladies only received 
‘Lhe Grove, Old Catton, Norwich. 


A High-class Home for the Curative Treatment of 
Nervous Affections. Voluntary Boarders are also received 
without certificates. 

For full particulars apply to the Misses McLIntTock or to 
Dr. 8. BARTON, 34, Surrey-street, Norwich, Visiting Physician. 
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STRETTON HOUSE, 


Church Stretton, Shropshire. 

A PRIVATE HOME for the treatment of gentlemen suffering 
from Mental and Nervous illness, including the allied Disorders of 
Alcoholism and the Drug Habit. All types of early Mental and 
Nervous Cases are received without Certificates as Voluntary 
Patients under the provisions of the Mental Treatment Act, 1930. 
Bracing hill country. See ‘* Medical Directory,’ p. 2368.—Apply 
to the Medical Superintendent. ’Phone 10 P.O., Church Stretton. 


NORTHUMBERLAND HOUSE 


GREEN LANES, 
FINSBURY PARK, N.4 


A PRIVATE HOSPITAL for the treatment of mental and 
nervous illnesses. Conveniently situated and easy of access 
from all parts. Occupational Therapy, Psychotherapy, and 
other modern forms of treatment. 

Telephone: Stamford Hill 2688, 


For further particulars apply to the MEDICAL SUPERINTENDENT. 


HOME FOR EPILEPTICS 


MAGHULL (near LIVERPOOL) 
FARMING and OPEN AIR OCCUPATION for PATIENTS 
A few vacancies in Ist and 2nd Class Houses. 
FEES: Ist Class (men only) from €3 p.w. upwards. 
2nd Class (men and women) 32/- p.w. 


For further particulars apply : 
C. EDGAR GRISEWOOD, A.C.A., Secretary, 
Exchange Street East, Liverpool, 2 


HEIGHAM HALL, NORWICH 


A PRIVATE MENTAL HOME situated in 14 acres of well- 
wooded grounds. For Ladies and Gentlemen suffering from 
Nervous or Mental Illness. Voluntary Patients, Temporary 
Patients, and Patients under Certificates are admitted for 
Treatment. Fees: from 4 guineas a week upwards, accordin 
to requirements. A few vacancies exist for Ladies an 
Gentlemen at reduced fees on the recommendation of the 
Patient’s own Physician. 

Apply to Dr. J. A. SMALL. 

Telephone: 80 Norwich. Telegrams: 


Small, 80 Norwich, 


BROOKE HOUSE, CLAPTON 


A PRIVATE HOME for the treatment of Nervous and 
Mental Disorders in both sexes. Situated in nine acres of 
Pleasure Grounds. 


Voluntary, Temporary, and Certified Patients received. 
For further particulars apply— 
Dr. ERNEST ROLLINS, Resident Physiciam, 
Tel.: Amherst 1642 


CHISWICK HOUSE, 


PINNER, MIDDLESEX. 
Telephone: PINNER 234. 


A Private Hospital for the Treatment and Care of Mental and 
Nervous Illnesses in both Sexes. 

A modern country house, 12 miles from Marble Arch, in 
attractive and secluded surroundings. Fees from 10 guineas per 
week inclusive. Cases under Certificate, Voluntary and 
Temporary Patients received for treatment. 

DOUGLAS MACAULAY, M.D., D.P.M. 


ALCOHOLISM 


Drug Habits, and Nervous Disorders 


25 minutes from London, situated in charming grounds and 
country, is a ‘‘home from home ’”’ for those seeking rest 
and treatment under medical supervision. Fees from 
6 guineas. Illustrated brochure on application to the 
Matron. RESIDENT MEDICAL SUPERINTEN- 
DENT, E. G. MORRIS, L.R.c.s.1., L.R.C.P.I. 


CHISLEHURST 451 


LD HILL HOUSE 


CHISLEHURST, KENT. 
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SPRINGFIELD HOUSE 


"Phone: BEDFORD 3417. Near BEDFORD 

For Mental Cases with or without Certificates. 

Ordinary Terms: Five Guineas per week (including Separate 
Bedrooms for all suitable cases without extra charge). 


For forms of admission &c., apply to the Resident Physician, 
CEDRICcC W. BoweER. 
InTERVIEWS 1x BY APPOINTMENT. 


CITY OF LONDON MENTAL HOSPITAL 
Near DARTFORD, KENT. The Physical Treatment Centre 
Ladies and Gentlemen received for treatment that is “different” ! 
under certificates, and without certificates as either eam 
VOLUNTARY or TEMPORARY PATIENTS, Brighton. Standing in 7 acres of lovely grounds at’ the 
at a weekly fee of £2 gs., and upwards. test of the South Downs. 
Climate, mild but not relaxing. No fogs, sheltered 


from cold winds. 


Comfort, Service and every facility for Physical Treat- 
F E N S T A N T oO N ment, without irksome restrictions of nursing home or 
clinic. 
Christchurch Road, Streatham Hill, S.W.2 Treatments, include: Foam Baths, Ultra-Violet and 
A Private Home for the Treatment of LADIES Infra-red Ray, Diathermy, and other Electrical treatments, 
Mud Packs, 3 
with Mental and Nervous Disorders. Psycho- Plstany Mud Packs. etc. Massage and Remedial Exercises, 


" Fully-qualified staff. Resident Physician. 
Therapy, Physio-Therapy, &c. I2 acres of grounds Convalescent patients specially catered for. 
MADELINE R. LOCKWOOD, 


Apply: Dr. . Electric Lift to all floors. Fully Licensed. Superb Cuisi 
phone: TULSE HILL 718! Resident Physician Superintendent. Special Dieting if required. y . Pp uisine, 


@ Medical Practitioners are cordially invited to visit 


the Restorium. Write for Brochure and Terms 
(grove House, All Stretton, Church to: Physician in Change, Sunnyside Restorium, 
STRETTON, SHROPSHIRE. Hassocks, Sussez. Telephone: Hassocks 103. 


A PRIVATE HOME for the care and treatment of a limited 
number of Ladies Mentally Afflicted. 


rate 
poy Proprietor and Resident Medical ar ys e 
Superintendent 
Restorium 


RHEUMA SPA, KINMEL HALL, HASSOCKS sussex 


ABERGELE, NORTH WALES | Littl 


Modern Spa Treatments, including Continental 
Pistany Mud and Scotch Douche, for Rheumatic | 
| 


eton Hall, Brentwood, Essex. 
(18 miles from London.) 400 feet above sea. 


and similar disabilities. Resident Physician. 
Excellent amenities and Recreational facilities, 


IDEAL WINTER QUARTERS—REDUCED RATES 


A PRIVATE HOME for LADIES situated in large grounds. 
Voluntary, temporary, or certified cases received. 
Apply to Dr. HAYNEs. Tel.: Brentwood 45. 


Newly fitted Balneological, Electro-Medical, and Small 


Turkish and Russian Bath sections for recognised forms of 
THE MARINE SPA Spa, etc., treatment, under mild winter climatic conditions. 
(under the direction of the Corporation) Large Cooling Lounge, and “ Vita’ Glass Sun Lounge. 


Warm Sea-W ater Swimming Bath with modern filtration plant. 


Assistants with C.S.M.M.G., and Bio-Physical qualifications. 
OR AY Illustrated Spa and Health Resort Brochures post free on application. 
| [ H. Berkeley Hollyer, General Manager. 


(late Manager, Brine Baths, Droitwich Spa) 


A NURSING HOME FOR SURGICAL, MEDICAL 

THE CLINIC AND MATERNITY CASES : 
20 Devonshire Place 2"Renident Medical Oficers 
London, W.1 Patients only received under the own 


D dD i i 
Tel.: Welbock 4446 (20 lines) pan Proprietary Articles). 


Unrivalled suites of Baths— Turkish and Russian Baths, Aix and Vichy Douches, Massage ; 
Plombieres Treatment. Studa Chair. Electric Installation for Baths and other Medical 
Purposes, Dowsing Radiant Heat, Infra-red Light, Artificial Sunlight, D'Arsonval High 
Frequency, Diathermy, Nauheim Baths, Soapless Foam Baths, etc. “ Certified’ Milk 

om own farm. Large Winter Garden. Orchestra. Special provision for Invalids. 
Night attendance. Over 60 trained Male and Female Nurses, Masseurs, Attendants, etc. 


Resident Physicians: G.C.R. Harstnson, M.B., B.Ch., B.A.O. (R.U.1.), H. Ruys Davigs, 
B.A., M.B., B.Ch., B.A.O. TERMS, 13s. to a x day, include Turkish and 


other Baths. ustrated Brochure C.J. on request. 
"Phone: Matlock 17 (3 lines). "Grams: Smedleys, Matlock. 


| 
| 
Matloc 
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| SAN REMO OSPEDALETTI 
} 
| BORDIGHERA 
The three pearls of the Italian Riviera. 
| Mild climate, brilliant sky and pure air—during Winter daily 9-12 hours’ sunshine—quiet and favoured resort 
| for convalescents and people in need of quietude. 
SAN REMO—HOTEL REALE SAN REMO—EXCELSIOR 

For every comfort and attraction. On the promenade. First class, quiet, protected South position in the East Bay. 
| Overlooking the sea. Diet cures. Sun verandas. Sea—and medical bathing. Tennis. 

M. Bertolini, Prop. Open the whole year round. 


Hospital for Consumption and Diseases 


OF THE CHEST, Brompton, S.W.3. 
The 


Committee of Manage ment invite applications for the 
post of HOUSE PHYSICIAN (for which there are three 
vacancies). The duties include work in the Out-patient 


Department as well as in the Wards. The 
for six months, commencing February Ist, 
of £50 


appointment is 
with an honorarium 


Applications, with copies of testimonials, must reach the 
undersigned not later than Saturday, 7th January, 1939. 
F. G. Rouvray, Secretary. 


Brompton, S.W.3, December, 1938 


Royal Ky « Hospital, 
St. George’s-circus, Southwark, S.E.1. 
Applications are invited for the following ¢ombined post :— 
MEDICAL OFFICER for CHILDREN’S ORTHOPTIC CLINIC, 
Monday mornings, salary £80 per annum. 
CLINICAL ASSISTANT, Wednesday afternoons, honorarium 
£20 per annum. 


closing date January 4th, 1939. 


Applications to Secretary, 
[,ondon Chest Hospital, 
Victoria Park, 


E.2 
(Bus, Tram and Rly. Cambridge Heath, L.N.E. 
REGISTRAR—Ear, Nose, 


Rly.) 
(Male) 


and Throat Dept. 
(Part-Time). 
Applications are invited for the above post. 
The appointment will be for a period of one year. 
Honorarium £50 per annum. 
Applications, with copies of three testimonials, should be sent 
to the undersigned on or before 3rd January, 1939 
THOMAS BROWN, Secretary. 


Chest Hospital, 
Victoria Park, E.2 
(Bus, Tram and Rly. Cambridge Heath, L. & N.E. Rly.) 


SURGICAL REGISTRAR (Male) (Part-time). 
Applications are invited for the above post. 
Four sessions a week, Tuesday and Friday mornings essential. 
Appointment is for one year. Honorarium £100 per annum. 
Applications, with copies of three testimonials, should be sent 
to the undersigned on or before 3rd January, 1939. 


THOMAS BROWN, Secretary 
Roeyal! Free Hospital, 
Gray’s Inn-road, 


London, W.C.1. 


ondon 
L 


Applications are invited from duly qualified and registered 
Medical Men for the following post :— 
RESIDENT CASUALTY OFFICER. 
Ist February, 1939, for five months. Salary £150 per 
annum. Previous resident experience is necessary. 
Application form may be obtained from the undersigned, and 


Duties to commence 


se be duly filled in and returned on or before January 7th, 
939 

RICHARD T. BARTLEY, Secretary. 
Phe Samaritan Free Hospital for 


WOMEN, Marylebone-road, N.W.1. 


Applications are invited for the post of HOUSE SURGEON 
for a period of six months, commencing January 15th next. 
Salary at the rate of £100 per annum, with board, lodging, and 


laundry. Previous experience as House Surgeon essential. 
Applications, stating age, accom panie d by copies only of 
testimonials, 


should be sent to the Secre tary at the Hospital 
on or before Friday NOON, Jenuary 6th, 1939. 
G 


H. HAWKINS, Secretary. 
Hospital for 


Diseases of the Skin, 
Blackfriars. 

Appiostiers are invited tor the appointment of HONORARY 
ASSISTANT PHYSICIAN to the above Hospital. Candidates 
should be either Members of the Royal College of Physicians 


(London) or Fellows of the Royal College of Surgeons (England). 
Applications, with testimonials in support, must be sent before 
MUNDY, secretary to the Hospital for 
from whom any 


January 9th, 1939, to L. 
Diseases of the Skin, 7. Blackfriars-road, S.E 
further information may be obtained. 
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George Hospital, 
London). 


Ks 


Ilford (near 


Applications are invited for the post of CLINICAL 
ASSISTANT to Mr. HaroLtp Dopp, F.R.C.S. The appoint- 
ment is for twelve months. Honorarium £10 10s. 


Applications should be addressed to the undersigned, by 
whom they should be received not later than January 12th. 
G. AUSTIN HEPWORTH, Secretary and Superintendent. 


The Infants Hospital, 


Vincent-square, Westminster. 

The Committee of Management invite poptientions for the 
post of RESIDENT MEDICAL OFFI 

Candidates must have held resident Hospital 
appointments for not less than six months, and must have had 
Peediatric experience. The appointment is for one year from 
Mareh Ist with eligibility for reappointment. Salary £300 
per annum, with board, lodging, and laundry. 

Candidates are expe cted to call upon, and send a copy of 

plication and testimonials to, each member of the Honorary 
x edical and Surgical Staff. 

Applications, with copies of testmonials, should be sent not 
later than January 30th to the undersigned, from whom copies 
of the rules may be obtained. 


ARNOLD TUNSTALL. 


M¢tropolitan Borough of Shoreditch. 


OF "AN ASSISTANT MEDICAL 
OFFICER OF HEALTH (Male). 

Applications for the above appointment are invited from duly 
registered Medical Practitioners. 

The duties will be mainly clinical and administrative in 
maternity and child welfare, but will also include duties in 
general public health. 

The salary will be at the rate of £650 per annum, rising by 
annual increments of £50 to a maximum of £750 per annum, 
with an additional £50 per annum if the person appointed has 
the M.R.C.P. (London). 

The appointment will be subject to a medical examination 
and to the provisions of the Shoreditch and Other Metro- 
politan Borough Councils (Superannuation) Acts, 1922-37. 

Applications must be made on a form to be obtained from the 
undersigned, and must be returned not later than noon on 
Monday, the 9th January, 1939. 

Canvassing directly or indirectly will disqualify. 

R. Cyrit Ray, Town Clerk. 

Shoreditch Town Hall, Old-street, E.C.1., 

20th December, 1938. 


[L,ondon Hospital, 


There is a vacancy for the post of FIRST 
to the OPHTHALMIC DEPARTMENT. 
qualified medically. 

Applications should be made to the Secretary, from whom 
further particulars may be obtained, and should arrive not 
later than Saturday, January 14th, 1939. 


H. L. MrLsom, Secretary. 
ondon 
L 


E.1 


ASSISTANT 
Candidates must be fully 


Hospital, E.1 


There is a vacancy for the post of CLINICAL ASSISTANT 
in the X-Ray Department. Candidates must be fully qualified 
medically Experience in Radiology is essential. The 
honorarium of the post is £100 per annum. 

Applications, with testimonials, should be sent to the House 
Governor, and should arrive not later than Saturday, 
January 14th, 

ARTHUR G. ELLIOTT, House Governor. 


Royal National Orthopaedic Hospital. 


Applications are invited for the posts of HOUSE SURGEON 
(two, Male, unmarried) at this hospital’s country branch at 
Brockley-hill, Stanmore, Middlesex. 278 Beds (160 cases of 
Surgical Tuberculosis) 

Salary £150 per annum, with board, quarters, and laundry. 
The appointments are for six months. Duties to commence, 
one on February ist and one on March Ist. Applications, 
with copies of testimonials, should be sent to the Secretary, 


234, Great Portland-street, W.1, not later than January 11th. 


} 
| 
| 
| 
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ROYAL NAVAL MEDICAL 
SERVICE 


Vacancies exist for MEDICAL OFFICERS in the Royal Navy, and applications are 
invited for entry in March, 1939. 


Candidates below the age of 28 years are preferred, and they must be registered under 
the Medical Acts. No examination in professional subjects will be held but candidates will 
be required to attend for interview by a Selection Board. 

Selected candidates will be entered for Service for a period of three years, which if desired 
is usually extended to five years at the discretion of the Admiralty. 


Officers who leave the Service at the end of the initial period of three years will be eligible 
for a gratuity of £400, and those who leave at the end of five years for a gratuity of £1,000. 


At the end of five years’ Short Service permanent commissions will be given to selected 
officers who wish to make the Naval Medical Service their permanent career. Officers 
transferred to the permanent list will receive a gratuity of £1,000 (less Income Tax). 

Full opportunities exist for transfer to the permanent list. Marriage Allowance is paid 
under the same conditions as for other Naval Officers. 

Opportunities are available for officers on the permanent list for post-graduate study, 
to specialise, to take higher examinations and to obtain further qualifications. 

Copies of the regulations for entry and conditions of Service, including rates of pay, 
allowances and retired pay, may be obtained from the Medical Director-General of the Navy, 
Admiralty, S.W.1, and from the Deans of all Medical Schools. 


Applications for entry from intending candidates must be received not later than 
28th February, 1939. 


Bolingbroke Hospital, (Corporation of Willesden, 


Wandsworth Common, 3.W.11. 


(135 Beds.) ASSISTANT MEDICAL OFFICER (Male) 
. A whole-time Medical Officer (Assistant, Male) holding a 
HOUSE PHYSICIAN (Male, unmarried) required” registrable qualification in Public Health is required in the 


The appointment is for six months commencing on the Health Department of the Corporation of Willesden 
lst February, 1939. Salary £120 per annum, with board, must be under 40 years of age. 
residence, and laundry The salary is £600 per annum, rising after three years’ satis-, 


Applicants 


Candidates must be fully qualified and registered. factory service by increments of £30 per annum to £750. 
Applications, stating age, qualifications, and experience, with The appointment is subject to the Local Government and 
copies of not more than three testimonials, should be sent tothe Other Officers’ Superannuation Act, 1922, and the Local Govern- 
undersigned on or before the 11th January, 1939. ment Superannuation Act, 1937; to three months’ notice on 
RANDOLPH BIss, Secretary-Superintendent. either side ; 


to the Council’s Re ulations concerning officers of 


(The Hospital for Sick Cc hildren. ~~ ° ouncil, and to residence w _ the Borough of Willesden. 


successful applicant will required to pass a medical 


Great Ormond-street, London, W.C.1. examination, 
forms, witb particulars of the appointment, 
IT .DPDATIENT SITRAIC may be obtained from the ledical Officer of Health, Health 
QUT-PATIENT SURGICAL ASSISTANT is required. , Department, Winchester Avenue, Kilburn, London, 
: and must be returned to him ‘not late than 9 A.M. on Monday, 
The ap ointment is tenable in the first instance for one year, the 16th January, 1939. ; : 
Envelopes containing communications relative to this appoint- 


ment must have Medical ¢ er written i »ft-he 
Duties will include attendance upon members of the Surgical pom tng ist have fedical Officer *’ written in the top left-hand 
Staff in the Out-patient Department on two mornings a week. 


> 
Candidates must possess a legal qualification to practise, Town Hall, Dyne-road, 
and have held a responsible resident appointment at a General ere mber, 1938 . - 
Hospital. Preference will be given to those holding the ~ : 5 < 5 
Fellowship of the Royal College of Surgeons of England. The -Roval Surgical Aid Society, 
Applications must be received by NOON on Monday, the 
23rd January, 1939, and candidates must be prepared to attend Salisbury-square, Fleet-street, E.C.4, desires the services 


for interview by the Joint Committee at 4.45 P.M. on Wednesday, | Of & JUNIOR SURGEON, who would be prepared to attend at 


the Ist February, 1939. the office as above, twice weekly, to prescribe appliances for 
Full instructions and forms of application are obtainable | Patients. Applicants should be between thirty and forty years 
from the undersigned. of age, Fellows of the Royal College of Surgeons of England, 
HERBERT F. RUTHERFORD, Secretary. and with Orthopiedic experience. The honorarium is 100 guineas 

Yecember, 1938. ‘ per annum 
Bocrmibes, 398 =) ; Further particulars may be obtained from the Secretary, 
Hampstead (; enera | H Os p l t a l, address as above, by whom applications should be received not 


Haverstock-hill, N.W.3. later than January 9th 


[,ondon ounty Council. 


The Council of Management is prepared to receive applications 


for the office of RADIOLOGIST to the Hospital. Applic ations ae d for one ‘full- time position of ASSISTANT 
Candidates are required to be registered Medical Practitioners MEDICAL OFFICER. Duties chiefly concerned with slum 
confined to the specialty of Radiology and should hold adiploma clearance and school medical work Special experience 
in Medical Radiology and Electricity relating thereto desirable. Applicants must hold diploma or 

Applications, stating age, qualifications, and experience, with degree in public health. Salary £750 
copies of three testimonials, must reach the undersigned by Application form with full particulars (stamped, addressed 
23rd January, from whom full particulars should be obtaine d. foolscap envelope necessary) from Medical Officer of Health 
By order of the Council. (3.D.5), County Hall, Westminster-bridge, 3.E.1, returnable 

KENNETH A. F. MILES, Secretary. by 21st January. Canvassing disqualifies. 
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Vale Hospital for Nervous 


Maida 
DISEASES, London, W.9 
HOUSE PHYSICIAN 

Applications are 
the rate 
months 

Applications, accompanied by copies of three 
monials, should reach me by January 16th 

The accommodation at the Hospital does not permit of women 
—— s holding this appointment 

(. Dixon, Secretary and General Superintendent. 

Roval 


London Ophthalmic Hospital 
(MOORFIELDS EYE HOSPITAL), City-road, E.C 
Applications are 
OFFICER, 


each week 

Candidates must be registered Medical Practitioners 

Salary at the rate of £100 per annum. The Out-patient 
Officer will be appointed for a period of one year and will be 
eligible for reappointment 

Copies of regulations can be obtained on application 

Applications, with testimonials, stating age and qualifications, 
together with photograph, must be received by the undersigned 
not later than 7th January, 1939 

A. 3. 


Ham Memorial 


Shrewsbury-road, E.7. 


(required February Ist) 
invited for the above post Salary is at 
of £100 per annum, and the appointment is for six 


recent testi- 


invited for the post of OUT- 
to attend on Tuesdays and Fridays 


PATIENT 
(mornings ) 


TARRANT, Secretary. 


[past Hospital, 

4 (104 Beds.) 

Applications are invited forthe post of RESIDENT MEDICAL 
OFFICER (Male) Duties to commence on Ist February, 
1939. 

The appointment will be for six months in the first instance, 
but the successful candidate will be eligible for reappointment. 

Salary at the rate of £200 per annum, with board, residence, 
and laundry 

pepenenee will be given to candidates who hold the 

of 

particulars, 
reach the 


Diploma 


stating age, nationality, 
together with eoaies of three 
undersigned by 12th January 

REGINALD PERRY, 


experience, and full 
testimonials, should 


Secretary. 


King Edward Memorial Hospital, 
EALING. (145 Beds.) 

CASUALTY OFFICER AND DEPUTY RESIDENT 
MEDICAL OFFICER (Male) required for Ist February, 1939. 


Six months’ appointment, 
a further period. 
emoluments. 
Applications, stating age, experience, and qualifications, 
together with copies of two recent testimonials, should be sent 
to the undersigned by the 9th January, 1939 
R 


A. MICKELWRIGHT, House Governor. 
N ational 


Hospital, 

N.W.1. 

Applications are anes for the following post: 
HOUSE PHYSICIA Salary £100 per annum, board, 
residence, and laundry -> a... being provided. The appoint- 
ment is for a period of six months as from February Ist. 
Preference will be given to those who have held resident posts. 
Candidates must submit applications, stating qualifications, 
age, &c., with copies of not more than three testimonials, by 

Monday, January 9th, addressed to the Secretary. 


A pplications are invited for the position 
4 of JUNIOR HOUSE SURGEON (Male). Salary £150 
per annum, together with board, residence, and laundry. 

Applications, together with copies of three recent testimonials, 
to be sent to THE SECRETARY, St. Helens Hospital, St. Helens, 
Lancs, not later than January 6th. 


Rotherham General Hospi tal. 


HONORARY OPHTHALMIC SURGEON. 
The ys Committee invite applications for the post of 
Honorary Ophthalmic Surgeon at the above Institution. 
Prompt replies to this advertisement are desirable and full 
particulars can be obtained from the Secretary, G. W. ROBERTS, 
8. Moorgate-street, Rotherham 


(Phe Royal Hospital, Wolverhampton. 
RESIDENT ANSTHETIST. 


(Incorporated under Charter.) 

Applications are invited for the post of Resident Anesthetist. 
The appointment will be for six months, renewable, and the 
salary £200 per annum, with board and residence. Duties 
to commence 23rd January next. 

The Hospital contains 300 Beds, at present being enlarged 
to 400 Beds, and is approved by the General Medical Council 
a part of the requisite attendance on Medical and Surgical 

ractice. 

Applicants should provide evidence of their ex 
modern anesthetic methods ; applications should 
the undersigned, from whom further 
about the post may be obtained. 

W. H. House Governor. 
12th December, 1938 


with possibility of re-election for 
Salary £225 per annum, with usual residential 


Temperance 
Hampstead-road, London, 


erience in 
d be sent to 
information required 


Wolverhampton, 
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Birmingham and Midland Eye Hospital. 


(114 Beds.) 


Applications are invited from | duly 
titioners for the post 
Hospital 

Salary £130 per annum (rising to £150 at the end of six months’ 
satisfactory service) and £10 laundry allowance. 

The Resident Staff consists of a Resident Surgical Officer and 
three House Surgeons 

Applications, with testimonials, and evidence 
should be forwarded immediate 4 to the 

. PEARCE 


qualified Medical Prac 
of HOUSE SURGEON at the above 


of registration, 
undersigned. 

, House Governor. 
Church-street, Birmingham, 3" 


Radcliffe — Oxford. 


Applications are invited for the post of ASSISTANT 
PHYSICIAN to the Department of Physical Medicine. The 
salary will be at the rate of £400 per annum, and the Assistant 
Physician will have the right of charging fees to paying patients 
in the Department, on conditions which will be arranged with 
the Committee of Management. The appointment will be for 
a period of one year in the first instance. 

Twenty copies of applications and testimonials should be 
1 Ag the undersigned not later than Monday, January 23rd, 

939. 
A. G. E. Sanctuary, Administrator. 

December, 1938. 


arrogate Royal Bath Hospital. 


(A National Hospital for Rheumatic and Allied Diseases.) 
(150 Beds.) 


Applications are invited for the post of RESIDENT 
MEDICAL OFFICER (Male) to commence duties beginning 
of February, 1939. 

Salary £260 per annum, with board, residence and laundry. 

Exceptional facilities for research or preparation of thesis. 

Applications, stating qualifications, age, &c., with copies 
of recent testimonials, to “4 forw ae d to the unde rsigned. 


. Drxon, M.A., Secretary. 
A neoats Manchester r, 4. 


ASSISTANT PATHOLOGIST, Lady or Gentleman, whole- 
time appointment—no private work allowed. Salary £400 
per annum; live out. Luncheon and tea provided. The 
appointment is for twelve months and is renewable. 

Applications for the above post, stating age and particulars 
of qualifications and experience, to be forwarded to the under- 
signed on, or before 4th January, 1939, together with copies of 

By Order of the Board, 
HERBERT J. DAFFORNE, General Superintendent and Secretary. 


(Jounty Borough of Blackburn. 


ASSISTANT SC ‘HOOL MEDICAL OFFICER AND 
ASSISTANT MEDICAL OFFICER OF HEALTH (Male). 

Applications are invited from registered Medical Practitioners 
for the post of Assistant School Medical Officer and Assistant 
Medical Officer of Health (Male) to act under the supervision 
of the Medical Officer of Health, who is also the Schoo] Medical 

cer. 

The person appointed must devote the whole of his time to 
the service of the Corporation. 

The duties of the office are general, although they will consist 
largely of work in the School Medical Department. Preference 
will be given to candidates holding a Diploma in Public Health, 
who have held resident appointments in General and Infec tious 
Diseases Hospitals 

The salary will be at the rate of £600 per annum, increasing 
by annual increments of £25 to a maximum of £700 annum. 

The appointment is subject to the provisions of the Local 
Government and Other Officers’ Superannuation Act, 1922. 

Forms of application and further particulars of the duties 
and conditions of the appointment may be obtained from the 
Medical Officer of Health, Victoria-street, Blackburn. 

Completed forms, together with copies of three recent 
testimonials, must reach me by Friday, the 6th January, 1939, 
and should be endorsed on the envelope “ Assistant ‘School 
Medical Officer 

or indirectly, will be a disqualifi- 
cati HAS. S. ROBINSON, Town Clerk. 

ow n Hall, Blackburn. 


Roya! Victoria Hospital, 


66 Beds. Two Residents. 
Wanted for beginning of “Fe bruary, R.M.O., duly qualified 
and registered. Salary £140 per annum, with board, residence, 
and laundry. 


Applications, stating age, with particulars of experience, 
accompanied by copies of three recent testimonials, should be 
sent to the Secretary as soon as possible. 


undee Royal 
D y 


RADIOLOGIST. 

Owing to unforeseen circumstances applications for the 
appointment advertised in the last issue of this Journal are 
no longer desired, and the advertisement is now cancelled. 
The Directors regret any inconvenience which may have been 
caused to intending applicants. 

W. F. FERGUSON, Secretary, 


‘Dover 


Infirmary. 


Royal Infirmary, Dundee. 


| 
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County of Brecon./Qity o f Leeds. 
PUBLIC 


APPOINTMENT OF MEDICAL OFFICER 
H 


Applications are invite d for the appointment of District 
Medical Officer of Health for the combined areas of the Borough 
of Brecon, the Urban Districts of Builth Wells, Hay, and 
Llanw rtyd. and the Rural Districts of Brecknock, Builth’, and 
Hay (360,216 acres, population about 25,000) from Ist April, 
1939. 

Applicants must be registered in the Medical Register as the 
holder of a Diploma in Sanitary Science, Public Health, or State 
Medicine, and must not be over forty -five years of age at the 
date of application. 

The person appointed will be required to perform all the 
duties imposed on a Medical Officer of Health by Statute and by 
any Orders, Regulations, or directions from time to time made 
or given by the Minister of Health, and by any by-laws or 
instructions of the local authorities concerned in the appoint- 
ment applicable to the office, and to devote the whole of his 
time to the duties of his office. 

In addition he will be required to undertake the organisation 
of the Medical Services of the above districts forming part of 
the Air-raid Precautions Scheme for the county under the 
general directions of the County Medical Officer of Health and 
the County Co-ordinating Officer, and he may be required to 
undertake a certain amount of work in connexion with the 
medical services provided by the County Council. 

Salary £300 per annum, together with an allowance of £100 
per annum for travelling, subsistence , provision of office accom- 
modation, and clerical assistance. 

The appointment is subject to the approval of the Minister 
of Health and is pensionable under the provisions of the Local 
Government Superannuation Act, 193 

Applications, giving age, medic ‘al qualifications, and previous 
experience (if any), toge the r with copies of three ge * testi- 
monials, must be received by me not later than 14th January, 
1939 

ALBERT JOLLY, Clerk to the Breconshire County Council. 

County Hall, Brecon, 16th December, 1938 


Bereugh of Southall 


APPOINTMENT OF ASSIST: AN . MEDICAL OFFICER 
OF HEALTI 

Applications are invited from pia qualified Medical Men 
and Women with a public health qualification for the position 
of full-time Assistant Medical Officer of Health 

The candidate must have had experience in the treatment of 
cases of Infectious Diseases at an Isolation Hospital, experienc e 
in Maternity and Child Welfare Work, and at least three years’ 
experience in the practice of medicine. 

The salary will be at the rate of £600 per annum, rising 
(subject to satisfactory service) by annualincrements of £25 toa 
maximum salary of £700 per annum, with an appropriate car 
maintenance allowance according to the Council’s scale. A 
deduction will be made from the salary in accordance with the 
provisions of the Local Government and Other Officers’ Super- 
annuation Act, 1922, and the appointment will be subject to 
the successful candidate passing the Council’s medical ¢xamina- 
tion in connexion therewith. 

Copies of the application form and conditions of appointment 
can be obtained from the Medical Officer of Health at the Manor 
House, Southall, to whom applications, accompanied by copies 
of not more than three recent testimonials, must be delivered 
not later than 12 o’clock (NOON) on the 14th January, 1939. 

Canvassing any Member of the Council by or on behalf of 
any candidate is prohibited, and will result in the disqualifica- 
tion of that candidate, and each candidate is required to state 
whether or not he or she is related to any Member or Chief 
Officer of the Council. 

W. STALEY BROOKES, 
Town Hall, Southall, Middlesex, 


[»gham Infirmary, 
(183 Beds.) 


Town Clerk. 
19th December, 1938. 


South Shields. 


Applications are invited from qualified and registered Medical 
Men for the post of RESIDENT SURGICAL OFFICER. Salary 
£300 per annum, with board, residence, &c. Candidates must 
produce evidence of having had practical Surgical experience 
in a recognised Hospital. The appointment will be for a minimum 
period of one year subject to satisfactory service, otherwise 
to one month’s notice on either side 

Applications, stating age, qualifications, and experience, 
together with copies of not more than three recent testimonials 
(whic h will not be returned), to be forwarded to the undersigned. 

‘he successful applicant will be required to commence duty on 
the Ist February, 1939 

JOHN nce, House Governor and Secretary. 


(Jou nty Borough of Brighton. 


APPOINTMENT 


OF MEDIC: AL OFFICER OF HEALTH 

The Council invite applic ations for the appointment of 
Medical Officer of Health at a salary of £1250 per annum, 
rising by annual increments of £50 to a maximum of £1750 

Forms of application, together with the qualifications, 
duties, and conditions re quired or attached to the position, may 
be obtaine d from me. 

Applications (with copies of three recent testimonials, and 
endorsed ‘* Medical Officer ’’) must be delivered at my oftice 
before 10 o’clock in the forenoon of Tuesday, the 10th day of 
January, 1939. 

Canvassing either directly or indirectly will disqualify. 

G. DREW, Town Clerk. 
Town Hall, Brighton, 19th December, 1938 


HEALTH DEPARTMENT. 
ST. JAMES’S HOSPITAL 


RESIDENT MEDICAL OFFICER (Male) 

Applications are invited for the above appointment, the duties 
of which are entirely medical. Candidates must be single, and 
should have had considerable experience in general medicine 
and possess one of the higher qualifications. The position 
offers excellent opportunity for extensive experience in medicine 
The person appointed will be required to work under the direction 
of the Medical Superintendent and in association with the 
Visiting Physicians. He will also have the supervision of the 
immediate clinical work of four House Physicians 

Under the present scale of salaries of the ¢ orporation the 
commencing salary for the post is £350 per annum, and the 
maximum £450 per annum, with annual increments of £25, 
subject to a service. The first increment will take 
effect on the Ist April following the completion of twelve months’ 
service. Board, residence, and laundry are provided, these 
emoluments being valued for superannuation purposes at £120 
per annum 

The person appointed will be required to pass a 
examination and to contribute to the 
established under the Local, ¢ 
Superannuation Act, 1922 

The appointment will be hormminehe by one month’s notice 

Applications, on a form to be obtained from the undersigned, 
together with copies of three recent testimonials, and endorsed 
** Resident Medical Officer,’’ must be received at the Publie 
Health Department, 12, Market-buildings, Vicar-lane, Leeds, 1, 
not later than 10 A.M. on Monday, 9th January, 1939 

Canvassing in any form, either directly or indirectly, 


a disqualification 
J. JOHNSTONE 

Royal Infirmary, Shrewsbury. 

(150 Beds.) . 


Salop 
APPOINTMENT OF TWO HOUSE SURGEONS. 

Applications are invited from fully qualified unmarried 
Gentlemen for the posts of Resident House Surgeons, vacant in 
January, 1939 

Salary £160 per annum, with board, 

The appointments are 
ment 

Applications, stating age, qualifications, experience, and 
nationality, accompanied by copies of three recent testimonials, 
to be sent to the aes rsigned forthwith 


(1330 Beds.) 


medical 
Superannuation Fund 
rovernment and Other Officers’ 


will be 


JERVIS, Medical Officer of Health 


residence, 
for six months, subject to reappoint- 


NOBLE, Secretary-Superintendent. 
Board Room, 14th’ December, 1938 
Roya! Salop Infirmary, Shrewsbury. 


(150 Beds.) 


RESIDENT HOUSE PHYSICIAN. 

Applications are invited from fully qualified unmarried 
Gentlemen for the appointment of Resident House Physician, 
vacant in January, 1939 

Salary £160 per annum, with board, residence, &c 

The appointment is for six months, subject to reappointment. 
Resident Staff comprises Resident Surgical Officer, Resident 
House Physician, and two Resident House Surgeons 

The Resident House Physician is Resident Officer to the 
Medical Wards of the Hospital under the direction of three 
Honorary Physicians 

Applications, stating age, qualifications, experience, 
nationality, and accompanied by copies of three recent testi- 
monials, to be sent to the undersigned forthwith 

J. W. NOBLE, Secretary-Superintendent. 
Board Room, 14th December, 1938. 


Kast Riding Mental Hospital, Beverley. 


The Visiting Committee of the East Riding Mental Hospital 
invite applications from registered Medical Practitioners for 
the appointment of DEPUTY MEDICAL SUPERINTENDENT 
(Male) of the Hospital at a commencing salary of £600 per annum, 
increasing by annual increments of £25 to a maximum of £700 
per annum, together with emoluments comprising unfurnished 
house (rent and rates free), and garden produce. The appoint- 
ment will be subject to the provisions of the Asylums Ofticers’ 
Superannuation Act, 1909 

Applicants must have had previous mental hospital experience 
and be not more than forty years of age. 

Applications must be made on forms to be 


APPOINTMENT OF 


obtained from 


the undersigned, to whom they must be returned together 
with copies of three recent testimonials not later than the 
lith January, 1939 


GODFREY MACDONALD, Clerk of the Visiting Committee. 
County Hall, Beverley, 19th December, 1938 


of Leteester. 


RESIDENT MEDICAL OFFICER. 
Resident Medical Officer (Male) required for the 
ISOLATION HOSPITAL AND SANATORIUM, Groby-road 
Appointment for a period of six months, renewable if service 
is satisfactory for a further period of six months 
Salary at the rate of £300 per annum, with the usual resi- 
dential emoluments. The officer appointed may be required 
to assist with Infant Welfare work 
Applications, on forms to be 
undersigned not later than the 11th January, 1939 
K. MACDONALD, Me dic al Otticer of Health. 
Health Offices, Grey Friars, Leicester, December, 1938. 


CITY 


snes. to be sent to the 


od 
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and 


AY dwick-le-Street 
+ ARKSEY URBAN DISTRICT 


COUNTY COUNCIL OF THE WEST RIDING OF 
YORKSHIRE. 


JOINT APPOINTMENT OF MEDICAL OFFICER OF 
HEALTH AND ASSISTANT COUNTY MEDICAL OFFICER 

Applications are invited from registered Medical Practitioners 
holding the Diploma in Public Health, or its equivalent for 
the above-named whole-time appointment, subject to the 
provis ions of the Sanitary Officers (Outside i ondon) Regulations, 
1935, and the Local Government Act, 193 

The salary attached to the post is £800 pe - annum, advancing, 
subject to satisfactory service, by annual increments of £50 
to a maximum of £1000 per annum, together with an allowance 
for travelling expenses of £75 per annum Office accommoda- 
tion and any necessary clerical assistance will be provided, or, 
if necessary, an allowance will be made for their provision. 
The candidate must not be more than forty-five vears of age. 

The appointment will be made jointly by the County Council 
and the District Councils, and the person appointed will not 
be permitted to engage in private practice and will be required :— 


Bentley-with- 
COUNCILS 


(a) To reside either in Adwick-le-Street or Bentley-with- 
Arksey, o within such distance therefrom as may be 
approve 


(b) As Medical Officer of Health of the Urban Districts of 
Adwick-le-Street and Bentley-with-Arksey to perform 
all the duties imposed on a Medical Officer of Health 
by the relevant Acts and Orders 

(c) In his capacity as Assistant County Medical Officer to 
act under the control and direction of the County Medical 
Officer 

(d) To perform such other public 
incompatible with the above, 
decide upon 

In his capacity as Assistant County Medical Officer his duties 

are calculated to occupy 171 working half days per annum, and 
will, in the first instance, chiefly consist of the medical inspection 
of school-children attending the elementary schools in the 
Adwick-le-Street and Bentley-with-Arksey Urban Districts 
and the boys who will attend at a secondary school in course 
of erection in Adwick-le-Street Urban District, but the nature 
of the duties will be subject to such alterations as may be deemed 
necessary 

The appointment will be subject to the provisions of the 

Local Government and Other Officers’ Superannuation Act, 
1922, and to the successful candidate passing a medical examina- 
tion as to his physical fitness 

Applications, stating age, qualifications, and experience, 

on prescribed forms, accompanied by copies of not more than 
three recent testimonials, should reach the Clerks to Adwick-le- 
Street and Bentley-with-Arksey Urban District Councils, 
Bank Chambers, High-street, Doncaster, in an envelope 
endorsed ‘* Medical Officer of Health ’’ not later than 10 a.m. 
on Monday, the 16th January, 1939 
Canvassing members of the adopting bodies directly or 
indirectly shall disqualify any candidate for the appointment. 
C. R. MARSHALL, 
Clerk to Adwick-le-Street Urban District Council. 
W. H. CARLILE, 
Clerk to Bentley-with-Arksey U rban District Council. 


Phe Royal Infirmary, Sunderland. 


(288 Beds.) 


health duties, not being 
as the Councils may jointly 


Applications are invited for 


the post of CASUALTY 
OFFICER AND HOUSE 


SURGEON to the Ear, Nose, anp 
THROAT DEPARTMENT for a period of six months from 
16th January, 1939, at a salary of £120 per annum, with board, 
residence, laundry, 
Applications to be received by 
Secretary not later than 5th 


ssex 


ASSISTANT SCHOOL MEDICAL OFFICER. 

The County Council of the Administrative County of Essex 
invite applications for the above appointment from registered 
Medical Practitioners holding a Diploma of Public Health. 
Candidates should be not over forty-five vears of age, but a 
candidate’s period of service in the late war will be deducted 

The salary will be at the rate of £500 per annum, and will 
rise, subject to satisfactory service, by annual increments of 
£25 to £700 per annum 

The person appointed will, at the discretion of the Council, 
either be provided with @ car or will be paid a travelling 
allowance in accordance with the County Scale for the time 
being in force 

The appointment 


the 
January, 


County 


House 
1939 


Council 


Governor and 


will be held by the successful candidate 
during the pleasure of the Council and will be determinable by 
the officer by three months’ notice in writing 

The person appointed will be required to pass a 
examination and to contribute to the 
County Council under the Local 
Officers’ Superannuation Act, 1922 

The appointment will be subject to the Council’s Sick Pay 
Rules and Regulations, a copy of which will be forwarded on 
application 

Applications on the prescribed form, 
undersigned, accompanied by 
testimonials (which will not be 
to me and delivered at the 
than 10 A.M 


medical 
fund established by the 
Government and Other 


obtainable 
copies of not more 
returned) should be addressed, 
County Hall, Chelmsford, not later 
on Monday, the 9th day of January, 1939 

S. Hote ROFT, Clerk of the County Council. 
hm y 19th December, 1938. 


from the 
than three 


County Hall, 


38 


Stroud Urban and Rural Districts and 

NAILSWORTH URBAN DISTRICT. 
APPOINTMENT OF MEDICAL OFFICER OF HEALTH 
AND SCHOOL MEDICAL INSPECTOR. 

Applications are invited for the appointment of Medical 
Officer of Health for the above three districts which include an 
area of 38,422 acres and a population of 38,819 Applicants 
must be duly qualified and registered Medical Practitioners, 
hold a Diploma in Public Health or other equivalent qualification, 
and be under forty years of age. 

The applicant appointed will be required to perform the 
duties of Medical Officer of Health prescribed by the Sanitary 
Officers (outside London) Regulations, 1935, to act as Medical 
Superintendent of the Stroud Joint Hospital Board which 
serves the above three Districts, to undertake medical inspection 
of children in the schools of the area and to give assistance in 
other medical work of the County Council as desired. He 
must reside in or near Stroud and his house must be connected 
with the Telephone Exchange. 

The salary will be £800 per annum, rising by annual incre- 
ments of £25 per annum to £900 per annum. An allowance 
of £150 per annum will be paid in respect of travelling and 
office expenses. 

The successful oneme ant will be required to take up his duties 
on the Ist April, 193 

Forms of applic ation ean be obtained from either of the 
undersigned. Applications endorsed ‘ Medical Officer of 
Health ’’ must be sent, together with copies of three testi- 
monials, not later than the Ist February, 1939, to Mr. G. E. G. 
Gadsden. 

Applicants canvassing either directly or indirectly will be 
automatically disqualified. 

H. S. GrBBons (Stroud), Clerk, 

G. E. G. GADSDEN (Stroud), 

Council. 
G. H. Pavey SMIrH (Nailsworth), 
District Council. 


orthumberland County Couneil. 


WOOLEY SANATORIUM, near HEXHAM. 
For the Treatment of Adults Suffering from Tuberculosis. 
(180 Beds.) 


Stroud Urban District Council. 
Clerk, Stroud Rural District 


Clerk, Nailsworth Urban 


Sasienttens are invited for the appointment of an 
ASSISTANT MEDIC AL OFFICER at the above Sanatorium 
Salary £350 per annum, rising by annual increments of £25 
to a maximum of £450, with board, lodgings, and laundry. 

The salary will be subject to a percentage deduction in 
accordance with the provisions of the Local Government and 
Other Officers’ Superannuation Act, for which purpose the 
selected candidate must undergo a medical examination. 

Applicants should be unmarried. 

The appointment may be terminated by 
notice on either side 

Applications containing essential particulars 
addressed to the undersigned, together with 
recent testimonials, as soon as possible 

F. J. County Medical Officer. 
County Hall, Newcastle-upon-Tyne., 


[_ancaster and District Joint Hospital 


BOARD. 


three months’ 
should be 
copies of three 


RESIDENT MEDICAL OFFICER. 

Applications are invited for the appointment of a full-time 
Resident Medical Officer for the above Board’s Isolation 
Hospital, situate in Slyne-road, Lancaster 

The Hospital (opened in 1934 and extended in 1938) consists 
of 82 beds for the treatment of infectious diseases, and a Pul- 
monary Section of 36 beds (under the control of the Lancashire 
County Council) is attached thereto for nursing and adminis- 
trative purposes. 

Candidates must be registered Medical Practitioners, and will 
be under the supervision of the Medical Superintende nt. 
Applicants must have experience of bacteriological work and 
will be given facilities to acquire experience in public health 
administration in the district, if they so desire 

The salary will be £425 per annum, rising by annual increments 
of £25 to £525 per annum, together with board, lodging, laundry, 
and attendance (valued at £150 per annum). 

The person appointed will be required to pass a 
examination and to contribute towards the 
annuation Scheme, which involves the 
of the salary and value of the 

Applications, stating age, 


medical 
Board’s Super- 
payment of 5 per cent. 
emoluments 

experience, and present appoint- 
ment, accompanied by copies of not more than three recent 
testimonials, to be addressed to me and delivered at my office 
not later than first post on Saturday, the 7th January, 1939. 

Canvassing in any form will disqualify. 

M. MIDDLETON, Cle ae to the Board. 
20th December, 193 


Infirmary and Dispensary. 
(110 Be 


Town Hall, Lancaster, 
Rochdale 


The Board of Management inv oe applic ations for the appoint 
ment of SENIOR HOUSE SURG 
The salary attached to the 


ment 
£250 per annum, 


including board, residence, 

Applications, stating age, nationality, &c., together with 
copies of three recent testimonials, to be sent to the Sec retary 
endorsed “ House Surgeon.”” Conditions of the appointment 
may be had on application to the Sec age | 


WYNNE, 
Rochdale, 


is at the rate of 
and laundry. 


Secretary. 


Infirmary Office, Lancs. 
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Manchester Royal Infirmary. 


MEDICAL REG ISTRAR “TO OUT-PATIENT 
DEPARTMENT. 
(Non-resident.) 

The Board of Management of the Manchester Royal Infirmary 
invite applications for the above post, vacant 21st February, 
1939. Applicants must hold a Medical and Surgical qualifica: 
tion and be registered and also have held a hospital appointment 

The appointment (mornings only—9 A.M. to 1 P.M., Sundays 
excepted) is for six months, rene wable for further periods of 
six months, subject to the provisions of the bye-laws as to 
notice, &c. Salary £150 per annum. 

Applications, stating age, with testimonials, to be sent to the 
Chairman of the Medical Board not later than 21st January, 
1939. 

By Order, 
F. J. CABLE, General Superintendent and Secretary. 

December, 1938. 


‘thester Royal Infirmary. 


BARNES ( ‘ONVAL ES SCENT HOSPITAL. 
RESIDENT JUNIOR MEDICAL OFFICER. 

The Board of Management of the Manchester Royal Infirmary 
invite applications for the above post vacant on 15th February, 
1939. Applicants must hold a Medical and Surgical qualifica- 
tion and be registered and have held a hospital appointment 


The appointment is for six months, renewable for a further 


period of six months, subject to the provisions of the bye-laws 
as to notice, &c. Salary at the rate of £150 per annum, with 
board, residence, and allowance for laundry. 

Applications, stating age, with testimonials, to be sent to the 
Chairman of the Medical Board not later than 21st January, 
1939. 


By Order, 
F. J. CaBie, General Superintendent and Secretary. 
December, 1938 


Manchester Royal 


Posts vacant : 

Two HOUSE PHYSICIANS for 15th February, 1939. 

Two HOUSE PHYSICIANS for 15th March, 1939 

Four HOUSE SURGEONS, General Surgical Units, for 
15th February, 1939 

One HOUSE SURGEON, Aural, Gynecological and Oph- 
thalmic Departments, for 15th February, 1939. 

One HOUSE SURGEON, Neuro-surgical Unit, for 15th 
February, 1939 

One HOUSE SURGEON, Orthopeedic Unit, for 15th February, 
1939. 


Infirmary. 


The Board of Management of the Manchester Royal Infirmary 
invite applications for the above appointments. 

The appointments for the General Surgical Units are for nine 
months and the others for six months, subject to the provisions 
of the bye-laws as to notice, &c. Salaries at the rate of £50 
per annum, with board, residence, and allowance for laundry. 

Applicants must hold a medical and surgical qfalification 
and be registered. They may apply for more than one of the 
above posts and if so should state their preference. 

Applications, stating age, qualifications, and experience to 
be sent to the Chairman of the Medical Board before 21st 
January, 1939. 

By Order, 
F. J. CABLE, General Superintendent and Secretary. 

December, 1938 


(iorporation of Glasgow. 
PUBLIC HEALTH DEPARTMENT. 
WOODILEE MENTAL HOSPITAL, LENZIE, GLASGOW. 


Applications are invited for the post of SECOND ASSISTANT 
RESIDENT MEDICAL OFFICER (Male, single), General 
Hospital experience preferred. Salary £300, rising to £350, 
with board, lodging, and laundry. The appointment, after 
six months’ probation, is subject to the provisions of the 
Asylum Officers’ Superannuation Act, 1909. 

Applie ations, stating age and experience, and accompanied 
by copies of not more than two recent testimonials, to be sent 
to the Physician-Superintendent. 


"(he Royal Liverpool 
HOSPITAL. 


Children’s 


There will be vacancies on April Ist next pow FS wo RESIDENT 
HOUSE PHYSICIANS and Two RESIDENT HOUSE 
SURGEONS at the CITY BRANCH, > et MB The 
appointments will be for a period of six months. Salary in 
each case at the rate of £100 per annum. 

Applic ations, with copies of recent testimonials, to be sent to 
the Secretary, Royal Liverpool Children’s Hospital, Myrtle- 
i Liverpool, 7, on or before Wednesday, 11th January, 

There will be vacancies on April Ist next for One RESIDENT 
MEDICAL OFFICER and One RESIDENT SURGICAL 
OF FICER at the HESWALL BRANCH of the Institution 

240 Beds). The appointments will be for a period of six months. 
— in each case at the rate of £120 per annum. 

Applications, with copies of recent testimonials, to be sent 
to the Secretary, Royal Liverpoo] Children’s Hospital, Myrtle- 
rr tag Liverpool, 7, on or before Wednesday, 11th January, 


The Corporation of the City of Glasgow. 
POLICE DEPARTMENT. 


APPOINTMENT OF WHOLE-TIME CASUALTY 
SURGEONS 

The Corporation of the City of Glasgow propose to appoint 
three whole-time Casualty Surgeons to the Glasgow Police 
Force, and applications are invited from Members of the Medical 
Profession ae the necessary qualifications for these 
appointments. 

Candidates, unless they are at present in the service of the 
Corporation, must not be less than thirty nor more than forty- 
five years of age. The salary fixed for the positions is £600 
per annum, rising by biennial increments of £30 to £750 per 
annum, for each of the three appointments 

The appointments will be made subject to the conditions 
and duties laid down by the Corporation, a copy of which 
together with the necessary Form of Application may be obtained 
at the Office of the Subscriber, Room 44, City Chambers, 
Glasgow The candidates recommended for the appointment 
must be physically fit and undergo a medical examination for 
admission to the Corporation Superannuation Scheme in respect 
of which a deduction will be made from their salaries at the 
rate of 5 per cent. per annum 

Applications on the prescribed form must be lodged with 
the undersigned not later than Tuesday, 3lst January, 1939, 
endorsed on the outside ‘‘ Casualty Surgeons.’’ 

J. L. MACKENZIE, Town Clerk. 

City Chambers, Glasgow, C.2, 28th December, 1938 


Roya! Sussex County Hospital, 


BRIGHTON, 7. 


pplications are invited for the office of HONORARY 
ortivor AEDIC SURGEON from gentlemen who are Masters 
of Surgery of one of the Universities of the British Empire, 
or Fellows of the Royal College of Surgeons of England, Edin- 
— or Ireland, and who are duly registered under the Medical 
Acts. 

Particulars of the duties of the appointment may be obtained 
from, and applications must reach the undersigned at the 
hospital before 12 NOON on the 21st January, 1939 

L. W. LANCASTER-GAYE, Secretary-Superintendent. 


pes Salisbury General Infirmary, Wilts. 
(200 Beds. 4 Residents.) 

Applications are invited for the following posts, vacant 
on Ist February, 1939 

(a) RESIDENT MEDICAL OFFICER. Salary £250 
per annum, with board, residence, and laundry. Tenable 
for a period of twelve months and renewable. 

(b) HOUSE PHYSICIAN. Salary £125 per annum, with 
board, residence, and laundry. Tenable for a pe riod of 
six months and renewable. 

Candidates (Male) must be unmarried, and should have held 
previous hospital appointments. 

Applications, stating age, nationality, qualifications, &c., 
together with copies of testimonials, should reach the under- 
signed not later than Saturday, 14th January, 1939. 

JOHN WILLIAMS, Secretary-Superintendent 


(Phe Victoria Infirmary of Glasgow. 
(555 Beds.) 


The Governors invite applications for the appointment of 
a whole-time PATHOLOGIST AND DIRECTOR of the 
Clinical Research Laboratory. Salary £1000 per annum 
Particulars of the duties may be obtained from the Medical 
Superintendent at the Infirmary. 

The successful candidate may also be appointed toa University 
Lectureship with an honorarium of £100 per annum 

Sixteen copies of application and testimonials to be lodged 
with the undersigned not later than 3lst January, 1939. 

JOHN W. ROBSON, Secretary and Treasurer. 

40, St. Vinecent-place, Glasgow, C.1, 28th December, 1938. 


(ity of Sheflield Education Committee. 


APPOINTMENT OF SCHOOL MEDICAL OFFICER. 
Applications are invited for the appointment of a School 
Medical Officer. Commencing salary £800 per annum, rising 
to £1000 mer annum by biennial increments of £50, subject to 
satisfactory service 
The post is designated as an Established Post under the 
Local Government and Other Officers’ Superannuation Act, 
1922. The successful candidate will be required to pass a 
medical examination 
Forms of application and particulars of the appointment 
may be obtained from this Office and must be returned not 
later than 21st January, 1939 
Personal canvassing will disqualify. 
S. NEwTonN, Chief eee ‘ation Ofticer. 
Leopold-street, Sheffield, December 31st, 19 


H crtfordshire County 


CELL BARNES COLONY, ST. ALBANS. 


HOUSE PHYSICIAN wanted, January Ist, 1939. 

Six-monthly appointment, and renewable for a further six 
months. Good experience in practice of Mental Deficiency in 
modern Colony 

£200 per annum and residence, laundry, &c. 

Apply to Medical Superintendent. 
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W eston-super- Mare _ Hospital. 


(80 Beds.) 


HOUSE PHYSICIAN 

Applications are invited for the post of Resident House 
Physician at this hospital Salary at the rate of £150 per 
annum, with board, rooms, and laundry Duties commencing 
19th January, 1939 

Applications, stating age, qualifications, and enclosing copies 
of testimonials, should be addressed to the undersigned 

LESLIE J. FURSLAND, Secretary 


County Council. 


ASSISTANT COUNTY MEDICAL OFFICER OF HEALTH. 

Gloucestershire County Council invite applications for the 
appointment of an Assistant County Medical Officer of Health 
(Male). The salary will be on the scale £600 per annum by 
£25 to £700 perannum. Travelling and subsistence allowances 
will be paid in accordance with the Council's scale. The post 
is designated for the purposes of the Local Government and 
Other Officers’ Superannuation Act, 1922, and the successful 
candidate will be required to pass a medical examination by the 
Council’s medical adviser. Applicants must be registered 
Medical Practitioners and should hold a Diploma in Public 
Health Previous experience in various branches of public 
health and school medical work is desirable Forms of applica- 
tion, with particulars of the duties and conditions of appoint- 
ment, may be obtained from the County Medical Officer of 
Health, Shire Hall, Gloucester, to whom completed applica- 
tions, with copies of three recent testimonials, should be sent 
not later than the 17th January, 1939. Canvassing, directly 
or indirectly, will disqualify 

RicHarp L. Moon, Clerk of the County Council 


He! Corporation Health Department. 


ANLABY ROAD INSTITUTION (HOSPITAL). 
(580 Beds.) 


G loucestershire 


MALE ASSISTANT MEDICAL OFFICER. 

Applications are invited for the above appointment from 
duly qualified Medical Men under the age of forty years 

Salary £350 per annum, rising by annual increments of £25 
to £450 per annum, together with an allowance at the rate of 
£150 per annum for board and residence outside the hospital 

As the appointee will be required to work mainly in the 
Medical Wards, preference will be given to candidates with 
higher degrees in Medicine and special post-graduate experience 
in General Medicine 

The hospital is equipped with modern X-Ray and Radium 
Departments 

The appointment will be designated under the Local Govern- 
ment and Other Officers’ Superannuation Act, 1922 

Applications, on forms to be obtained from the undersigned, 
are returnable not later than 10 A.M. on Monday, the 
16th January, 1939 

NICOLAS GEBBIE, M.D., Medical Officer of Health. 
Health Department, Guildhall, Hull, December 21st, 1938. 


Royal Army Medical Corps 
ASSOCIATION, 85, Eccleston-square, S.W.1 (Telephone : 
Victoria 2722), supplies qualified Dispensers, Book-keepers 
Laboratory Assistants, Sanitary Assistants, Male Nurses, Menta} 
and Special Tre atment Orderlies, Dental Clerk Orderlies, Porters, 
Caretakers. &c., without charge to respective employers 


‘Typewriting.—Specialists in Typin 

fedical and Scientific Pap Lectures, Theses, an 
Books. Highest recommendations. “Shorthand typists always 
available. Proof-reading, indexing. Translations in al] European 
languages.—Margaret Watson Ltd., 16, Palace Chambers, 
Bridge-street. S.W.1 WHltehall 3838 


Round passed TOM LONG: Between 
Z each puff 
A quiet murmur “ That’s the stuff!” 


Several Good Secondhand Microscopes 
and Objectives, by Ross, Zeiss, Watson, &c., to be cleared 
at very low prices. Details on applic 4 OTT ( ‘ity Sale and 


Exchange (1929), Ltd., 93—4, Fleet-street 
Hotel 


Lendon. Cora 


Upper Woburn-place, near B.M.A. Headquarters. 
Accommodates 235 visitors. Modern comforts. 
Excellent table. A.A. and R.A.C. recommended. 
Room, bath, and table d’héte breakfast, &s. 6d. 


Resident Patients.—Doctors desiring 


accommodation for private patients (mental, neuras- 
thenic, invalid, &c.) may have, post free, illustrated BOOKLET 
describing residences, &c., of numerous colleagues in all parts— 
town, country, and seaside—who receive such patients.— Appl 
Manager, British Medical Bureau, ares oe South, 
Tavistock-square, London, W.C.1 


TO LET. 
¥ acancies for Ladies in beautiful 


Country House (not nursing home). Senile not objected 
Weald House, St. Neots, Hunts. 


ESTABLISHED 1545. 


ELLIOTT, AND BOYTON 
. C. Rowe, F.S.I.), 
6, VERE srenzr, CAVENDISH SQUARE, W.1, 
Estate Agents, Auctioneers, and Surveyors, 

are the BEST LOCAL AGENTS for HOUSES and CON- 

SULTING ROOMS in the Harley, Wimpole, Queen Anne, 

and other Streets in the ———_ -square strict. Valuations 
for all purposes. 


Telephone: 3204 MAYFAIR. 
ESTABLISHED 1860. 


BEDFORD & CO. 
SURVEYORS, AUCTIONEERS AND ESTATE AGENTS 
10, Wigmore Street, Cavendish Square, W. 
SPECIALISTS IN PROFESSIONAL HOUSES AND CON- 
SULTING ROOMS in Harley-st., and leading medical position. 
Telephone: Langham 3927-3928. 


Hatley Street and District.—A number 
of excellent CONSULTING ROOMS are available for 
full and part-time use at moderate rents. Particulars on 
application.— ELGoop & i. 10, Henrietta-place, Cavendish- 
square, W.1. Lang. 2601 


PEACOCK HADLEY, Ltd. 


MEDICAL TRANSFER AGENCY, 
67-68, Chandos Place, Bedford Street, Strand, W.C.2. 


Wires: HERBARIA, LESQUARE, LONDON, 
Phone : Temple Bar 5564. 


This old-established reliable Agency negotiates the Sale of 
PRACTICES AND PARTNERSHIPS on_ reasonable terms 
which can be obtained on application. LOCUM TENENS 
AND ASSISTANTS supplied free of charge to Prine ipals 


LEE & MARTIN, Ltd. (st. 1977 


MEDICAL 
Ti, TEMPLE ROW, BIRMINGHAM. 

’Grams: “‘ Locum, Birmingham.’’ ’Phone: Midland 5963. 
TRANSFER OF PRACTICES AND PARTNERSHIPS ARRANCED 
Accounts Audited and income Tax Accounts Prepared. 
FINANCIAL ASSISTANCE AFFORDED ON REASONABLE TERMS 


Reliable and Efficient Locums supplied at short notice 
alse Assistants. 


THE OLDEST AND LEADING MEDICAL AGENCY 


PERCIVAL TURNER 


25, MAIDEN LANE, STRAND, W.C.2 
(Corner of Bedford Street) 


Telegrams : “ Epsomian, London,” Phone : Temple Bar 9011 (3 lines) 
After office hours: Walton-on-Thames 1785. 


Commission chargeable in respect of the sale of a 
practice or share is limited to £50 where the business 
is left solely in our hands. 


CATALOGUE of SECONDHAND SURGICAL INSTRUMENTS, OSTEOLOGY 
MICROSCOPES POST FREE. 


Students’ Half Sets of Osteology. Articulated Skeletons and Disarticulated Skulls. 


MILLIKIN & LAWLEY, 67 & 68, CHANDOS PL., STRAND, W.C.2 


(Adjacent to Charing Cross Hospital Medical School.) 


Telephone : Temple Bar 2206. 
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BOVRIL MEDICAL AGENCY, Ltd. 


ALDINE HOUSE, 
10-13, BEDFORD STREET, STRAND, LONDON, W.C.2. 


Telegrams: BOVMEDICAL, LESQUARE, LONDON. Telephone: TEMPLE Bar 1616 (3 Mnes). 
Chairman and Managing Director, Dr. J. FIELD HALL. 


The Maximum Commission payable on the sale of any Practice or Partnership in Great Britain, placed 
exclusively in the hands of this Agency is £50 (fifty pounds) which sum covers goodwill, drugs, surgery, 
fittings, fixtures and furniture, instruments and book debts, but not house property. Schedule of Terms 
will be forwarded on application. 


NO OHARGE IS MADE TO PRINCIPALS FOR THE INTRODUCTION OF LOCUM TENENS OR ASSISTANTS. 
Accountancy and Legal Services furnished by the Agency, where desired, at moderate inclusive charges. 


PRACTICES AND PARTNERSHIPS FOR SALE. 


1. WEST LONDON.—Old-estab. good-class, non-dispensing Appts. worth nearly £200 p.a. Good house (ample 
PRACTICE, averaging for last 3 years £2366 p.a. Fees accommodation) rent £35 p.a. Premium £3000. 
mainly 10s. 6d. and 21s Roomy flat, conveniently 9. YORKS.—NEAR LARGE TOW N.—Old-estab. PRACTICE : 
situated ine. rent £275 p.a. Practically no expenses. averaging £1440 p.a. Panel of about 875 and several : 
Efficient introduction given. appts. Good honse in own grounds with all modern 

2. LONDON, 8.E.—One-half Share in good mixed PRACTICE conveniences ; 
averaging £2347 p.a. Panel about 1750, appointment 10. LADY DOCTOR’S PRACTICE.—ATTRACTIVE COUN- a 
worth £150 p.a. Well situated convenient house, rent TRY DISTRICT.—Well-estab. mixed-class PRACTICE 
£90 p.a. Premium 2 years’ purchase. producing about £700 p.a., including panel and an appt. 

3. OUTLYING NORTHERN SUBURB.—One-fourth Share worth about £50 p.a. Suitable house available on rental. ; 
in very good mixed PRACTICE rapidly increasing and Reasonable premium for quick sale, owing to ill health. a 
estimated to produce about £8000 this year. Panel 11. SURREY.—RIVERSIDE SUBURB.—PARTNERSHIP. e 
5-6000. Visits mostly 5s. Choice of houses. —One-fourth Share in old-estab. Practice. Average 

4. MIDLANDS.—COUNTY TOWN.—Very old-estab. steadily 88 cash receipts for past 3 years £4600-£4700 p.a. i 
increasing PRACTICE producing last 12 months £3937. ‘anel of 3000. Suitable house available. Premium me 
Panel of 3000. Appts. worth about £160 p.a. Moderate 2 years’ purchase. a 
expenses. Good house (ample accommodation), rent 12. LONDON,S.E.—PLEASANT RESIDENTIAL SUBURB. a 
Prey P a. Sport of all kinds. Good schools. Premium —PARTNERSHIP.—One-half Share in very sound old- 
£5756 s estab. mixed-class Practice. Receipts stated to average 

5. NORTHERN SEAPORT.—tThree-fourths Share in well- between £3000-£3100 p.a. Panel of 3100. Appoint- 
estab. PRACTICE averaging for last 3 years £3700 p.a ments worth about £280 p.a. Good house with large 
Panel of 800. Appts. worth £200 p.a. Good freehold garden (6 bedrooms, &c.). Rent £100 p.a. Premium 
house. Garden. Garage. Price £1500. Reasonable 2 years’ purchase. Ingoing partner should be English 
premium for quick sale. Ingoing ri ner must be experi- or Scottish, 30 or over, and preferably married. 
enced and keen on medicine. M.R.C.M. advantageous. 13. HOME COUNTIES.—ATTR ACTIVE RESIDENTIAL 

6. SOUTH OF ENGLAND SEAPORT.—Very sound increasing DISTRICT WITHIN EASY REACH OF TOWN.— 

PRACTICE averaging £1015 p.a. Panel of 1200. House, PARTNERSHIP.—Two-fifths Share in  well-estab. 
with 3 reception, 5 bedrooms, rent £100 p.a. Premium good mixed-class Practice. Receipts approximately 
2 years’ purchase. Vendor retiring. £4800 p.a. Panel of 2700. Fees from 3s. 6d. to 21s. 

7. DEATH VACANCY.—WILTS.—U nopposed increasing Suitable honse available. Premium 2 years’ purchase. 
country PRACTICE within reach of 3 large towns. Gross Ingoing partner should be experienced, 30-40, and 
cash receipts over £800 p.a. Panel of 500. Convenient referably have a University degree. é 
house in good repair. Reasonable offer for quick sale. 14. NORFOLK.—POPULAR HOLIDAY RESORT.—Good- 

8. N. WALES.—UNOPPOSED COUNTRY PRACTICE IN class PRACTICE averaging £530 p.a., including panel 
BEAUTIFUL DISTRICT.—Estab. over 60 years and of 122 and small appointments. Fees from 3s. 6d. ; 
held by vendor (who is obliged to give up through ill Good house (4 bedrooms, &c.). Large garden. Moderate | 
health) for past 2 years. Gross cash receipts between premium. Considerable scope, Vendor retiring. Sport i 
£1500-£1600 p.a. Panel produces about £530 p.a. of all kinds. Good schools. as 

Ani ieldi d 
n investment yielding 43% p.a. compound, free 
of tax, and life assurance cover for nothing. 
HAT is what a 15 year With Profits Endowment Assurance, with a 
first class British Office, amounts to at the present time for a 
man aged 35 next birthday. A policy for £1000 shows a profit of 
over £400 on a net outlay of approximately £918 spread over 15 years. 
In the event of the death of the policyholder before the maturity 
date, the full sum assured, plug profits to the date of death, is 
payable to his dependents. 
fi fb di 
The figures quoted assume that the present rate of bonus and income 
tax will be maintained throughout the period of the contract. ea 


For a slight extra, premiums may be paid by monthly instalments 
by Banker’s Order. 


Suggestions applicable to your own case will be sent gladly on 
receipt of a note of your date of birth and the amount which you 
can set aside each month, 


BOVRIL MEDICAL AGENCY, LTD., ALDINE HOUSE, 10-13, BEDFORD STREET, STRAND, W.C.2, 
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Although NUMOL is an expensively produced article, it is available for everybody and not only for 
well-to-do people. 


it can be obtained for Hospitals at special prices packed in Hospital Containers, and it is also available 
through all Welfare Centres. 
In addition to all these schemes, free supplies can be obtained by Doctors for special cases, and half price 


supplies are available for patients who are not exactly destitute, but cannot afford to pay the ordinary price. 
Doctors are invited to write for full particulars. 


CONVALESCENT’S FOOD” 


NUMOL LIMITED, NEWCASTLE-ON-TYNE, 4 


sep 31940 
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